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Call Wesco 


OUTDOOR DISTRIBUTION 
EQUIPMENT 

Bare and Weatherproof Wire 

Cables 

Cedar & Pine Poles 

Circuit Reclosers 

Clevises 

Distribution Transformers 

Fiber Conduit 

Fir Cross Arms 

Galvanized Guy Wire 

Glass Insulators 

Guy Anchors 

Hot Line Clamps 

Lightning Arresters 

Lineman’s Tools & Equipment 

Pike Poles 

Pole Grounding Devices 

Pole Jacks 

Pole Line Hardware 

Porcelain Insulators 

Primary Cutouts 

Rubber Gloves 

Secondary Rack 

Voltage Regulators 

Watthour Meters 


INDUSTRIA 


Ammeters 
Annunciators 

Armored Cable 
Battery Chargers 

Bells & Buzzers 
Burglar Alarms 

Bus Duct 

Capacitors 

Circuit Breakers 
Communication Systems 
Condulets 

Connectors 

Cutout 

Dry Batteries 

Dry Type Transformers 
Electric Drills 

Electric Hammers 
Electric Hoists 

Electric Lanterns 
Electronic Tubes 
Electricians’ Tools 
Flashlights & Batteries 
Friction & Rubber Tape 
Fuses & Fusetrons 


LIGHTING AND LAMPS 


Automobile Lamps 
Aviation Lighting 
Commercial Lighting Fixtures 
Desk Lamps 

Floodlights 

Fluorescent Ballasts 
Fluorescent Fixtures 
Fluorescent Lamp Starters 
Fluorescent Sun Lamps 
Globes 

Incandescent Lamps 
Industrial Lighting Fixtures 
Infra-red Lamps 

Lamp Guards 

Mercury Vapor Lamps 
Miniature Lamps 
Photoflash Lamps 

Portable Lamps 

Radio Lamps 

Searchlights 

Street Lighting 

Sun Lamps 

Vaporproof Lighting Fixtures 


L APPARATUS AND SUPPLIES 


Industrial Heating 

Industrial Horns 

Junction Boxes 

Metal Cabinets 

Motor Control 

Motors 

Multi-Breakers 

Outlet Boxes & Covers 

Panelboards 

Rigid & Flexible Conduit 

Romex (non-metallic sheathed 
cable) 

Rubber-Covered Cords 

Safety Switches 

Sentinel Breakers 

Signal Systems 

Soldering Pots 

Soldering Irons 

Solderless Lugs 

Ventilating Fans 

Voltmeters 

Water Coolers 

Wiremold Fittings 

Wires 

Wiring Devices 


And every type of Electrical Apparatus or Supplies required for complete electrical installation 





WESCO OFFICES 


ALBANY, 
ALBANY ; 
ALBUQUERQUE 


AMARILLO 
ATLANTA 
AUGUSTA, ME 
BALTIMORE, MD. 
BANGOR, ME 
BATON ROUGE, LA. 
BEAUMONT, TEXAS 
BOISE, IDAHO 
BOSTON. MASS. 
BURLINGTON, VT 
BUTTE, MONTANA 
CAMDEN, NEW JERSEY 
CHARLOTTE, WN. C. 
CHICAGO, ILL. 
CINCINNATI, OHIO 
CLARKSBURG, W. VA 
CLEVELAND, OHIO 
COLUMBIA, S&S. C. 
COLUMBUS, OHIO 
CORPUS CHRISTI, TEXAS 
DALLAS, TEXAS 
DANVILLE, ILLINOIS 
DAVENPORT, IOWA 
DAYTON, OHIO 
DES MOINES, IOWA 
DETROIT, MICHIGAN 
DULUTH, MINN. 
ERIE, PA, 
EVANSVILLE, INDIANA 
FARGO, NO. DAK. 
MICH. 
INDIANA 


3 
iREEN BAY. WIS 
GREENSBORO, N. C. 
GREENVILLE, S. C. 
HAMMOND, IND. 
HARRISBURG, PA. 
HARTFORD, CONN. 
HEMPSTEAD, N. Y. 
HOUSTON, TEXAS 
INDIANAPOLIS, IND 
JACKSON, MISS. 
JACKSONVILLE, FLA 
JOHNSON CITY, N. Y. 
JOHNSTOWN, PA. 
KNOXVILLE, TENN 
LANSING, MICHIGAN 
LITTLE ROCK, ARK. 
LONG ISLAND CITY, N 
LOS ANGELES, CAL. 
LUBBOCK TEXAS 
MADISON, WiS 
MANCHESTER, N. H 
MEDFORD, OREGON 
MEMPHIS, TENN 
MIAMI, FLA. 
MILWAUKEE, WIS. 
MINNEAPOLIS, MINN 
MUNCIE, INDIANA 
NEWARK, N. J. 
NEWBURGH, N. Y 
NEW HAVEN, CONN 
NEW ORLEANS, LA. 
NORFOLK VA. 
OAKLAND, CAL 
OKLAHOMA CITY, OKLA 
OMAHA, NEBR 
PADUCAH, KENTUCKY 
PEORIA, ILL 
PHILADELPHIA, PA. 
PHOENIX AkiZ. 
PITTSBURGH, PA. 
PORTLAND, OREGON 
PROVIDENCE, R. 1. 
RALEIGH, N. C. 
READING, PA. 
RICHMOND, VA. 
ROANOKE, VA. 
ROCHESTER, N. Y. 
ROCKFORD, ILL. 
SACRAMENTO, CAL. 
SALT LAKE CITY, UTAH 
SAN ANTONIO, TEXAS 
SAN FRANCISCO, CAL 
SAVANNAH, GA 
SEATTLE, WASH. 
SHREVEPORT 

SIOUX CITY 
SPOKANE, WASH. 
SPRINGFIELD, MASS 
ST. LOUIS, MO. 

ST. PAUL, MINN 
SYRACUSE, N. Y 
TACOMA, WASH. 
TAMPA, FLA 
TOLEDO, OHIO 
TRENTON, N. J. 
TULSA, OKLA. 
UTICA, N. Y. 
WASHINGTON, D. C. 
WATERLOO, IOWA 
WATERTOWN. N 


Y. 
WHEELING. WEST VIRGINIA 


WICHITA, KANSAS 
WILLIAMSPORT. PA 
WILMINGTON, DEL 
WORCESTER, MASS 
YAKIMA. WASH 
YORK, PA 
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ake the job easier and quicker by using Murray 
matched equipment. All elements of each unit are 
designed to go together. Take the Murray Meter Socket 
and the Murray “Main and Range” illustrated. Instal- 
lation is easier and quicker because knock-outs are 
positioned just right. Wiring is simplified because lugs 
are similar on both units. In addition, once installed, 
Murray matched equipment looks better and more 
workmanlike than devices from two different 


manufacturers. 


HERE’S Pook vax 


MATCHED EQUIPMENT 
SAVES MONEY! 


Levittown, Long Island (17,000 homes) is using 
Murray matched equipment to handle the load. 
Now, another large project is being developed 
— 16,000 homes at Levittown, Pennsylvania. 
Murray matched equipment is being used again! 


Further proof of the advantages of matched equipment is at 
Fairless Hills, Pennsylvania —a project of 4000 homes, The 
Murray Meter Socket and the Murray “Main and Range” are 
back-to-back on a large percentage of these homes. 

It comes down to this — Murray matched equipment saves 
time in installation — and time is money. Whether it’s a huge 
project or a bungalow — matched equipment saves time and 
money. 


One out of the 16,000 mod- 
ern houses being built at 
Levittown, Pa. Murray Meter 
Socket is located on outside 
wall, rear. Murray ‘Main 
and Range,” 
utility closet, backs it up on 
the inside. 


located in a 


Electricians like Murray equipment be- 
cause it’s easy to install. There's al. 
ways plenty of wiring room in Murray 
equipment! 


» MURRAY MANUFACTURING CORPORATION 


WMuwuiay 
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Air Conditioners — unit type 

Alarms — fire 

Ammeters — panel, pocket, recording 

Annunciators — drop, lamp, electric reset 

Batteries — wet and dry 

BELLS — hazardous location bells, buzzers and 
horns; also standard types 

Blocks — terminal 

BOXES — metal outlet and switch 

Boxes — all other types 

Breakers — oil and air circuit 

Bulbs — incandescent 

BUS-DUCT 

Cabinets — cutout, distribution, fuse 

panelboard, transformer 

CABLE — rubber-covered 

Cable — all other types 

Capacitors 

Centers — load and distribution 

Compounds 

Conduit — clay, flexible metallic 

CONDUIT — flexible, non-metallic, rigid steel 

Connectors — all types 

CORD — twisted or parallel 

Cord — all other types 


“JUST 
snes ABOUT 
Gomer == EVERYTHING 
: IN_THE 
BOOK” 


Cutouts Plugs — all types 

DRILLS — portable electric Receptacles — all types 

Duct — power, underfloor RELAYS — electronic industrial 
Fans — attic, ventilator, propellor; blowers SIGNALS — nurse and doctor call 
FANS — exhaust Sirens — electric 

Fittings — conduit and cable, all kinds Sockets — all types 

FIXTURES — commercial and industrial Solenoids — AC, DC, rotary 


incandescent 
‘ START - 
Fixtures — commercial and industrial fluorescent ot AC and OC moter 


Fixtures — floodlighting, street lightin , — 

Fixtures — hazardous location, on, SWITCHES — combined circuit breaker and 
FUSES — renewable plug . starting 

Fuses — all other types Switches — all other types 

Hangers — condvit, fixture, outlet box Switchgear — metal-clad 

HEATERS — space SYSTEMS — intercommunicating 

Horns — signal Systems — calling, signaling, public address 
LAMPS — fluorescent tube TAPE — friction 

Lamps — incandescent Tape — all other types 

Lamps — all other types Tools — hand and power, all types 

Lugs — solderiess TRANSFORMERS 

METERS — watt-hour testing Tubes — electronic 

MOTORS — AC single phase Ventilators 

Motors — all other types Voltmeters — panel, pocket, portable 
Outlets — hanger WIRE — rubber-covered 

PANELBOARDS Wire — all other types 


Call Graybar fist ror... 


GRAYBAR ELECTRIC CO., INC. 
Executive Offices: Graybar Building, 420 Lexington Ave., New York 17, N.Y. 








Boise Duluth 
’ Boston Durham 
There $a Bristol, Tenn. El Paso Louisville Peoria 
Buffalo Eugene Madison Philadelphia Spokane 
Graybar office Butte Evansville Manchester Phoenix Springfield, Mass. 
near you Charleston, W. Va. Flint Memphis Pittsburgh St. Louis 
Charlotte Fresno Miami Portland, Maine St. Paul 
Aberdeen, S. D. Chattanooga Ft. Worth Milwaukee Portland, Oregon St. Petersburg 
Akron Chicago Grand Rapids Minneapolis Providence Syracuse 
Albany Cincinnati Green Bay Mobile Reading Tacoma 
Allentown Cleveland Hammond Nashville Richmond Tampa 
Amarillo Columbia Harrisburg Newark Roanoke Toledo 
Asheville Columbus Houston New Haven Rochester Tulsa 
Atlanta Corpus Christi Indianapolis 
Austin Dallas Jackson 


New Orleans Sacramento Washington 
New York Salt Lake City West Hartford 
Baltimore Davenport Jacksonville Norfolk San Antonio Wichita 
Baton Rouge Dayton Kansas City Oakland San Diego Wilmington 
Beaumont Denver Knoxville Oklahoma City San Froncisco Winston-Salem 
Binghamton Des Moines Lansing Omaha 
Birmingham Detroit Little Rock Orlando Seattle Youngstown 


Long Beach, Cal. 


Los Angeles Paducah Shreveport 


Sioux City 


Savannah Worcester 
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Alphabetical listing of names, complete addresses and trade names of manu- 
facturers of electrical apparatus and supplies, utilization equipment, com- 
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Yes, Mr. Electrical Contractor, 
THIS IS IT! Good old NATIONAL 


PRICE SERVICE—over a quarter of a cen- 
tury old, yet new as tomorrow. The ultimate 
answer to your costing, quoting, pricing and 
materials estimating problems. 


The successful electrical contractor has 
long since learned to ease his burden of de- 
tail, and to assure his profit, by depending 
upon the Service to keep him fully abreast 
of changing materials costs and specifica- 
tions. He knows that in NATIONAL PRICE 
SERVICE he has complete and dependable 
information. He knows his costs are accu- 
rately shown in the NET PRICE he will be 
called upon to pay for his material. He 
simplifies his task of specification. Each item 


J QUICK 








he uses is fully illustrated. There can be no 
question of what he wants to use, specify, 
buy or supply. 


Since his information is kept constantly up 
to date, the modern successful electrical con- 
tractor depends on NATIONAL PRICE SERV- 
ICE to insure accuracy of his bids, to show 
him a profit on his work, and it is easy for 
him to delegate the tedious chore of pricing 
out materials to someone else in his organ- 
ization—thus freeing his own time to the 
important tasks of contacting customers— 
selling new jobs. 


You too will find NATIONAL PRICE 
SERVICE the answer to many problems. 
Take the time now to obtain full information 
about this vital Service. Learn how it will fit 
into your program for easier pricing—surer 
profit. 


NATIONAL PRICE SERVICE 


is available only to recognized electrical contractors. Its fee is 
very nominal. If you are an electrical contractor, you are invited 
to write us on your letterhead for a full description with no obli- 
gation whatsoever. Make NATIONAL PRICE SERVICE your key 
to more profitable, less burdensome pricing. 


a) 
i 











NATIONAL PRICE SERVICE 








13601 EUCLID AVENUE, CLEVELAND 12, OHIO 
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TECHNICAL DATA REFERENCE SECTION 





THIS SECTION CONTAINS A COLLECTION OF TECHNICAL DATA COMMONLY 
USED IN ELECTRICAL ENGINEERING AND CONSTRUCTION PRACTICE. THE MATE- 
RIAL PRESENTED CONFORMS TO ACCEPTED STANDARDS AND IS DERIVED FROM 
SOUND ENGINEERING PRINCIPLES. THIS DATA INCLUDES: 


GRAPHICAL SYMBOLS 
ARCHITECTURAL PLANS 
ELECTRIC POWER, CONTROL AND SIGNALS 
ELECTRONICS AND COMMUNICATIONS 


BUSWAY CIRCUITRY 


PRACTICAL CALCULATIONS FOR THE ELECTRICAL MAN... 


TABLES OF ELECTRICAL DATA 
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GRAPHICAL ELECTRICAL SYMBOLS FOR ARCHITECTURAL PLANS 


GENERAL OUTLETS 

Outlet. 

Blanked Outlet. 

Drop Cord. 

Electricol Outlet; for use only when circle used alone 
might be confused with columns, plumbing symbols, 
etc. 

Fon Outlet. 

Junction Box. 

Lampholder. 

Lampholder with Pull Switch. 

Pull Switch, 

Outlets for Vopor Discharge Lamp. 

Exit Light Outlet. 

Clock Outlet. (Specify Voitage) 


CONVENIENCE OUTLETS 


Duplex Convenience Outlet. 
Convenience Outlet other than Duplex. 
1 = Single, 3 = Triplex, etc. 
Weatherproof Convenience Outlet. 
Ronge Outlet 

Switch ond Convenience Outlet. 

Radio and Convenience Outlet. 

Speciol Purpose Outlet. (Des. in Spec.) 
Floor Outlet 


SWITCH OUTLETS 


Single Pole Switch. 

Double Pole Switch. 

Three Way Switch. 

Four Way Switch. 

Automatic Door Switch. 
Electrolier Switch. 

Key Operated Switch. 
Switch ond Pilot Lamp. 
Circuit Breaker. 
Weatherproof Circuit Breaker. 
Momentory Contact Switch. 
Remote Control Switch. 
Weatherproof Switch. 

Fused Switch. 

Weotherproof Fused Switch. 


PANELS, CIRCUITS, AND MISCELLANEOUS 

Lighting Panel. 

Power Panel. 

Branch Circuit; Concealed in Ceiling or Wall. 

Branch Circuit; Concealed in Floor. 

Branch Circuit; Exposed. 

Home Run to Panelboard. Indicate number of Circuits 
by number of arrows. 


Note: Any circuit without further desigmotion indicates a two- 
wire circuit. For @ greater number of wires indicate as follows: 
(3 wires) (4 wives}, etc. 


Feeders. wote: Use heavy lines ond designate by number cor- 
responding to listing in Feeder Schedule. 


Underfloor Duct and Junction Box. Triple System. 
Note: For double of single systems eliminete one or two lines. 
This symbol is equally adaptable to auxiliary syvtem layouts. 


Generator. 

Motor. 

Instrument. 

Power Transformer. (Or draw to scale.) 
Controller. 

Isolating Switch. 


AUXILIARY SYSTEMS 
Pushbutton. 
Buzzer. 
Beil. 
Annunciator. 
Outside Telephone. 
Interconnecting Telephone. 
Telephone Switchboard. 
Bell Ringing Transformer. 
Electric Door Opener. 
Fire Alarm Bell. 
Fire Alarm Station. 
City Fire Alarm Station. 
Fire Alarm Central Station. 
Automatic Fire Alarm Device. 
Watchman’s Station. 
Watchman's Central Station. 
Horn. 
Nurse's Signal Plug. 
Maid's Signal Plug. 


ESSeRelPeamwesaczasgus Dhecoee 


SPECIAL OUTLETS 


©oa,b,c, etc Any Standard Symbol as given above with the addi- 

tion of o lower case subscript letter may be used to 

=Qo,,c, etc designate some special variation of Standard Equipment 

of porticular interest in a specific set of Architectural 
Plans 


Radio Outlet. 

Signal Central Station. 
Interconnection Box. 
Battery. 


iG 


S o,b,c, etc 


: Auxiliary System Circuits. 
When used they must .be listed in the Key of Symbols Note: Any line without further designation indicates @ 2-Wire 


on eoch drawing and if necessary further described in System. For @ greater number of wires designate with numerals 


the specifications. in manner similar to---12-No. V8W-¥/,” C., or designate 
by number corresponding to listing in Schedule. 


[_] a,b,c Special Auxiliary Outlets. 


Subscript letters refer to notes on plans or detailed description 
in specifications. 
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GRAPHICAL SYMBOLS FOR POWER, CONTROL 


ALARMS 


Annunciator 


Bell 


Buzzer 


Clapper 


Horn, howler or loudspeaker 


*HN — Horn 
SN — Siren 


HW —Howler, LS—Loudspeaker, 


| Shutter or grid type annunciator drop 
or signal 


IH|Fee eee [Fk FEO OO 


fh 


Ball type annunciator drop or signal 


AMPLIFIERS 


General amplifier or repeater 
(one-line diagrams) 
(triangle points in direction of 
transmission) 
*Indicate type of amplifier by inserting de 
scriptive words or abbreviations as follows 
BDG-—Bridging, BST—Booster, CMP—Compres 
sion, DC—Direct Current, EXP—Expansion 
LIM—Limiting, MON—Monitoring, PGM—Pro 
PWR—Power, TRQ 


gram, PRE-Preliminary 


Torque 


> fh 


2-Inputs 2-Ouputs With adjustable 


gain 
<b Two-way repeater 


ARRESTERS 


General (Lightning or surge arrester) 


Carbon block 


Electrolytic or aluminum cell 
(Not arrowheads) 


AND SIGNALS 


Horn gap 


Protective gap 


Sphere gap 


Valve or film element 


Multigap, general 


Gap and valve plus ground 


ATTENUATOR 


General 


BATTERY 
General 


(long line is positive) 


With polarity indicated 


One cell 


BIMETAL ELEMENT 





General 


BUSHING 


General 


CAPACITOR 


General — 


Note: The curved element shall represent: the 
outside electrode in fixed paper-dielec- 
tric and ceramic-dielectric capacitors; 
the negative electrode in electrolytic 
capacitors; and the moving element in 
variable and adjustable capacitors. 
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GRAPHICAL SYMBOLS FOR POWER, CONTROL AND SIGNALS 


Adjustable or variable 


fa. Capacitance bushing 
<i 

rre 
—+{(+- Shielded 
‘.. 


a 
% Capacitance bushing—potential device 


ale 


ae Coupling capacitor—potential device 


Shunt capacitor 


Series terminating capacitor, path 
open 


Series terminating capacitor, path 
shorted 


CIRCUIT BREAKER 





Air or general 


{} or 4+CB} Oil or other types 
— A Thermal trip air type 


Removable element 
Motor operated 


| Hm) 


CIRCUIT ELEMENT 





| aS General 
“Indicate type of equipment by descriptive 
words or abbreviations 
CB—Circuit Breaker, DIAL—Telephone Dial, 
EQ—Equalizer, FAX—Facsimile Set, FL—Fil 
ter, FL-BP—Filter (band pass), NET—Network, 
PS—Power Supply, TEL—Telephone station. 


COILS 


“or (*) or CP Operating coil 


“Insert identifying letter in the circle. 


Blowout coil 


CONNECTIONS 





Mechanical connection 


Mechanical interlock 


Direct connected units 


CONNECTOR, DISCONNECTING 
DEVICE (Single-line symbols) 





Connector, movable or stationary 
portion — jack, plug, receptacle. 


(Not an arrowhead; lines are longer and 
at 45° angles.) 


Jack (usually) 


Plug (usually) 


Mating Connectors 


Connector normalled through 


CONTACT, ELECTRICAL 





General: 
Normally open (NO) 


Normally closed (NC) 


Adjustable or sliding contact or 
regular contact for relays, keys, 
jacks, etc. 


Insulator far mechanical coupling 
between moving contacts on relays, 
keys, jacks, etc. 


Lever switch contact 
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GRAPHICAL SYMBOLS FOR POWER, CONTROL AND SIGNALS 


Moving contact or armature for relays, 
non-locking keys, jacks, etc. 


(Use circle to represent pivot point on mov- 
ing contacts.) 


Moving contact for locking keys, jacks, etc. 


(Use circle to indicate pivot point.) 


Sleeve 


NO Contact with time closing 


NC Contact with time opening 


Transfer 


Make before break 


CONTACTORS (Symbols assembled 
from basic symbols) 


3-pole manually operated contactor 
without blowout coils 


i i ii. 
: TT [ 
3-pole electrically operated contactor 


with blowout coils and 2-NO and 
1-NC auxiliary contacts 


Lim & | 
FEE 


No Symbol 


~~ 


CORE 


General or air core 
(Notate when necessary) 


Magnetic core 


Relay or magnet core 


Core with single winding 


Core with double winding 


CURRENT LIMITER FOR POWER 
CABLE 





General 


DIRECTION OF POWER, SIGNAL 
FLOW 





One way 


Both ways 


One way circuit element — 


“Indicate element 


FUSE 


General 


—€UI_TH)— Drawout carriage mounting 


a NNN 
Ste te# | | | 


Single pole electrically operated con- 
tactor without blowout coil, with 
operating coil and series holding 
coil 1-NC auxiliary contact. 


—“\r—  Fusible element 


on a > 


—- YW High voltage primary fuse cutout, dry; 
or fuse disconnecting switch 


—r- High voltage primary fuse cutout, oil 


GENERAL SYMBOL 


2-pole electrically operated contactor 
with blowout coils and 1-NO and 
1-NC auxiliary contacts. 


NN 


Or 


~~ > L 





Any piece of equipment — 


i, tle ee 
otke 


“Indicate type of apparatus — to be used 
where internal details need not be shown. 


° 
5 


othe lle, 


GROUND 


otk 


General 
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GRAPHICAL SYMBOLS FOR POWER, CONTROL AND SIGNALS 


INDUCTOR 


‘SCS TS or CVYVYY General 








COD OW. 


“Te 
+ 
viol 
+ 


Magnetic core 
Tapped 
Adjustable 


Variable 


O 


Shunt 


LAMP b 


General 


*Use letter or abbrev. to indicate color 


Iluminating , 


MACHINE, ROTATING 


Basic . 


Field, generator or motor 


Generator, general O 


Motor, general 





Windings — 


1-phase 


2-phase 


3-phase wye (ungrounded) 
3-phase wye (grounded) 
3-phase delta 

6-phase diametrical 
6-phase double delta 


Complete 


6 3-wire squirrel cage induction motor 
or generator- 3-phase or 2-phase 


2-phase — 4-wire or single-phase split 
phase induction motor or generator 
or rotary converter 


) Repulsion motor 


_ 3-phase wound rotor induction motor, 
synchronous induction motor, or in- 


duction generator 


¢) 3-phase synchronous motor or gen- 
erator or condenser 


ator or condenser with neutral 


© 3-phase synchronous motor or gener- 
brought out 


3-phase synchronous motor or gener- 
ator or condenser with both ends 
of each phase brought out 
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GRAPHICAL SYMBOLS FOR POWER, CONTROL AND SIGNALS 


e 2-phase — 4-wire synchronous > ra 1-phase repulsion start induction 


motor or generator motor 


eo l-phase synchronous generator — (1) 1-phase hysteresis motor 


_()- 3-phase synchronous or requlating OQ ¢) 3-phase reluctance motor 
pole converter 


“vv. 


3-phase double winding synchron- os le Ma : 
* gneto-electric generator 
OO} ous generator, motor or condenser Y YY 


i-phase 3-phase 


Rotating armature with 
3-phase synchronous — synchronous { d tewsh 
frequency changer commutator an rushes 


(Broken line indicates where line 


connection is made in o.agram.) 


Separately excited ac generator 


or motor 
3-phase motor converter 


Separately excited dc generator 
or motor with commutating and 
or compensating field winding 


3-phase synchronous — induction 
frequency changer 


dc series motor or 2-wire 
generator 


| 
dc shunt motor or 2-wire 
generator 
| 
dc compound motor or 2-wire 
generator or stabilized shunt motor 


Phase shifter — 1-phase output 


Phase shifter — 3-phase oufput 


O OC) 1-phase shaded pole motor 
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GRAPHICAL SYMBOLS FOR POWER, CONTROL AND SIGNALS 


dc 3-wire shunt generator METER OR INSTRUMENT 


General — 


(Indicate type of instrument by letters in 
circle or box) 





A—Ammeter, AH—Ampere hour meter, 
A CMC—Contact making clock, O—Demand 
de 3-wire compound generator meter, F—Frequency meter, GD—Ground 
detector, OHM—Ohmmeter, OSC—Oscillo- 
graph, PF—Power factor meter, S—Synchro- 
scope, VAR—Varmeter, V—Voltmeter, WH— 
Watt hour meter, W—Wattmeter. 


2) 6?) ® With terminals 


NETWORK 


dc balancer — shunt wound 


General 


" dc balancer — compound wound 


Low voltage power 


1 | 
OQ O Q () Dynamotor 

POWER SUPPLY 
ie “vr 





oc RECTIFIER 


de 
or Double current generator Dry Type — 


(Arrow indicates direction of conventional 
Half wove Full le current flow.) 


© Power rectifier 
Regulating exciter — shunt wound 
RELAY 


(R) Basic 


Shunt characteristic brush-shifting 
motor 


phase phase 





oH{fo op Over-current or overvoltage relay with 
1-NO contact 











Oe series characteristic brush-shifting 
motor with 3-phase rotor 
3-or2- 2- Overload relay with 2 current coils 


phase phase 3 = TO and 1-N€ contact with time open- 
ing 


a ; 4, J-phase regulating machine oo Thermal overload relay with 2 series 
~_w oN 
“vn 


heating elements and 1-NC contact 














“vv 
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GRAPHICAL SYMBOLS FOR POWER, CONTROL. AND SIGNALS 


, i 
Open phase or phase reversal Operating quantity 


. . Indicate operating quantity by the fol- 
relay with 4 current coils and lowing letters or symbols — either on or 


1-NC contact above the relay function symbols: 


C—Current*, Z—Distance, V—Voltage, W— 
Power, ——Frequency, @—Phase, T—Tem- 
perature, GP—Gas pressure, S—Synchro- 
nism, 

*The letter may be omitted in the case of 
current. 





Multi-circuit relay with 2-NO and 
2-NC contacts, operating coil Examples: 








— over-current 





— under voltage 





— power directional 
Motor driven timing relay 
— phase balance 











— over frequency 





Relay for system protection RESISTOR 
against over-current, under- 
* W— General — 


current and reverse-current 











*Use an identifying legend within or ad- 
jacent to this symbol 


Tapped 


Adjustable 
Under (General) 
~yh- Variable 
Direction (General)—directional 


over 


RELAY FUNCTION SYMBOLS 





Over (General) 


SHIELDING 


— General (short dashes) 


Enclosing 
Differential (General) 


SWITCH 





General — air break switch, direct 
Pilot wire (General) manually operated, single throw 





—— CC Carrier current (General) 


Air break switch, direct manually op- 
erated, double throw 
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GRAPHICAL SYMBOLS FOR POWER, CONTROL AND SIGNALS 


Air break switch, remote operated, 


Make-before-break multi-circuit 
single throw 


switch 


Air break switch, remote operated, Limit switch 
double throw 


Air break switch, remote operated, Snap and tumbler switches 
single blade selector type 
THERMAL ELEMENTS 


Air break switch, remote operated, ™\ Generel 
double blade selector type 





THERMOCOUPLES 


Disconnecting device ae i 


(Coupling or plug type contacts) 


Selector switch or ) Thermoelement 


Oneline Complete 





Knife switch 


TRANSFORMERS 





0 


ween "ASOCIO) ” 


General 


(with core ) 


Knife switch with auxiliary contacts symbol 


One line 
Complete 


1-phase, 2-winding 


Two-position, locking transfer key —s ill 
switch 


3-phase bank of |-phase, 


Pushbutton or sensitive type switch D ver we: 2-winding transformers 
mo AAAS AAA CAA 
r 
“—" . “Lege WN OTN ON 


Pushbutton open and closed (Spring Polyphase, 2-winding transformer 


return) cee Ae ww OA aa nay 


os paliliteaaates talahae WN ON oN 


General-switch with multiple transmis- | 


; weevwe 
sion paths 


Ws usa 3-winding, ]-phase transformer 


er. 
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GRAPHICAL SYMBOLS FOR POWER, CONTROL AND SIGNALS 




















Show 
actual 
connection 








Transformer with taps — 1-phase 


Constant current transformer — 
1-phase 


Autotransformer, 1-phase 


Potential (Voltage) transformer 


Current transformer 


Bushing type current transformer 


Outdoor metering outfit 


Load ratio control transformer 
with taps 


1-phase induction voltage 
regulator 


3-phase induction voltage 
regulator 


ELECTRICAL CONSTRUCTION AND MAINTENANCE 


Od krR KX Pm Pee © 


Winding connection symbols:— 


2-phase, 3-wire (ungrounded) 


2-phase, 3-wire (grounded) 


2-phase, 4-wire 


2-phase, 5-wire (grounded) 


3-phase, 3-wire delta or mesh 


3-phase, 4-wire delta (ungrounded) 


3-phase, 4-wire delta (grounded) 


3-phase wye or star (ungrounded) 


3-phase wye (grounded neutral) 


3-phase zig-zag (grounded) 


3-phase Scott or ‘'T" 


6-phase double delta 


6-phase hexagonal or chordal 
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GRAPHICAL SYMBOLS FOR POWER, CONTROL AND SIGNALS 





6-phase star or diametrical Crossing of connected 
conductors 

















6-phase star (grounded neutral) Joining of conductors not 
- crossing 











3-phase open delta 








3-phase, 4-wi ounded 
i an, Se eee Cable termination 


Complete 
(3 wires) 


WIRING 


Electric conductors Ground connection 


(Ground wire may be described 


by note.) 


Conductors underground or in 
conduit 


Conduit or grouping of leads 


Future conductors 





———*—— Spliced conductors or change 
——_»—— Of type or size 








Duplex or quadded cable 





ee ee 
<< Incoming lines 























—_——_» 
——- © Ovuigoing lines 
oo 








—<+— Tie lines Coaxial cable 
——<+—> 














ing of conductors not . 
sr Switchboard cable 
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GRAPHICAL SYMBOLS FOR COMMUNICATIONS AND ELECTRONICS 


ANTENNAE 


. 
General — 


“Indicate type by words or abbreviatiens 


; 


Aerial 


4 
i" 
m 


Counterpoise 


Oy 


de 


CAPACITOR 


Fixed 


Variable or adjustable 


a 


Shielded 


Ganged, variable 


(with mechanical linkage) 


CRYSTAL 


Detector 


Piezo-electric 


DIAL 


Typical 


(Use springs and contacts as required.) 


GENERAL — 


“Indicate type of apparatus. Use where 
internal details need not be shown. 


ELECTRICAL CONSTRUCTION AND MAINTENANCE 


GENERATOR 


(Hand) 





Rast 
t=, 


3-conductor 


HAND SET 


4-conductor 


JACK 
— 


Contact 


o——, 
Spring 


Components 


2-conductor jack 


3-conductor jack 


3-conductor jack 


(with auxiliary contacts) 


Series — 3-conductor jack 


Gang 


KEY 


o——_ Components 
Non-locking 
spring 


Contact 


Locking spring 
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GRAPHICAL SYMBOLS FOR COMMUNICATIONS AND ELECTRONICS (continued) 


r~ + Telegraph key 
Electromagnetic, with moving coil 


Simple Closed-circuit 


ie. 


Open-circuit or 
pole-changing 











Electromagnetic, with moving coil 
and hum-neutralizing winding 











a 


Non-locking 
MESSAGE REGISTER 








i” 
ns 


Locking 
MICROPHONE 





General (Single button) 


LAMP 


Switchboard 
Double button 


Illuminating iis 
ondenser 


Ballast or resistance Moving coil 


LOUDSPEAKER 





Velocity 


General 


<a] 
= ( 
— 
— 
—< 


Crystal 


Magnetic armature 


K Permanent magnet, with moving coil 
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PLUG 


2-conductor switchboard plug 


u 











GRAPHICAL SYMBOLS FOR COMMUNICATIONS AND ELECTRONICS 


ae 
HH 
—@- 
a 


Radial prong 
indicates polarization 


= 
A 
2 
ri 

te 


3-conductor switchboard plug 


Non-polarized 


(Number of terminals as required) 


Polarized 


3-conductor polarized 


RECEIVER 


General 


Hand 


Single head set 


Double head set 


RECEPTACLE 


Non-polarized 


(Number of terminals as required) 


ELECTRICAL CONSTRUCTION AND MAINTENANCE .. 


'Teelalalalel ste. 


Polarized 


3-conductor polarized 


Radial contact 
indicates polarization 


REPRODUCER (PICK-UP) 





General 


Electromagnetic 


Crystal 


SOUNDER-TELEGRAPH 





General 





Adaptation with contact 





SWITCH 


Selector type 


10-point selector 
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GRAPHICAL SYMBOLS FOR COMMUNICATIONS AND ELECTRONICS 


Pentagrid converter 


SWITCH HOOK 





Phototube 


General (vacuum or gas-filled) 


Gas-filled:— 


TRANSMITTER Glow-discharge diode with cold 
i cathode 


General 


Diode with filamentary cathode 
(phanotron) 
TUBES (ELECTRON) 





High-vacuum: 


Diode with filamentary cathode 
(kenotron) 


Mercury-pool diode with ignitor 
{ignitron) 


Triode with indirectly heated cathode 
(pliotron) 


Triode with filamentary cathode 
(thyratron) 


Screen grid with indirectly heated 
cathode VIBRATOR 





VOLTAGE SOURCE 


Pentode with directly heated cathode —~)— ac — General 
7 
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TABLE OF BUSDUCT SYMBOLS 


| 


— 





Standard 10-foot section 
(Plug-in) 








Standard 10-foot section 
(Feeder) 


* 
1 





Weatherproof duct section 
Flanged end 


End closer 


ol] 


Ebony end 





Panelboard adapter 


= 5 


Elbow 


Tee 


Cross 





Wall Flange 





Roof Flange 


Theo 


Transformer tap opening 
Transposition 


Expansion joint 

End cable tap box 
End tap switch box ‘ 
Center cable tap box 
Plug-in cable tap box ' 
Plug-in branch run adapter 


Fusible plug-in br. run t 
adaptr. 


Fusible switch adaptr. 
(cubicle) 


Duct bends up b 


Duct bends down 


—— 
Offset 





Circuit breaker adaptr. 
(cubicle) 


}-——E——{_ Section bus bar adaptr. 


=+—— Bus bar extension 


Ls Vacu-break plug 
AP Zug 
LAN Circuit breaker plug 


-—aa__, Circuit master plug 


| | 











4 Capacitor plug 


aa? -{ Ground detector plug 


(potentializer) 
[7] —{ Temperature indicating plug 


— Transformer plug 











PRACTICAL CALCULATIONS 


DC CIRCUIT 
Ohm's Law: 


CHARACTERISTICS 


IR | - R 
R | 


voltage impressed on circuit (volts) 


current flowing in circuit (amperes) 


circuit resistance (ohms) 


Resistances in Series: 
Re R, +R. +R +.. 
Ry total resistance (ohms) 
R,, R: etc. 


. etc. 


individual resistances (ohms) 
Resistances in Parallel: 


Formulae for the conversion of electrical and mechanical power: 


watts 


= 5 


watts x .00134 
kilowatts 


kilowatts * 


Kilowatts 
Watts 


1,000 — HP X .746 


watts 
HP X 746 
In direct current circuits, electrical power is equal to the product 
of the voltage and current: 
FE? 
R 


P = El ?R 


FOR THE ELECTRICAL MAN 


power (watts) 
voltage (volts) 
current (amperes) 


resistance (ohms) 


Solving the basic formula for |, E, and R gives 


jon La 4 Fant 
E Vi ; P 


ENERGY 


Energy is the capacity for doing work. Electrical energy is ex 
pressed in kilowatt-hours (KWHR), one kilowatt-hour representing 
the energy expended by a power source of 1 KW over 2 period 


of 1 hour. 


EFFICIENCY 


Efficiency of a machine, motor or other device is the ratio of the 
energy output (useful energy delivered by the machine) to the 
energy input (energy delivered to the machine), usually ex- 
pressed as a percentage: 
output 


Efficiency x 100% 


input 
input efficiency 


or Output 00% 
TORQUE 

Torque may be described as the measure of the tendency of a 
body to rotate. It is expressed in pound-feet or pounds of force 


acting at a certain radi: 
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Torque (pound-feet) force tending to produce rotation 


(pounds) distance from center of rotation to point at 


which force is applied (feet 


Relations between torque and horsepower: 
33,000 * HP 


T Hi ae 
stint 6.28 * rpm 


6.28 * rpm 


x torque 


33,000 


rpm speed of rotating part (rev. per minute) 


AC CIRCUIT CHARACTERISTICS 
The instantaneous values of an alternating current or voltage 
vary from zero to a maximum value each half cycle. In the prac- 


tical formulae which follow, the “effective value” of current and 


voltage is used, defined as follows: 


Effective value 0.707 maximum instantaneous value 


Impedance: 
Impedance is the total opposition to the flow of alternating cur- 
rent. It is a function of resistance, capacitive reactance and in- 
ductive reactance. The following formulae relate these circuit 
properties: 

1 
“2ntC 





x 2rrfl xX VR’ 


inductive reactance (ohms) 
Xo capacitive reactance (ohms) 
impedance (ohms 


frequency (cycles per second) 


inductance (henrys) 


resistance (ohms) 


Z 
f 
Cc capacitance (farads) 
L 
R 
T 


= 3.14 


In circuits where one or more of the properties L, C or R is absent, 


the impedance formula is simplified as follows: 


Resistance only: Inductance only: Capacitance only: 


Z=R Z x Z= X 


Resistance and Resistance and Inductance and 


Inductance only Capacitance only: Capacitance only: 


z= VP +x" Z=VP+K" Z= VK — Ker 
Ohm's Law for AC Circuits 
E 


| | 
E Z ? 


Capacitances in Parallel 
Cc, Ge POs TF Ce Fs Oe. 
Cc. total capacitance (farads) 


_ . etc. 


individual capacitances (farads) 


Capacitances in Series: 
Cc. = ——— - _— _ 
1 ah 
C C; C, 
inductances in Series and Parallel: 
The resulting circuit inductance of several inductances in series 
or parallel is determined exactly as the sum of resistances in series 


and parallel as described above. 


PHASE ANGLE 
An alternating current through an inductance lags the voltage 


across the inductance in time by an angle computed as follows: 


R 
An alternating current through a capacitance leads the voltage 


Tangent of angle of lag 


across the capacitance in time by an angle computed as follows: 


Tangent of angle of lead 


The resultant angle by which a current leads or lags the voltage 
in an entire circuit is called the phase angle and is computed as 


follows: 


Cosine of phase angle 


POWER FACTOR 


Power factor of a circuit or system is the ratio of actual power 
(watts) to apparent power (volt-amperes), and is equal to the 
cosine of the phase angle of the circuit: 

actual power KW 


KVA 


watts 





apparent power volts * amperes 


KW 
KVA 


PF = power factor (expressed as decimal) 


kilowatts 


kilovolt-amperes volt-amperes 1,000 


SINGLE PHASE CIRCUITS 
El 
7,000 


o 
= > ———— PF 
E = PF x 


KVA KW KVA & PF 


P—E XI PF 


P — power (watts) 


TWO-PHASE CIRCUITS 
2E! KW 
7,000 PF. 

P 
QE < PF 
Pp 2E x1 PF 


phase voltage (volts) 


KVA 


THREE-PHASE CIRCUITS, BALANCED STAR OR 
WYE 
i, =O 


E — — 
V3 1.73 


V3 E, 1.73 E, 


0.577E 


current in neutral (amperes 

line current per phase (amperes) 

current in each phase winding (amperes) 
voltage, phase to phase (volts) 


voltage, phase to neutral (volts) 


THREE-PHASE CIRCUITS, BALANCED DELTA 


i= vat = 1 I, 0.5771 


E ' 
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POWER: BALANCED 3-WIRE, 3-PHASE CIRCUIT, 
DELTA OR WYE 
For unity power factor (PF 


P= V3El — 1.73€I 


1.0): 


P 0.577P 


{= = 
V3E E 








P total power (watts) 


For any load: 


P- 1.73El X PF VA = 1.73EI 


P 0.577 X P 
PF X 1.73 & PF XI 
P 0.577 X P 
PF XE 
P 0.577 x P 
1.73 X1XE xe 








PF = 





VA 


P = actual power (watts) 


apparent power (volt-amperes) 


E = line voltage (volts) 


1 = line current (amperes) 


POWER LOSS: ANY AC OR DC CIRCUIT 


a 
P 
P=FR Dine 
& R 


Pp 


= power heat loss in circuit (watts) 
effective current in conductor (amperes) 


conductor resistance (ohms) 


LOAD CALCULATIONS 


Two-Wire Branch Circuit (Lighting & Appliance): 


total connected load (watts) 
line voltage (volts) 
current load on conductor (amperes) 


Three-Wire Branch Circuit (Lighting & Appliance): 
Apply same formula as for two-wire branch circuit, considering 
each line to neutral separately. Use line-to-neutral voltage; re- 


sult gives current in line conductors. 


Electric Range Branch Circuit: 


total connected load (watts) 
2-Wire Circuit | - 





line voltage (volts) 


: total connected load (watts) 
3-Wire Circuit: | 





voltage between outside wires (volts) 


Ampere load on the neutral of a 3-wire circuit may be taken 


as 70% of that on the outside conductor. 


Total connected load, or watt load, is the rated wattage 
of ranges or other cooking appliances up to 134 KW. For 
units rated higher than 134 KW, the value of watt load is 
determined from Table 29 of the National Electrical Code. 


Two-Wire DC or Single-Phase Distribution Panel 
Lighting & Appliance): 

Total connected load (amperes) — sum of branch loads, as 
determined above. At least 10 amperes should be allowed 


for cach spare or appliance circuit. 


Three-Wire DC or Single-Phase Distribution Panel 
(Lighting & Appliance): 
Same calculations apply as for Two-Wire Panel, applied 


separately to each side of panel. 


Four-Wire, 3-Phase Distribution Panel (Lighting & Appliance): 
The load on any bus, except the neutral, is computed the 
same as for a two-wire panel. Usually, the load on each of 
the four busses is taken as equal to that of the most heavily 
loaded bus. 


VOLTAGE DROP 
Two-Wire DC Circuits: 
au MEMS 


7 —— = @m> 


Lx! d’ 

drop in circuit voltage (volts) 

resistance per foot of conductor (ohms/foot) 

current in conductor (amperes) 

one-way length of circuit (feet) 

cross-section area of conductor (circular mils) 

resistivity of conductor metal (cir. mil-ohms/ft.) (k 12 
for circuits loaded to more than 50% of allowable carry- 
ing capacity; k = 11 for circuits loaded less than 50%.) 
Three-Wire DC Circuits: 


Vi, > 
drop between outside conductors (volts) 

= drop between one outside conductor and neutral (volts) 
current in more heavily loaded outside conductor 
amperes 
one-way length of circuit (feet) 
cross-section area of conductor (circular mils) 
resistivity of conductor metal (cir. mil-ohms/ft.) 


Use same values of k as in 2-wire circuits above.) 


Two-Wire Single-Phase Circuits (Inductance Negligible): 


Same calculations as for two-wire dc circuit. 


Three-Wire Single-Phase Circuits (Inductance Negligible): 


Same calculations as for three-wire dc circuits. 


Three-Wire, Three-Phase Circuits (Inductance Negligible): 
Same calculations as for two-wire dc circuit carrying the 


same current, multiplied by 0.866: 


xix 
¥ = ne “ 0.866 


V voltage drop of three-phase circuit 


Four-Wire, Three-Phase Balanced Circuits 
Inductance Negligible): 
For lighting loads: Voltage drop between one outside con- 
ductor and neutral equals one-half of drop calculated by 
formula for two-wire dc circuits. 
For motor loads: Voltage drop between any two outside 
conductors equals 0.866 times drop determined by formula 


for two-wire dc circuits. 


ELECTRICAL CONSTRUCTION AND MAINTENANCE ... MID-SEPTEMBER, 1953 





CODE TABLES 


COMBINATION OF CONDUCTORS DIMENSIONS OF CONDUIT OR TUBING 
Pe: Cent Area of Conduit or Tubing Occupied by 
Conductors | 





Internal 
Diameter 
Inches 





| Number of Conductors | i 


= eduction —__ 





ae. Sa cal 

1 . 1. 2 I } | 

( a ; ; 3 3.068 

Conductors (not lead covered). ... 31 | 43 | 40 | 40 4 é : 3% 3.548 
Lead-covered conductors 30 | 40 | 38 | 35 . , 4.026 

For rewiring existing raceways for 1 : 4)% 4.506 

increased load where it is impracti- A d | > 5.047 

| 











cable to increase the size of the : 6 6.065 
taceway due to structural conditions| 60 ; 


























ALLOWABLE CURRENT-CARRYING CAPACITIES OF ALLOWABLE CURRENT-CARRYING CAPACITIES OF 
INSULATED CONDUCTORS IN AMPERES INSULATED CONDUCTORS IN AMPERES 
Not More Than Three Conductors in Raceway or Cable Single Conductor in Free Air 
(Based on Room Temperature of 30 C, 86 F.) (Based on Room Temperature of 30 C. 86 F.) 


Rubber 
| Paper | Type R Thermo- | 





Rubber 
~Thermo- Type RW plastic | 


plastic Type RU 
Asbestos | Geoates Size Type RU 
Type TA | Type T AWG |_‘14-2) 'Rubber 
Var-Com | AVA Al . MCM Thermo- | Type |_ 
_Type V Type plastic RH 
Asbestos | AVL TypeT 
Var-Cam AIA Type 

Type Tw 


Rubber 
Type 








14 20 
12 25 
10 40 
65 


8 

6 95 
4 125 
3 

2 

1 








145 
170 
195 











0 230 
00 265 
000 310 
360 
250 405 
300 445 
350 505 
400 545 
500 620 765 
355° | 20 505 ee en 
385 460 560 750 785 980 
400 475 5890 P 800 815 1020 
410 490 600 ; 900 870 Sree 
435 520 <a : 








320 380 410 




















1000 935 1165 965 
455. | 545 680 a 1250 1065 


1250} 495 | 590 al ie 1500 1175) 1450, _... | 4915 
1500} 520 625 785 .. 1750 1280} 1370 | 


1750) 545 650 Bag 147 715, ...«! 
2000! 560 665 775 840 oe 1s " vere j 





1405 









































CORRECTION FACTOR FOR ROOM TEMPERATURES CORRECTION FACTOR FOR ROOM TEMPERATURES 
OVER 30 C. 86 F. OVER 30 C. 86 F. 





EB F. ° F. | | 
40 104, . E ; 94 eden s04 82| 88) 90| 94 
45 113) jf y 90 113) 71| 82! 85} .90 

50 122) . i 87 122} 3.58! .75 80} 87 

131 : : .83 F 131) 41) 67 14 83 

140) .... ' 9. 140| eeu 

158) t 11 158] 

167| . és 66 | : 161 





| sell 19 

35) or 

xe ‘61 
| 
| 


50 


61 d P 80 176 

















50 90 194) 
ape 77 100 212 
‘69 120 248 
'59 140 284 
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ISOLATION BY ELEVATION 


a WORKING SPACE 
Distence of i ey Fleer or Other Minimum Clear Space Adjecent to Live Paris 





Minimum Vertical Clearance Minimum Horircntel Cearence 
of Unguerded Parts 
Fest — "he Voltage Between Phases Feet ached 








600 


6600 
11000 
22000 


44000 
66000 
88000 
110000 


e@-O->”2 CCOaw 


w~swovro ewodd oO 
OoOovNahem A2AwWwWwww Ww 








MAXIMUM NUMBER OF CONDUCTORS IN BOXES FULL-LOAD CURRENT* 
— Single-Phase A-C Motors 

Box Dimensions Maximum Number of Conductors 

Trade Size No.14 No. 12 No. 10 No. 8 115V 230V 

1-1/2 x 3-1/4 octagonal. ... 5 4 0 

1-1/2 x 4 octagonal 7 6 

1-1/2 x 4 square 9 7 5 3.2 

1-1/2 x 4-11/16 square 10 ’ 46 

2-1/8 x 4-11/16 square 12 10 ’ 14 
2x 1-3/4 x 2-3/4 4 4 : : 

2-1/2 x 1-3/4 x 2-3/4 6 5 10.2 
3 x 1-3/4 x 2-3/4.......... 7 6 13. 


Shallow Boxes of Less Then 114° Depth 
Box Dimemions Maximum Number of Conductors 
Trade Size 14 No. 12 











18.4 
No No. 10 24. 
3-1/4 4 4 3 34. 
4 6 6 4 

4-11/16 + 6 6 56. 


Combinations 80. 

Sixe of Conductor Free Space Within Box For Each Conductor 100. 
No. 14 2. cubic inches 
No. 12 2.25 cubic inches 
No. 10 2.5 cubic inches 
No. 8 3. cubic inches FULL-LOAD CURRENT®* 
Three-Phase A-C. Motors 




















FULL-LOAD CURRENT* Geeta tite wad end 
Direct-Current Motors Amoue Amoeres 





i : HP 9 110V V 440V 550V Vv v SS0V 
ound adie : 1 220 550 2300V 220 440V 330 2399V 





4.6 
6.6 
8.6 





54 27 2 5.4 
65 33 2% 65 

5 86 43 35 8 
125 108 54 44 10 


150 128 64 51 12 

an Ses a ; - 185 161 81 65 15 
<a — 246 123 211 106 85 20 
310 155 124 264 132 106 25 

‘a0 | 150 — 360 180 144 — 158 127 30 
200 480 240 192 — 210 168 40 





915 For full-load currents of 208 and 200 volt motors, increase the corresponding 
220-volt motor full-load current by 6 and 10 per cent, respectwely 
268 * These values of full-load current are for motors running at speeds usual for belted 
100 } 355 motors and motors with normal torque characteristics. Motors built for especially low 
speeds or high ee may require more running current, in which case the nemeplete 
current rating should be used. 


t For 90 and 80 per cent P. F.the ebove figure should be multiplied by 1. 1 end 
* These values for full-load current are average for all speeds. 1.25 respectively. 
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NUMBER OF COMDUCTORS IN CONDUIT OR TUBING NUMBER OF CONDUCTORS IN CONDUIT OR TUBING 
Rubber Covered, Types RF-32, RUF, R, RH, RW, RU, and RUW DMese Then Nine Conductors 


Thermoplastic, Types TF, T and TW Rubber-Covered Types RF-32, RUF,R, RH, RW, RU, RUW, RW 
@ to Nine Conductors Thermoplastic Types TF, T, and TW 








Number of Conductor in one Conduit or Tubing Maximum Number of Conductors in Conduit of Tubing 
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DIMENSIONS OF RUBBER-COVERED AND 
THERMOPLASTIC-COVERED CONDUCTORS 
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Types RF-32, R, RH, RW | TF, T, TW, RU*” RUF, RUW 
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3/64 in. .204* i 
2/64 in. .188 148 0172 
3/64 in. .221* 

242 . .168 0224 

311 : .228 .0408 


397 | .323 0819 

452 r : 1087 
481 E 401 1263 
513 i | 433 1473 
588 508 2027 


629 549 .2367 

615 595 2781 * 

.727 .647 3288 

* Where a service run of conduit or electrical metallic tubing does not exceed _ 00 .785 .105 3904 
50 feet in length and does not contain more than the equivalent of two quarter bends 9 +i a it ~~ 788 ad 4877 i 


tr d nd N i installed 
3 - ~ e Lape insulated and one No. 4 bare conductors may be installe 933 943 5581 
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1.032 
1.119 


1.233, 


; 942 
9834 | 1.099 
1.1940 1.143 
NUMBER OF CONDUCTORS IN CONDUIT OR TUBING | oa a | same | lean 


Lead-Covered Types RL and RHL-600 V. | Mp | apr ; ri ag 
| . 2 


.6969 
8316 


1.0261 


| 
| 
| | 
| | 
985 = 895 | 6291 
| | 
| | 








Number of Conductors in One Conduit or Tubing 


*The dimensions of Type RW wire. Also, these dimensions to be used for new work 
in computing size of conduit or tubing for combinations of wires not shown in table 4. 
**Mo. 14 to No. 2. 


Single Conductor 2-Conductor No. 18 to No. 8, solid; No. 6 and larger, st-anded. 
Cabi Cabi 
= ~ DIMENSIONS OF LEAD-COVERED CONDUCTORS 


Types RL, RHL, and RUL 
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Single Twe Three 
Conductor Conductor Conductor 
: 


~_— 

e enmew | 
nnn 
a 


——s 


; 
| -~—— 


Diem. 
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CONDUCTOR SIZES AND OVERCURRENT PROTECTION FOR MOTORS 


The values shown for running protection in Columns 5 and 6 must be modified if nameplate full load current values are different. 
and 3 may be smaller for certain motors. 


have a temperature rise not over 40 degrees C. 


| 
| 


Minimum size conductor 
in raceways 
For conductors in air or 
for other insuletions 
see tables 1 and 2 


AWG and MCM 
Type R 


Type T Type 
RH 


ys 
2 








} 


For 
Running Protection 
of Motors 


Maximum 
setting of 
adjustable 
protective 
device 


Maximum 
rating 
non- 
adjustable 
protective 
devices 


Amperes 
5 














| 


| 


With Code 
Letters 
Sagroenene 
and squirrel 
cage and syn- 
chronous. Full 
voltage, resistor 
and reactor 
starting, Code 
letters F to R 
inc. 
Without 
Code Letters 


Same as above. 








Conon 





oooo 


ith Code Letters 


Single-phase and squirrel 


cage and synchronous. 
Full voltage, resistor or 
reactor starting, Code 
letters B to E inc. 
Auto-transformer start- 
ing, Code letters F to R 


inc. 
Without Code 
Letters 
Sauirrel cage and syn- 
chronous, auto-trans- 
former starting, High 
reactance squirrel 


cage. 
Both not more than 
30 amperes 


ith Code 
Letters 
Squirrel cage 
and synchronous 
Auto-transformer 
starting, Code 
letters B to E 
inc. 
Without 
Code Letters 
Squirrel cage 
and synchronous; 
auto-transformer 
starting, High 
reactance 
sauirrel 
cage 
Both more 
than 30 
amperes 
9 


Conductor sizes shown in Columns §2 
The current values shown in Columns 5 and 6 must be reduced by 8 per cent for all motors other than open type motors marked to 


Maximum Allowable Rating or Setting of Grane Cosel Protective Devices 


| With Code 
| Letters 
All motors. 
Code letter 
A 


Without 
Code Letters 
DC and 
wound-rotor 
motors 























8 
8 
8 
8 
6 
6 
6 
6 
6 
6 
4 
4 
4 
4 
4 
4 
3 
3 
3 
3 
2 
2 
2 
2 
2 
2 
1 
1 
1 
1 
1 
1 
+) 
ie) 


| 


120.00 
122.50 
125.00 


~ 417.50 





0002/6444 Cp mM OKOWWi WWW RaaRD REREIOOOO 


8888|c000 


| 


131.5 
137.5 
144.0 
150.0 





322 2838 
slessel 


156.5 
162.5 
169.0 
175.0 
181.5 
187.5 
194.0 
200,0 


| 
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TABLE OF CONVERSION FACTORS 





These units 


multiplied by; 


equal 


These units 


multiplied by 


equal 





amperes per square cm. 


6.452 


amperes per sq. inch. 





ampere-turns 


1.257 


gilberts. 


ergs per second 


1.341X10°'° 
10°*° 


horse-power. 
kilowatts. 





e-lurms per cm. 


2.540 


ampere-turns per inch. 





British thermal units 


778.3 
3.931X10* 
1055 
2.930X10°* 


foot pounds. 
horse-power-hours 
joules. 

kilowatt hours. 


feet of water 


62.43 
0.4335 


pounds per square foot. 
pounds per square inch. 





feet per minute 


0.01667 
0.01136 


feet per second. 
miles per hour. 








12.97 
0.02357 
0.01758 

17.58 


foot-pounds per sec. 
horse-power. 
kilowatts. 

watts. 


feet per second 


0.5921 
0.6818 
0.01136 


knots. 
miles per hour. 
miles per minute. 





feet per second per second 


0.6818 


miles per hour per sec. 








B.1.u. per sq. ft. per min. 


0.1221 


watts per square inch. 





centimeters 


3.281X10° 
0.3937 
6.214X10°* 
393.7 
1.094X10"? 


feet. 
inches. 
miles. 
mils. 
yards. 


foot-pounds 


1.285X10° 
1,356X10’ 
5.050X10°’ 
1,356 
3.766X10°’ 


British thermal units. 
ergs. 
horse-power-hours. 
joules. 
kilowatt-hours. 








centimeter-dynes 


7.37610 


pound-feet. 





centimeter-grams 


7.233X10 ° 


pound-feet. 


foot-pounds per minute 


1.285x10° 
0.01667 

3.030X10°* 

2.260X10°* 


B.t. units per minute. 
foot pounds per second. 
horse-power. 

kilowatts. 





centimeters per second 


1.969 
0.03281 
0.02237 

3.728X10 * 


feet per minute. 
feet per second 
miles per hour. 
miles per minute 


foot-pounds per second 


7.709X10? 
1.818x10° 
1.356X10°? 


B.t. units per minute. 
horse-power. 
kilowatts. 








cms. per sec. per sec. 


0.03281 


feet per sec. per sec. 


gallons 


0.1337 
231 


cubic feet. 
cubic inches. 





circular mils 


7.854X10' 
0.7854 


square inches. 
square mils. 


gallons per minute 


2.228x10° 


cubic feet per second. 





gausses 


6.452 


lines per square inch. 





cubic centimeters 


3.531K10°° 
6.102xK107? 


cubic feet. 
cubic inches. 


gilberts 


0.7958 


ampere-turns. 





gilberts per centimeter 


2.021 


ampere-turns per inch. 





cubic feet 


1728 
0.03704 
7.481 
59.84 
29.92 


cubic inches. 
cubic yards. 
gallons. 
pints (liq.). 
quarts (liq.). 


grams 


980.7 
15.43 
0.03527 
0.03215 
2.205X10°? 


dynes. 
grains. 
ounces. 
ounces (troy). 
pounds. 





cubic feet per minute 


0.1247 
62.4 


gallons per sec. 
pounds of water per min. 





cuble inches 


5.787X10 * 
2.143X10 * 
4.329xK10? 
1.061X10° 
0.03463 
0.01732 


cubic feet. 
cubic yards. 
gallons. 
mil-feet. 
pints (liq.). 
quarts (liq.). 


horse-power 


42.40 
33,000 
550 
1.014 
0.7457 
745.7 


B.t. units per min. 
foot-pounds per minute. 
foot-pounds per second. 
horse-power (metric). 
kilowatts. 

watts. 





horse-power (boiler) 


33.520 
9.804 


B.t.u. per hour. 
kilowatts. 





cubic meters 


35.31 
61,023 
1.308 
264.2 
2113 
1057 


cubic feet. 
cubic inches. 
cubic yards. 
gallons. 
pints (liq.). 
quarts (liq.). 


horse-power-hours 


2544 
1.98X10° 
2.684X10° 
0.7455 


British thermal units. 
foot-pounds. 

joules. 
kilowatt-hours. 








cubic yards 


nd —— 


27 
202.0 


cubic feet. 


gallons. 





cubic yards per minute 


~ 0.45 
3.367 


cubic feet per second. 


gallons per second. 


inches 


8.333X10°? 

1.578x10°5 
10? 

2.778X10? 


feet. 
miles. 
mils. 


yards. 








degrees (angle) 


60 
0.01745 
3600 


minutes. 
radians. 
seconds. 


inches of water 


0.5781 
5.204 
0.03643 


ounces per square inch. 
pounds per square foot. 
pounds per square inch. 








degrees per second 


0.01745 
0.1667 
0.002778 


radians per second. 
revolutions per minute. 
revolutions per second. 


joules (Int.) 


9.480X10 * 
10’ 
0.7378 
2.778X10* 


British thermal units. 
ergs. 

foot-pounds. 
watt-hours. 








dynes 


2.248X10* 


pounds. 





ergs 


9.480xX10'' 
! 
7.378x10* 
10°’ 


British thermal units. 
dyne-centimeters. 
foot-pounds. 

joules. 


kilograms 


980,665 
2.205 
1.102X10° 


dynes. 
pounds. 
tons (short). 





kilolines 


10? 


moxwells. 








ergs per second 








5.688X10 ° 
4.427Xi0 * 
7.378xX10°° 





B.t. units per minute. 
foot-pounds per minute. 
foot-pounds per second. 





kilowatts 


56.88 
4.427X10* 
737.8 
1.341 
10° 








B.t. units per min. 
foot-pounds per min. 
foot-pounds per sec. 
horse-power. 

watts. 
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TABLE OF CONVERSION FACTORS 





These units 


multiplied by 


equal 


These units 


multiplied by 


equal 





kilowatt-hours 


3413 
2.656X10* 
1.341 
3.6X10° 


British thermal units. 
foot-pounds. 
horse-power-hours. 
joules. 


quarts (dry) 


67.20 


cubic inches. 





quarts (liq.) 


3.342X10? 
57.75 


cubic feet 
cubic inches 








lines per square cm. 


gausses. 





lines per square inch 
beeen 


0.1550 


gausses. 


radians 


57.30 
3438 
0.6366 


degrees 
minutes. 
quadrants. 





lumens per sq. ft. 


foot-candles. 





maxwells 


10? 


kilolines. 





megalines 


10° 


maxwells. 





megohms 


10° 


radians per second 


57.30 
9.549 
0.1592 


degrees per second 
revolutions per minute 
revolutions per second. 





ohms. 





meters 


3.281 
39.37 
6.214X10* 


feet. 
inches. 
miles. 


revolutions 


360 
4 
6.283 


degrees. 
quadrants 
radians. 








meters per minute 


3.281 
0.05468 
0.03728 


feet per minute. 
feet per second. 
miles per hour. 


revolutions per minute 


6 
0.1047 
0.01667 


degrees per second. 
radians per second 
revolutions per second. 








meters per second 


196.8 

3.281 

2.237 
0.03728 


feet per minute. 
feet per second. 
miles per hour. 


miles per minute. 


revolutions per second 


360 
6.283 
60 


degrees per second 
radians per second 
revs. per minute. 








microhms 


10" 
10° 


megohms. 
ohms 





miles 


5280 
6.336X10* 


feet. 
inches. 


revs. per sec. per sec. 


6.283 
3600 
60 


radians per sec. per sec. 
revs. per min. per min. 
revs. per min. per sec. 





seconds (angle) 


4.848X10 * 


radians. 








miles per hour 


88 
1,467 


feet per minute. 
feet per second. 


square centimeters 


1.973X10° 
1.076x10° 
0.1550 


circular mils 
square feet 
square inches 








miles per hr. per sec. 


1.467 


feet per sec. per sec. 





miles per minute 


88 
52.10 
60 


feet per second. 
knots. 
miles per hour 


square 


2.296X10 * 
1.833X10° 
144 


acres. 
circular mils 


square inches 








mil-feet 


9.425X10 * 


cubic inches. 


square inches 


1.273X10° 
6.944X10? 
10° 


circular mils 
square feet 
square mils. 





millihenries 


10? 


henries. 





millimeters 


3.281X10? 
0.03937 
6.214X10°’ 
39.37 


feet. 
inches. 
miles. 


mils. 


square meiers 


2.471X10 * 
10.76 
1550 

3.861X10 


acres. 
square feet 
square inches 


square miles 








mils 


8.333X10* 
10° 


feet. 
inches. 


square 


640 
27.88X10° 
3.098X10°* 


acres. 
square feet 
square yards. 





minutes (angle) 


2.909X10 * 


radians 


square millimeters 


1.973X10? 


circular mils. 





onms 


10” 
10° 


megohms 
microhms. 





square mils 


1.273 
10 * 


circular mils 
square inches 





ounces 


0.0625 


pounds. 





ounces (troy) 


480 
0.08333 


grains. 


pounds (troy). 


square yards 


9 
3.228X10’ 


square feet. 
square miles 





temp. (degs. Cent.) +-273 


1 


abs. temp. (degs. Cent.). 





ounces per square inch 


0.0625 


pounds per square inch 


temp. (degs. Cent.)-+-17.8 


1.8 


temp. (degs. Fahr.). 





pounds 


444,823 
16 


dynes 


ounces. 


temp. (degs. Fahr.) 


+ 460 


1 


abs. temp. (degs. Fahr.). 








pounds (troy) 


0.8229 


pounds (av.). 


temp. (degs. Fahr.) — 32 


a/9 


temp. (degs. Cent). 





tons (long) 


2240 


pounds. 





pounds-feet squared 


144 


pounds-inches squared 


tons (metric) 





pounds-inches squared 


6.945X10 * 


pounds-feet squared 


tons (short) 


2205 


pounds 





2000 


pounds 





pounds of water 


0.01602 
27.68 
0.1198 


cubic feet. 
cubic inches 
gallons 


tons (short) per sq. ft 


13.89 








pounds of water per min. 


2.669X10 * 


cubic feet per sec 





pounds per cubic foot 


5.787X10 * 
5.456X10 * 


pounds per cubic inch 
pounds per mil foot 





pounds per cubic inch 


1728 
9.425X10 * 


pounds per cubic foot 
pounds per mil foot 


tons (short) per sq. in 


~~ 2000 


| pounds per square inch 


pounds per square inch. 





watts 


0.05688 
10’ 
44.27 
0.7378 
1.341X10? 
10? 


B.t. units per min 

ergs per second 
foot-pounds per min 
foot-pounds per second 
horse-power 


kilowatts. 





pounds per square foot 


0.01602 
6.944X10? 


feet of water 
pounds per square inch 





pounds per square inch 


2.307 
144 


feet of water 


pounds per square foot. 


watt-hours 


3.413 
2656 
1.341X10? 
10°? 


British thermal units 
foot-pounds 
horse-power-hours 
kilowatt-hours. 








quadrants (angle 





“90 
5400 





degrees 
minutes. 


radians 


10° 


maxwells, 











3 
36 
5.682X10 * 





feet 
inches 


miles 
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Ratings 


Fractional 
to several 
hundred hp. 


Direct-current 
motors 

115, 230 voles 
d.c. Fractional 
to several 


thousand hp 


Fractional 
and several 
hundred hp. 


Universal motor 
115, 230 voltsd.c 
or 1 phase a.c 


Fractional hp. 


Fractional 
to § hp. 


Fractional 


Single-phase 
itt to 15 hp. 


a.c. motors 
110-220-440-550 
volts 


Fractional 
to 40 hp. 


} 


3-phase a.c 
motors wit 
208-220-440-550- 
2200-2300-4000 
volts 


\6 to several 
thousand hp. 


20 to several 
thousand hp. 





MOTOR SELECTION CHART 


Operating 


Motor | 
' 
Classifications 


| 
Series- wound | 
| 


Shunt-wound 


Compound- 
wound 





Series-wound 
or compensated 
series-wound 


Shaded-pole 
induction 
motor 


Split-phase 
start induction 
motor 


Reactor-start 
split-phase 
induction motor 


Capacitor-start 
split-phase 
induction motor 





Capacitor- 
start and run 
induction motor 


Repulsion motor 


Compensated 
repulsion 
motor 


Repulsion- 
induction 
motor 


Repulsion- 
start induction 
motor 


Squirrel-cage 
induction motor 


Wound-rotor 
(shp-ring 


induction motor 


Synchronous 


Application Data 


For high starting torque, with speed control depending upon load—cranes, hoists, 
elevators, electric railway cars, locomotives and trucks. In fractional hp. sizes— 
sewing machines, vacuum cleaners, electric fans, and hair driers (usually the universal 
type motor 





For constant-speed or adjustable-speed, with good speed regulation—drives for 
milling machines, centrifugal pumps, lathes, conveyors, grinders, blowers, shapers 
and elevators 


Offers constant-speed and variable-speed action, with a definite zero load speed and 
high starting torque. Used with fly wheels on punch presses, power shears, hoists, 
rolling mill drives and conveyors. 


A special adaptation of the direct-current series motor. Applications are same as 
for fractional hp. d.c. series type. In larger sizes, for electric railways. 


For small appliances and devices requiring low starting torque—small fans, motion 
picture projectors and similar small constant-speed devices. 


For moderate starting torque and constant-speed—small machine tools, oil burner 
motors and small appliances. 


Same as split-phase start induction motor, but requires less starting current. 


For high starting torque, constant speed and low noise—air conditioning equipment, 
large fans and commercial refrigeration equipment. 


Similar to capacitor-start split-phase induction motor, but in larger sizes, with 
increased power factor and smoother, quieter operation. * 


For varying-speed, high starting torque and low statting current—pumps, stokers, 
conveyors, compressors and similar applications when polyphase current is not 
available. 
Similar to repulsion motor, but with improved power factor and constant- or vary- 
ing speed. 


Similar to repulsion mocor, but with constant- or varying-speed. 


Similar to repulsion motor, with high starting torque and fairly constant speed. 


For high reliability and efficiency at essentially constant-speed, requiring little main- 
tenance. Depending upon construction, classifications are as follows: normal-torque, 
normal starting current; normal-torque, low starting current; high-torque, low 
Starting current; high-slip; low starting torque, normal starting current; low starting 
torque, low starting current. For rotary compressors, machine tools, large fans, light 
conveyors, milling machines, agitators, elevators, hoists, punch presses, centrifugal 
pumps and blowers. 

For limited speed control and speed adjustments under fluctuating load, with low 
starting current—conveyors, fans, lift bridges, cranes, hoists and drives for metal- 
rolling mills. 


For po. er factor correction and for exact slow-speed drives and maximum efficiency 
on continuous loads above 75 hp. 
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Two G-E armor cables (1) will replace the maze of open wiring (2). 


Contractors Cut Costs 
With General Electric’s V-c 


Interlocked Armor Cable System 


You can reduce installation time and cut installation cost when you use 
the G-E V-c interlocked armor cable system. 

Phe illustration above shows how two armored cables (1) can replace 
cables (2). 


two dozen low-volta 


This improvement is part of the 
complete electrical modernization of Kaiser-Frazer’s newly-acquired parts 
plant in Dowagiac, Michigan—recently completed by the Koontz-Wagne1 
Electric Company of South Bend. Installation costs were minimized by 
using G-E. armor cable to feed 4.16-kv into five load centers for a radial 
distribution system. 

G-E No. 1799 varnished-cambric-insulated interlocked armor cable is 
light and flexible—long lengths can easily be pulled into position and 
bent around corners and projections. It can be spliced quickly with simple 
mechanical joints. Your customers will like the space savings and easy 
accessibility of an armor cable installation, too. For more information. 
write Section W86A-918, Construction Materials Division. General Elee- 
tric Company, Bridgeport 2. Connecticut. 


Registered Trade-m General Electric ¢ 


Go CUR pol. P eas conf CHE Ure — 


GENERAL @@ ELECTRIC 


ELECTRICAL CONSTRUCTION AND MAINTENANCE . 


AND 


CABLE IDEAS 
for Electrical Contractors 


orwena, @ siscrare 


Cable application booklet: Tell 
how to select. splice, and termi- 
nate G-E Versatol* Geoprene cable 

the all-purpose, rubber-type 
cable for dependable wiring. Write 


for vour tree copy. 


New BX* armored cable is lighter 
and stronger: By utilizing glass 
braid, impervious to rot and flame, 
G-E has developed a new, smaller- 
diameter BX cable that carries 
U. L. listing. It is lighter, stronger, 
and easier to pull through drill 


holes than ever before 


Ha 
¥ 


» 


Heavy-duty portable cords: De- 
signed for heavy-duty portable 
garages. fac- 


ps 


electric equipment, in 
tories, and wherever severe serv- 
ice conditions are en ountered. G-E 
Type S rubber-jacketed cords are 
tough. flexible, durable, and re- 
sistant to most acids, alkalies. and 
water 





For high-temperature wiring—G-E 
De!tabeston*: Let your G-E Con- 
struction Materials distributor 
help you select the right Delta- 
be-ton wire oF cable tor protec- 
tion against average or extreme 
leat conditions, as well as mois- 
ture. oil. corrosive vapors. or 
abrasion. 
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COMPANY AND TRADE NAME DIRECTORY 





NAMES, COMPLETE ADDRESSES AND TRADE NAMES OF MANUFACTURERS OF ELEC- 
TRICAL APPARATUS AND SUPPLIES, UTILIZATICN EQUIPMENT, COMPONENTS, TOOLS 


AND ACCESSORIES 


The following 


ence, (3) company 


companies may be known. 


The address appeé iring after the company name is 
that of the main or general sales office. 
operating divisions of a company are geographicall) 


alphabetical listing contains (1 
company names with complete addresses, (2) 
pany trade names, in capital letters for easy refer- 
division names, cross-referenced 
to parent companies, and (4) other names by which 


1 


decentralized, 
com 


tered or 


cerned. 


Where the 
names, 


appropriate 
addresses are listed under 

Trade names listed are not guaranteed to be regis- 
the property 
Each trade name is listed on the basis of 
information supplied by the manufacturer 
The editors have not attempted to establish the 


manufacturers’ rights to 


division names and 


the parent company. 
of the manufacturers con- 
indicated. 
these 


exclusive use of 





o 


A-A Electric Mfg Co., In 
Haven, Connecticut 

AB—Anaconda Wire & Cable Co 

A-B Stoves Div.—see Detroit-Michigan Stove Co 

ADT Protection Services—see American District Tele- 
graph Co 

AECO—American Electri 

AG—Farrelloy Company 

A. G. E. Inc., Bryant Heater Div 
Ave., Cleveland 10, Ohio 

AHT—Anaconda Wire & Cable Co 

A. J. F. Industries, Inc., 852 Monroe St., 
21, New York 

ALK Industries—see Jay Broiler Co 

AMC—Beam Manufacturing Co 

ANACONDALOY—<Anaconda Wire & Cable Co. 

ANALAC—Anaconda Wire & Cable Co 

ANW—Anaconda Wire & Cable Co 

A-P Controls Corp., 2450 North 32nd 
Wisconsin 

AQ—Anaconda Wire & Cable Co 

A-R—-Aitken-Reed Inc 

A-S-E—All-Steel Equipment Inc 

ASMC—Farrelloy Company 

ATC—-Automatic Temperature Contro! Co., Inc 

ATV—-Anaconda Wire & Cable Co 

A-Z—Plastic Wire & Cable Corp 

Abbeon Supply Company, 179-15 Jamaica Ave., 
32, New York 

Abolite Lighting Div.—see Jones Metal Products Co. 

Abrams Lighting, 113 North Seventh St., Philadelphia 
6, Pennsylvania 

ACCENTLITE—Associated Lighting Service 

ACCURATE—Pyrene Manufacturing Co 

Accurate Manufacturing Co., Inc., 44 Hepworth Place, 
Garfield, New Jersey 

ACE—Arro Expansion Bolt Co 

ACE—Armature Coil Equipment, Inc 

Ace Company, 112 West Washington St., Ocala, Florida 

Ace Spring Mfg. Co., Inc., 78 West Houston St., New 
York 12, New York 

ACHESON—National Carbon Co 

Ackerman-Johnson Co., 625 Jackson Bivd., 
Itlinois 

ACME—Co-Operative Utilities Co., I 

Acme Battery Corp., 59 Pearl St., 


131 Chestnut St., New 


Cable Co 
17825 St. Clair 


Brookly 


Milwaukee 45, 


Jamaica 


Chicago 6, 


ne. 
Brooklyn 1, New 


York 
Acme Electric Corp., Water St 


Cuba, New York 

Acme Electric Heating Co., 1217 Washington St 
Boston 18, Massachusetts 

Acme Electric Welder Co 
Angeles 58, California 

Acme Electronics, Inc., Electro-Cap Div., 1269 River- 
side Dr., Los Angeles 31, California 

Acme Fire Alarm Company, Inc., 106 Seventh Ave 
New York 11, New York 

Acme Lite Products Co., 350 East 182 St 
57, New York 

Acme Machine Products Div.—see Serrick Corp 

Acme Manufacturing & Gasket Co., 738-40 North 41 
St., Philadelphia 4, Pennsylvania 

Acme Meta! Etching Co., Inc., 4863 St. 
7, Michigan 

Acme Metal Spinning Co., 3330 University Ave., 
Barre, Pa 

Acme-Nationa!) Refrigeration Co Inc 
Ave., Lone Island City 1, New York 


2618 Fruitland Ave., Los 


New York 


Aubin, Detroit 
Wilkes- 
29-24 40th 
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Acme Tube, 212 Coit St., Irvington, New Jersey 

ACMELITE—Acme Battery Corp 

Acorn Insulated Wire Co., Inc 
n 

Acra Industrial Electric Co 
lin Park, Illinois 

ACRATHERM—Minneapolis-Honeywell Regulator Co 

ACRAWATT—Acra Industrial Electric Co 

Acro Manufacturing Co., 2040 East Main St., 
Ohio 
ro-Mu Switch Div.—-see Acro Manufacturing Co 

cro Welder Manufacturing Co., 1825 West St. Pau! 
Ave., Milwaukee 3, Wisconsin 

ACROM CAST-X—Acme Electric Heating Co 

Active Specialty Corp., 302 North Water St., 
New York 

ACTRON—Radionic Transformer Co 

AD-A-LITE—Noma Lites, Inc 

Adalet Mfg. Co., 14300 Lorain Ave 


see Leviton Mfg. Co 


9901 Pacific Ave., Frank- 


Columbus 


Newburgh, 


Cleveland 11 


Ohio 
Adam Electric Co 
Louis 13, Missouri 
Adams Company, 100 East Fourth St 
ADAPTABEL—-Edwards Company, Inc 
ADAPTAHORN—Edwards Company, Inc 
ADD-A-BREAKER-—Westinghouse Electric Corp. 
ADDA-STRIP—Garden City Plating & Mfg. Co 
ADJUST-0-LITES—Litecraft Manufacturing Corp. 
ADJUST-0-MATIC—Westinghouse Electric Corp. 
ADJUST-0-SPOTS—-Litecraft Manufacturing Corp. 
Adjustable Fixture Co., 104 East “Mason St., Milwaukee 
2, Wisconsin 
ADJUSTO-CORD—Dominion Electric Corp 
Admiral Corporation, 3800 Cortland St., 
Illinois 
ADVANCE—Acme Battery Corp 
ADVANCE-——Driver-Harris Co. 
Advance Electric & Relay Co., 
Burbank, California 
Advance Transformer Co., 1122 West Catalpa Ave., Chi- 
cago 40, Illinois 
AEMCO—-Automatic Electric Mfg. Co. 
AERO-FAN—Pryne & Co., Inc 
Aero Instrument Company, 11423 Vanowen St., 
Hollywood, California 
AERO MAGNETTE-—Heinemann Electric Co 
Aero-Motive Manufacturing Co., 1803 Alcott St., Kala- 
mazoo 24, Michigan 
AERODYNE—VJeffrey Mfg. Co 
AEROFAN—Pryne & Company, Inc 
Aerolux Light Corp., 653 llth Ave; 
New York 
AEROPEL 


Frank, 3650 Windsor Pl., St 


Dubuque, lowa 


Chicago 47, 


2435 North Naomi St., 


North 


New York 36 


rs American Radiator & Standard Sanitary 

orp 

AEROSPOT—South Bend Air Products, Inc 

Aerovent Fan Co., Inc., 725 East Ash St., Piqua, Obio 

Aerovox Corp., Hi Q Division, Seneca Ave., Olean, N. Y 

AEROX—Subox Inc 

Afcolite Corp., 1234 North Paulina St., 
Illinois 

Ahiberg Bearing Co 
illinois 

Ainsworth Mfg. Corp., Mult-A-Frame Div., 
Atwater St., Detroit 7, Michigan 

Air Conditioning, 2340 West Lafayette, 
Michigan 

Air Controls, Inc. Div., Cleveland Heater Co., 
Superior Ave., Cleveland 14, Ohio 

AIR-FLO—Air Conditioning 

AIR JET—Oster Manufacturina Co.. John 

AIR KING—Berns Manufacturing Corp 


Chicago, 
3025 West 47th St., Chicago 32, 
1471 East 
Detroit 16, 


2310 


Air-Maze Corp., 25000 Miles Rd., Cleveland 28, Ohio 

AIR RIGHTS—-Elwell-Parxer Electric Co 

A.R-TRON--Stove & Company, Roy C 

AIR WAVE—-Trade-Wind Motorfans, Inc 

Aircraft-Marine Products, Inc., 2100 Paxton St., Har- 
risourg, Pennsylvania 

Aircraft Specialities, Inc., 415 Howard St., 
Michigan 

AIRDRAULIC.—Rotary Lift Co 

Airfan Engineering Co., 7401 
Angeles 22, California 

AIRFLEX--Falk Corp 

Airgard Manufacturing Co., 362 West Erie St., 
10, Illinois 

AIRLUX—Sun-Lite Manufacturing Co 

AIRMAT DRIFILTER—Airgard Manufacturing Co. 

AIRSPREAD—-Hunter Fan & Ventilating Co. 

AIRSTAT---Minneapolis-Honeywell Regulator Co. 

AIRSWITCH—Minneapolis-Honeywell Regulator Co. 

Airtemp Div.—see Chrysler Corp. 

AIRXPELER—-Ammerman Co., C. L. 

AISLE SAVER —Crescent Truck Company 

Aitken-Reed Inc., 2802 Wollmer St., Manitowoc, Wis 

AJAX—-Hewitt-Robins Inc 

AJAX--Seabreeze Engineering Co., Inc. 

Ajax Electric Co., Inc., Frankford Ave. at Delaware 
Ave., Philadelphia 23, Pennsylvania 

Ajax Electrothermic Corp., Ajax Park, Trenton 5, New 
Jersey 

Ajax Flexible Coupling Co. Inc., Westfield, New York 

AJAX-HULTGREN—Ajax Electric Co., Inc. 

AJAX-NORTHRUP—-Ajax Electrothermic Corp. 

AJUSCO—Adjustable Fixture Co 

AJUSCO-LOC-—Adjustable Fixture Co 

AJUSTO-SPEDE-—-Allis Co., Louis 

AKON—-Allis-Chalmers Manufacturing Co 

AKRA-OHM—-Shalicross Mfg. Co. 

Akron Porcelain Co., Cory Ave., Akron 14, Ohio 

AKURET— -Kastar, Inc. 

Alabama Manufacturing Co., 
Birmingham 3, Alabama 

ALABAX.-Pass & Seymour, Inc. 

ALACO—Ace Company 

ALASKA—-Washington Stove Works 

ALBA-LITE—Corning Glass Works 

ALBANY—Cook’s Sons Inc., Adam 

Albertson & Co. Inc., 3100 Lowell, 
lowa 

Alco Valve Company, 865 Kingsland Ave., St. Louis 5 
Missouri 

ALCOA-—Aluminum Company of America 

Alden Products Co., 117 North Main St., 
Massachusetts 

ALDUTI--S & C Electric Company 

ALECTRAL-—General Cable Corp 

ALEXALL-—-Boston Woven Hose & Rubber Co 

ALFCO—-American-LaFrance- nye og Corp. 

ALGCO—-Auburn Manufacturing C 

ALL-AMERICAN yg STEROCLAVE- ~—Wisconsin 
Aluminum Foundry Co., 

All-bright Electric Froteten ‘Compony, 3917 No. Kedzie 
Avenue, Chicago 18, Illinois 

ALL-IN-ONE—Beckley Electric Co., Inc 

ALL-METL—Barry Corp. 

ALL-MOTOR—Falk Corp. 

All-Steel agen Inc., Aurora, Illinois 

ALL VIS — Refrigerator Co. 

ALL- WEATHER bbins & Myers, Inc. 

ALLBRIGHT—Guth, Stern & Co. Inc 

Allbright Electric Corp., 159 West 25th St., 
1, New York 


Lapeer, 


Telegraph Rd., Los 


Chicago 


Ist Ave. North at 13 St., 


Sioux City 2 


Brockton 64, 


New York 
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i . inc., L. B., 6703 Bryn Mawr Ave., Chicago 

i 

Allen-Bradley Company, 136 West Greenfield Ave., Mil- 
waukee 4, Wisconsin 

Allen Manufacturing Co., 133 Sheldon St., Hartford 5, 
Connecticut 

Alliance Manufacturing Co., Lake Park Bivd., Alliance, 

io 


Allied Battery Co.—see Vitalic Battery Co., Inc. 
Allied Industries, Inc., 1023 South 21 St., Louisville 


10, Kentuck: 

ALLIGATOR Borcetain Products, Inc. 

Allington & Curtis Mfg. Co., 1810 Holland Ave., 
Saginaw 17, Michigan 

Allis Co., Louis, 427 East Stewart St., Milwaukee 4, 
Wisconsin 

Allis-Chaimers Manufacturing Co., 930 South 70 St., 
Milwaukee 1, Wisconsin 

Alloy Rods Company, P. 0. Box 786, York, Penn 

ALNICO—Arnold Engineering Co. 

ALNOR—Illinois Testing Laboratories, Inc 

Alpha Metals, Inc., 56 Water St., P. 0. Box 34 
Bergen Station, Jersey City 4, New Jersey 

Alpha Wire Corp., 430 Broadway, New York 13, N. Y 

Alphaduct Wire & Cable Co., Ford Ave., Box 67, Mill- 
town, New Jersey 

ALPHATRON—Canadian Radium & Uranium Corp 

ALPINE—Hanovia Chemical & Mfg. Co. 

ALPINE—-International Metal Products Co. 

Alsop Engineering Corp., Milldale, Connecticut 

ALTERNARC—-Electric Arc Inc 

ALUMALLOY—Killark Electric Mfg. Co 

ALUMAWELD-—Johnson Manufacturing Co., Inc. 

ALUMINOX-—Subox Inc. 

Aluminum Company of America, 1501 Alcoa Bidg., 
Pittsburgh 19, Pennsylvania 

ALUNDUM-—Norton Company 

Amana Refrigeration, Inc., Amana, lowa 

AMARINE—United States Steel, American Steel & 
Wire Div 

Ambory Corp., 21325 Stephenson Highway, Hazel Park 
1, Michigan 

AMCO—American Solder & Flux Co 

AMERBESTOS—-United States Steel, American Steel 
& Wire Div 

AMERCLAD—United States Steel, American Steel & 
Wire Div 

AMERICA 

American Air Filter Co., ag 

5 Central Ave., Louisville 8, Kentuc 

pa. A. Battery éo., 1520 McGavock St., Nashville 
3, Tennessee : 

AMERICAN BEAUTY—American Electrical Heater Co. 

American Blower Corp., 8111 Tireman, Dearborn, Mich 

American Brake Shoe Co., Kellogg Division, 97 Hum- 
boldt St., Rochester 21, New York 

American Brass Co., 414 Meadow St., Waterbury 20, 
Connecticut 

American Chain & Cable Co., Inc., 
Div., 271 South Pennsylvania Ave., 
Pennsylvania 

American Chain & Cable Co., Inc., American Chain 
Div., 454 East Princess St., York, Pennsylvania 

American Chain & Cable Co., Inc., Page Steel & Wire 
Div., First & River Sts., Monessen, Pennsylvania 

American Chain & Cable Co., Inc., R-P & C. Valve Div., 
Tulpehocken St. & Lebanon Valley R.R., Reading, 
Pennsylvania 2 

American Chain & Cable Co., Inc., Wright Hoist Div., 
454 East Princess St., York, Pennsylvania 

American Condenser Co., 4410 North Ravenswood’ Ave., 
Chicago 40, Illinois 

American: Coolair Corp., 3604 Mayflower St., Jackson- 
ville, Florida ’ 

American Crossarm & Conduit Co., 7726 Sheridan Rd., 
Chicago 26, Illinois 

American Cyanamid Co., 
York 20, New York 

American District Telegraph Co., 155 Sixth Ave., New 
York 13, New York 

American Electric Cable Co., 181 Appleton St., Holyoke, 
Massachusetts 

American Electric Motors Inc., 
Los Angeles 22, California 

American Electric Switch Corp., Minerva, Ohio 

American Electrical Heater Co., 6110 Cass Ave., De- 
troit 2, Michigan 

American Engineering Co., Aramingo Ave. & Cumber- 
land St., Philadelphia 25, Pennsylvania 

American Fixture Co., 104 East Mason St., Milwaukee 
2, Wisconsin 

American Flexible Coupling Co., 1850 Pittsburgh Ave., 
Erie, Pennsylvania 

American Floor Surfacing Mach. Co., 518 South St 
Clair St., Toledo 3, Ohio 

American Insulated Wire Corp., 36 Freeman St., Paw- 
tucket, R. I. 

American-LaFrance-Foamite Corp., 135 East LaFrance 
St., Elmira, New York 

American Larsoo Ventilating Co., 1004 Keystone Bidg., 
Pittsburgh 22, Pennsylvania 

American Lightning Rod Co., 400 Sixth St., 
Dover, New Hampshire 

American Lumber & Treating Co., 332 South Michigan 
Ave., Chicago 4, Iilinois 

American Machine & Metals, Inc., 
Div., East Moiine, Illinois 

American Mfg. Co., Noble & West Sts., Brooklyn 22, 
New York 

American Metal Moulding Co., 146 Coit Co., Irvington 
ll, New Jersey 

American Microphone Co., 370 South Fair Oaks Ave., 
Pasadena 1, California 

American Nut & Bolt Fastener Co., 2029 Doerr St., 
Pittsburgh 33, Pennsylvania 

American Phenolic Corp., 1830 South 54th St., Chicago 
50, Illinels 


Johnson Belting Co. Inc. 


Inc., Herman Nelson Div., 


American Cable 
Wilkes-Barre, 


30 Rockefeller Plaza, New 


4811 Telegraph Rd., 


Inc., 


DeBothezat Fans 


American Pipe Bending Machine Co., Inc., Poultney, 
Vermont 

American Pipe Tool Co., 4856 West Kinzie St., Chi- 
cago 44, Illinois 

American Platinum Works, 231 New Jersey Railroad 
Ave., Newark 5, New Jersey 

American Pressboard Co. Inc., 110 West 30th St., 
New York 1, New York 

American —T Co., 4200 Wissahickon Ave., Phila- 
deiphia 29, Pennsylvania 

American Radiator & Standard Sanitary Corp., P. 0. 
Box 1226, Pittsburgh 30, Pennsylvania 

American Reflector & Lighting Co., 620 West Adams, 
Chicago 6, lilinois 

American Refrigerator Co.—see Ryan Industries Inc. 

American Relay & Controls, Inc., 4901 West Flournoy 
St., Chicago 44, Illinois 

American Rivet Co., 849 North Kedzie Ave., Chicago 
51, Illinois 

American Screw Co., 1670 West Main St., Willimantic, 
Connecticut 

American Solder & Flux Co., 2152 East Norris St., 
Philadeiphia 25, Pennsylvania 

AMERICAN-STANDARD—American Radiator & Standard 
Sanitary Corp. 

American Steel & Wire Div.—see United States Steel 

AMERICAN SWISS—Heller Brothers Co. 

American Wheelabrator & Equipment Corp., 895 South 
Byrkit St., Mishawaka, Indiana 

AMERIGEAR—American Flexible Coupling Co. 

AMERX-——American Insulated Wire Corp. 

AMERZO-—American Battery Co. 

Ames Iron Works, Inc., Oswego, New York 

Ames Spot Welder Co., Inc., 1328 58th St., Brooklyn 
19, New York 

AMESTEAM—<Ames Iron Works, Inc. 

AMESWELD—Ames Spot Welder Co., Inc. 

AMETALLIC—United States Steel, American Steel & 
Wire Div. 

Amgio Corporation, 2037 West Division St., Chicago 
22, Illinois 

Ammerman Co., C. L., 104 North Second St., Minne- 
apolis 1, Minnesota 

Amperex Electronic Corp., 230 Duffy Ave., Hicksville, 
New York 

AMPEX—-Continental Battery Mfg. Corp 

AMPHENOL—American Phenolic Corp. 

Amplex Corp., 111 Water St., Brooklyn 1, New York 

Amplex Manufacturing Co., Box 2718, Detroit 31, 
Michigan 

AMPROBE—Pyramid Instrument Corp 

AMRECON-—-American Relay & Controls, Inc 

AMSWISS—Heller Brothers Co. 

Anaconda Wire & Cable Co., 25 Broadway, New York 
4, New York 

Anderson Brass Works, Inc., 700 North 41 St., Bir- 
mingham, Alabama 

Andrew Corp., 363 East 75 St., Chicago 19, Iilinois 

ANGELITE——-Winfield, Inc. 

ANGLEVISION—Foge! Refrigerator Co 

ANHYDREX—-Simplex Wire & Cable, Co 

ANHYDROPRENE—-Simplex Wire & Cable Co. 

ANKOSEAL—Ansonia Wire & Cable Co. 

Annis Company, R. B., 1101 North Delaware St., In- 
dianapolis 2, Indiana 

ANNIVERSARY—Curtis Lighting, Inc. 

Ansley Electronics Inc., Superior American Fire Alarm 
Div., 85 Tremont St., P. 0. Box 762, Meriden, 
Connecticut 

Ansonia Wire & Cable Co., 63 Main St., Ansonia, 
Connecticut 

Ansul Chemical Co., Marinette, Wisconsin 

Anthony Co., F. M., 2022 Oakland Ave., Piedmont 11, 
California 

ANTILINK—American Nut & Bolt Fastener Co. 

APCO—Aurora Pump Company 

Apex Bolt Products Co., 452-458 North Claremont Ave., 
Chicago 12, Iilinois 

Appleton Electric Co., 
Chicago 13, I!inois 

Appleton Rubber Co., Inc., 57 Cornwall St., Boston 30, 
Massachusetts 

AQUA-MASTER—Woodmanse Manufacturing Co. 

AQUA-QUEEN—Woodmanse Manufacturing Co. 

AQUA-SORBER—Walton Laboratories, Inc. 

Aqua Survey & Instrument Co., 2518 Leslie Ave., Cin- 
cinnati 12, Ohio 

AQUASTAT—Minneapolis-Honeywell Regulator Co. 

AQUASTEAM—-Automatic Steam Products Corp. 

AQUATENDER—Minneapolis-Honeywell Regulator Co. 

AQUATROL—Minneapolis-Honeywell Regulator Co. 

ARCALOY—Alloy Rods Company 

— American Radiator & Standard Sanitary 
orp. 

Arcos Corp., 1500 S. 50 St., Philadelphia 43, Pa. 

ARCTIC-——American-LaFrance-Foamite Corp. 

ARCTIC CIRCLE—lInternational Metal Products Co. 

Arcturus Electronics, Inc., General Electronics Div., 
101 Hazel St., Paterson, N. J. 

AREALUX—Lighting Products, Inc 

AREX-AUSTOR—Arex Company 

Arex Company, 4317 Ravenswood Ave., 
Itinois 

ARGUS—-Metalcraft Products Co., Inc 

Argus Manufacturing Corp., 1975 East 65 St., Cleve- 
land 3, Ohio 

ARID-ZONE—Viking Air Conditioning Corp 

ARIN—Arex Company 

ARISTO—Burpee Can Sealer Co. 

ARISTOCRAT—Detroit-Michigan Stove Co., A-B Stoves 


Div. 

ARISTOCRAT—Ohio Window Glass Co. 

Aristocratic Lamp Co. Inc., 622 Broadway, New York, 
New York 

ARISTOLITE—Guth Company, Edwin F. 

Arjac Products, Inc., 55-59 Halstead St., Rochester 
10, New York 


1701-1759 Wellington Ave., 


Chicago 13, 


Ark-Les Switch Cerp., 51 Water St., Watertown 72, 
ARKLESS Eco 
—-Economy Fuse & Manufacturi 
ARKTITE—Crouse-Hinds Co. — 
eg ay eae Transformer Co. 
rlavox g. Co.—see Radionic Transfarmer C 
ARMATITE—Mica Insulator Co. F 
Armature Coil Equipment, Inc., 2605 Vega Ave., Cleve- 
ARMITE‘Spaut 
—Spaulding Fibre Company, inc. 
ARMOR CLAD—Fogel Refrigerator Co. 
ae Westinghouse Electric Corp., Lighting 
iv. 
ARMORLOKT—United States Steel, American Steel & 
Wire Div 
Armstrong-Bray & Co., 5366 Northwest Highway, Chi- 
cago 30, Illinois 
Armstrong Bros. Too! Co., 5200 West Armstrong Ave., 
Chicago 30, Illinois 
Armstrong Products Corp., P. 0. Box 940 (7th Ave. 
& Ast St.), Huntington 12, West Virginia 
Arnold Engineering Co., P. 0. Box G, Marengo, Illinois 
Arro Expansion Bolt Co., 1540 North Boone, Marion, 


Ohio 

ARROFLUTE—Arro Expansien Bolt Co. 

Arrolet Corp., Foot of Bower St., Montgomery, Penn- 
Sylvania 

ARROW—Arrow-Hart & Hegeman Electric Co 

Arrow Conduit & Fittings Corp., 129-30th St., Brook- 
lyn 32, New York 

Arrow-Hart & Hegeman Electric Co., 103 Hawthorn 
St., Hartford 6, Conn. 

Arrow Lamp Mfg. Co., Inc., 22 West 19th St., New 
York 11, New York 

ARROWHEAD~—-Holdenline Company 

Art Metal Co., 1814 East 40th St., Cleveland 3, 


Ohio 

ART-O-LITE—-American Reflector & Lighting Co. 

Art Sign Company, Inc., 190 Whalley Ave., New Haven, 
Connecticut 

7" Specialty Co., 3245 West Lake St., Chicago 24, 
ilinois 

ARTIE ONE STEP-—-R T & E Co 

Artistic Lamp Mfg. Co., Inc., 395-401 Fourth Ave., 
New York 16, New York 

Artolier Corp., 139 Main St., Lodi, New Jersey 

Artra Aluminum Foundry & Mfg. Co., 16 East Madison 
St., St. Charles, Missouri 

Arvin Industries, Inc., Columbus, Indiana 

ASBESTON—United States Rubber Co 

ASBESTOS EBONY—Johns-Manville 

ASCO—-Automatic Switch Co. 

Assembly Products, Inc., Main & Bell Sts., 
Falls, Ohio 

Associated Lighting Service, 
Francisco 7, Calif. 

Associated Research Inc., 3758 West Beimont Ave 
Chicago 18, Illinois 

Associated Stove Manufacturers, Box 1634, Muskogee, 
Oklahoma 

ASTRA-LITE—Metalcraft Products Co., Inc. 

ATCOTRAN—Automatic Temperature Control Co., Inc 

Athol Machine & Foundry Co., 82 South St., Athol, 
Massachusetts 

Atkin Saw Div.—see Borg-Warner Corp. 

Atlantic Transformer Co., 661 North 12th St., Phila- 
delphia, Pennsylvania 

ATLAS——National Supply Co. 

ATLAS-AIRE—Atlas Tool & Manufacturing Co 

Atlas Chain & Mfg. Co., M St. below Erie Ave., 
Philadelphia 24, Pennsylvania 

Atlas Floor Surfacing Machinery Corp., 248 East 34 
St., New York 16, New York 

Atlas Sponge Rubber Co., 806 East 61 St., Los Angeles 
1, California 

Atias Tool & Manufacturing Co., 5147 Natural Bridge 
Bivd., St. Louis 15, Missouri 

ATMO—Kidde & Co. Inc., 

ATMOQ—Scharff Inc., J. H 

AUBESTON—Auburn Manufacturing Co. 

Auburn Ball Bearing Co., P. 0. Box 3030, Rochester 
14, New York 

Auburn Button Wks. Inc., 48 Canoga St., Awburn, New 
York 

Auburn Manufacturing Co., Pease Ave. & Stack St 
Middletown, Connecticut 

Aurora Pump Company, 54 Loucks St., Aurora, I!linois 

AUSTIN—Stonco Electric Products Co. 

Auth Electric Company, Inc., 34-20 45th St., Long 
Island City 1, New York 

AUTHOTONE—Auth Electric Company, Inc. 

AUTO-LITE—Electric Auto-Lite Co. 

Autocall Company, Shelby, Ohio 

AUTOCON—Automatic Control Co. 

AUTODYNE—Westinghouse Electric Corp. . 

AutoFYRstop Co., 2035 Washington Ave., Philadelphia 
46, Pennsylvania 

Automatic Control Co., 1005 University Ave., St. Paul 
4, Minnesota 

Automatic Controls Corp., Wolverine Bidg., Ann Ar- 
bor, Michigan 

Automatic Electric Co., 1033 West Van Buren St., 
Chicago 7, Illinois 

Automatic Electric Mfg. Co., 10 State St., Mankato, 
Minnesota 

Automatic Signal Div.—see Eastern Industries Inc. 

Automatic Steam Products Corp., 140 West 31 St., 
New York 9, New York 

Automatic Switch Co., 391 Lakeside Ave., Orange, 
New Jersey 

Automatic Temperature Control Co., Inc., 5212 Pulaski 
Ave., Philadelphia 44, Pennsylvania 

Automatic Transportation Co., 101 West 87 St., Chi- 
cago 20, Illinois 

AUTOSET—Stromberg Time Corp. 

AUTOTROL—Westinghouse Electric Corp. 

Autotron Company, 128 West Main St., 
Illinois 


Chagrin 
521 Brannan St., San 


Walter 


Danville 
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AUTOVALVE—Westinghouse Electric Corp. 

AUTRASTAT—Ward Leonard Electric Co. 

AVCO Manufacturing Co., Bendix Home Appliances 
Div., 3300 West Sample St., South Bend, Indiana 

AVENARIUS—Carbolineum Wood Preserving Co 

AXIFLO—Westingnouse Electric Corp. 

AXIOM—Schwartz Belting Co 


B-LINE—Biack Manufacturing Co., M 

B-LINE—Brown-Brockmeyer Co. 

BAC—Brunner Manufacturing Co. 

BBB—Becker Brothers Carbon Co 

BCA—Bearings Company of America 

B.E.P.—-Burbank Electrical Products 

BEP—Woodmanse Manufacturing Co. 

BM—Briegel Method Too! Co. 

BM&D—Branham, Mareck & Duepner, Inc 

a: R. Mfg. Co., Toledo Factories Bidg., Toledo 2, 
hio 

BVI—Burgess Vibrocrafters 

B/W Controller Corp., 2200 East Maple Rd., Birming- 
ham, Michigan 

Babaco Alarm Systems, Inc., 723 Washington St., New 
York 14, New York 

BADGER—Reliance Automatic Lighting Co 

Bahnson Company, 1001 South Marshall St., Winston- 
Salem, North Carolina 

Bailey Meter Co., 1050 Ivanhoe Rd., Cleveland 10, Ohio 

BAKE-0-LAMP—Weldon Mfg. Co. 

Baker & Adamson—see Allied Chemical & Dye Corp 
General Chemical Div. 

Baker McMillen Co., 134 East Miller Ave 
Ohio 

BAL-0-TRON—Westinghouse Electric Corp 

Baldor Electric Co., 4351-67 Duncan Ave., St. Louis 
10, Missouri 

BALDWIN-REX—Chain Belt Company 

BALL-RITE—Cummins-Chicago Corp 

BALLOLITE—Line Material Co. 

BANTAM—Connecticut Electric Mfg. Co 

BANTAM—Gelber Co., Samuel S. 

BANTAM-—General Time Corp., Westclox Div 

BANTY—Mercury Manufacturing Co 

Bar-Brook Manufacturing Co., Inc 
Ave., Shreveport, Louisiana 

BARB-ELEC—Diller Electric Co 

Barber-Colman Co., 1300 Rock St., Rockford, Illinois 

Barber-Greene Co., 507 West Park Ave., Aurora 
Illinois 

Barkelew Electric Mfg. Co., 
Middletown, Ohio 

Barkon-Frink Tube Lighting Corp.—see Frink Corp 

Barkow Mfg. Co., Inc., Aug. G., 2230 South 43 St., 
Milwaukee 15, Wisconsin 

Barnstead Still & Sterilizer Co., 2 Lanesville Terrace 
Forest Hills, Boston, Massachusetts 

Barrett-Cravens Co., 4613 South Western Blvd., Chi- 
cago 9, Illinois 

BARRY—Dic« Co., Inc., R. & 

Barry Corp., 733 Pleasant St. 

BARRY MOUNT—Barry Corp 

BARTAP—Burndy Engineering Company, Inc 

Barth Stamping & Machine Works Inc., 12650 Brook- 
park Rd., Cleveland 29, Ohio 

Bartlett Manufacturing Co., 3003 East Grand Bivd 
Detroit 2, Michigan 

BARTLEY—American Nut & Bolt Fastener Co. 

Barton Corp., P. 0. Box 279, West Bend, Wisconsin 

Basic Products Corp., 2222 West Sample St., South 
Bend 21, Indiana 

Basler Electric Co., 1005 Olive St., Highland, Iilinois 

Battery Products Co., 597-85th Ave., Oakland 21, 
California 

BATTERY-SCOPE—-McColpin-Ciristie Corp 

Battle Creek Equipment Co., 32 North Washingtor St 
Battle Creek, Michigan 

Battle Creek Health Products 
Creek Equipment Co. 

Bauer & Black Div.—see Kendall Co. 

BAY STATE—Boston Woven Hose & Rubber Co 

Bay State Elevator Co., P. 0. Box 1210, Springfield 1, 
Massachusetts 

Beam Manufacturing Co., 
Iowa 

Bearings Company of America, 501 Harrisburg Ave 
Lancaster, Pennsylvania 

BEAUTYDRYER—Odin Stove Manufacturing Co. 

BEAUTYHEATER—Odin Stove Manufacturing Co 

BEAUTYRANGE—Odin Stove Manufacturing Co 

Beaver Pipe Tools, Inc., 310 Dana Ave., Warren, Ohio 

Becker Brothers Carbon Co., 3450 South Laramie Ave., 
Cicero 50, Illinois 

Beckley Electric Co., Inc 
Brooklyn 38, New York 

BECO——Westinghouse Electric Corp 

BED WARMER—Battle Creek Equipment Co 

BEE-VAC—-Birtman Electric Co 

BEETLE—American Cyanamid Co 

BELCO—Bell Electric Company 

BELCO-—-Bogue Electric Manufacturing Co 

BELCON—Bogue Electric Manufacturing Co 

Belden Mfg. Co., 4647 West Van Buren St., Chicago 
44, Illinois 

BELDONLITE—Stamford Metal Specialty Co., Inc. 

BELFAST—General Time Corp., Westclox Div 

BELFONE-—Bell Sound Systems, Inc. 

Belgian Electric Sales Corp., 1 East 53 St., 
22, New York 

BELL—tTitan Manufacturing Co., Inc. 

Beli Electric Company, 1844-50 West 21 St., Chicago 
8, Illinois 

Bell Lumber & Pole Co., 524 Midland Bank Bidg., 
Minneapolis 1, Minnesota 


Akron 1 


6133-35 Linwood 


1905 Columbia Ave 


J 
Watertown 72, Mass 


Company—see Battle 


Stockdale, Webster City, 


468-470 Grand Ave., 


New York 


COMPANY AND TRADE NAME DIRECTORY 


oo ~p Systems, Inc., 555 Marion Rd., Columbus 7, 
io 


Bellevue Industrial Furnace Co 
Detroit 14, Michigan 

Belmont Smelting & Refining Works, Inc., 330 Beimont 
Ave., Brooklyn 7, New York 

Ben-Hur Manufacturing Co., 634 East Keefe Ave., Mil- 
waukee 12, Wisconsin 

Benbow Mfg. Co.—see Insul-8-Corp. 

— Home Appliances Div.—see Avco Manufacturing 
0. 

Benjamin Electric Mfg. Co., Des Plaines, Illinois 

— Co., 1028 Geary St., San Francisco 9, Cali- 
ornia 

Benson Co. Inc., Alex. R., P. 0. Box 325, Hudson 2, 
New York 

BEPCO—Buchanan Electrical Products Corp. 

Berkshire Transformer Corp., 15 South Ave., New Mil- 
ford, Connecticut 

BERMICO—Brown Company 

Bernina Sewing Machine Co., 29 West 35th St., New 
York 1, New York 

Berns Manufacturing Corp., 3050 North Rockwell St 
Chicago, Illinois 

Bernz Co., Inc., Otto, 280 Lyell Ave., Rochester 6, 
New York 

BERNZ-0-MATIC—Bernz Co., Inc., Otto 

Berry Co., William B., 117 Causeway St., Boston 14 
Massachusetts 

Bertram Co., Harvey P., 565 Reading Rd., Cincinnati 2 


Ohio 

BESJET—Wall Manufacturing Co., P 

BESTO-WIRE-—Rhode Island Insulated Wire Co., Inc 

BESTOIL—Oster Manufacturing Co } 

BI-FLO—Aerovent Fan Co. Inc 

BI-LUX—Westinghouse Electric Corp., Lighting Div 

Biddie Co., James G., 1316 Arch St., Philadelphia 7 
Pennsylvania 

BIERCE—Specialty Device Co 

BIG BEAM—U-C-Lite Manufacturing Co 

BIG CHIEF—Carison & Sullivan Inc 

BIG RED—Waco Manufacturing Co. 

Billings & Spencer Co., 1 Laurel St., 
Connecticut 

yy Blower Div 
ILT-IN—-Thermador Electrical Manufacturin 

BIPRENE— Bishop Manufacturing Corp ™ 

Birdsell Manufacturing Co., Inc , 750 San Antonio Rd 
Palo Alto, California 

Birtman Electric Co., 4140 West Fullerton Ave Chi 
caro 39, Illinois 

BISEAL—Bishop Manufacturing Corp 

Bishop Manufacturing Corp., 10 Canfield Rd 

BISLON.— Bishop” MA 

ishop Manufacturi Cor 

BISOLAR—Battle Creek ae = Co 

BLACK ANGUS—Marlun Mfg. Co., Inc 

Black & Decker Mfg. Co., Towson 4, Maryland 

Black Manufacturing Co., M., 300 North Third St 
Philadelphia 6, Pennsylvania 

Biackburn Corp., Jasper, 35 Madison St., St. Louis 6 
Missouri 

Blackhawk Industries 
lowa 

Blackhawk Mfg. Co 
Wisconsin 

Blaco Manufacturing Co., 6541 Euclid Ave., Cleveland 
3, Ohio 

BLACK-RAY—Ultra-Violet Products, Inc 

BLAKE—Couch Company, Inc., L 

Blaw-Knox Co., Buflovak Equipment Div., 1543 Fillmore 
Ave., Buffalo 11, New York 

BLENDOR—Waring Products Corp 

BLIMP.—Curtis Lighting, Inc 

“— Electric Co., 5713 Wentworth Ave., Chicago 21 

inors 

BLO-FAN—-Pryne & Company, Inc 

BLO-R-VAC-—Ideal Industries, Inc 

BLOW-RITE—Reliable Electric Co. 

BLU-MOL—Millers Falis Co 

BLUE BEAVER—Cornell-Dubilier Electric Corp 

BLUE BOY—Miracle Paint Rejuvenator Co. 

BLUE-POINT—Snap-on Tools Corp. 

BLUE RIBBON—Canfield Manufacturing Co 

BLUE STREAK—American Electric Cable Co. 

Blythe, Harry, 1550 Lafayette, Denver 18, Colorado 

BOB-CAT-—Round Bridgeport Chain & Mfg. Co 

Bodendieck Tool Company, 325 East Main St., Taylor- 
ville, Illinois 

— Electric Co., 2254 West Ohio St., Chicago 40, 
Illinois 

Bogue Electric Manufacturing Co., 52 
Paterson 3, New Jersey 

Bolens Products Div.—see Food Machinery & Chemi- 
cal Corp 

Bolinders Company Inc., 
New York 

BOND-OLIN-——Olin Industries, Inc., Electrical Div 

BOND-ROD—Sherman Mfg. Co., H. B. 

BONDEZE—Phelps Dodge Copper Products Corp. 

Bonnell Electric Manufacturing Co., Inc., 192-194 
Chambers St., New York 7, New York 

Borg-Warner Corp., Atkins Saw Div., 402 South IlIli- 
nois St., Indianapolis 9, Indiana 

Borg-Warner Corp., Cleveland Commutator Div., 2051 
East 69 St., Cleveland 3, Ohio 

Borg-Warner Corp., Norge Div., 
Plaza, Chicago 54, Illinois 

BORNISIL——Westinghouse Electric Corp. 

Borthig Co., Inc., George C., P. 0. Box 115 Highway 
3, East Rutherford, New Jersey 

BOSS—Huenefeld Co. 

Boston Woven Hose & Rubber Co., Box 1071, Boston 
3, Massachusetts 

BOUDOIR—Industrial Lamp Corp 

Bourns Laboratories, 6135 Magnolia Ave., Riverside, 
California 


2620 Crane Ave., 


Hartford 1 


see Lamson Corp 


Cedar 


250 South Main St., Dubuque, 
5325 West Rogers, Milwaukee 1 


Iowa Ave 


33 Rector St., New York 6, 


Merchandise Mart 


Bowser, Inc., 1302 E. Creighton Aye., Fort Wayne 2, 
Indiana 

Brach Manufacturing Corp., 200 Central Ave., Newark 
3, New Jersey 

Bradley Laboratories, Inc., 168 Columbus Ave., New 
Haven 11, Connecticut 

Brady Co., W. H., 727 West Glendale Ave., Milwaukee 
12, Wisconsin 

Brainin Co., C. S., 320 Washington St., Mt. Vernon, 
New York 

Branham, Mareck & Duepner, Inc, 7020 Walker St., 
Minneapolis 16, Minnesota 

BREEZE-ALL—Robbins & Myers, Inc., Fan Division 

BREEZEMASTER—Master Appliance Mfg. Co. 

Breuer Electric Mfg. Co., 5100 North Ravenswood Ave., 
Chicago 40, Illinois 

BREW-0-MATIC—-Dominion Electric Corp 

Brewer-Titchener Corp., 111 Port Watson St., Cort- 
land, New York 

BRICKOTE—-Westchester Brickote Products Co., Inc 

Bridgeport Hardware Mfg. Corp., 461 Iranistan Ave., 
Bridgeport 5, Connecticut 

Briege| Method Tool Co., 104 Northeast First St., 
Galva, Illinois 

Bright Light Reflector Co.—see Electro-Silv-A-King 


orp. 

Bright Star Battery Co., 600 Getty Ave., Clifton, New 
Jersey 

BRINELL—Eitzen Co., Lous C. 

BRISTOL—Vocaline Co. of America, Inc 

Bristol Company, Waterbwry 20, Connecticut 

Bristol Motor Company—see Vocaline Company of 
America, Inc 

Britten & Co., Inc., E. F., 22 Sowth Ave., Cranford, 
New Jersey 

Broan Manufacturing Co., Inc., 1669 North Water 
St., Milwaukee 2, Wisconsin 

BRONCO—Western Insulated Wire Co. 

BRONZE-ARC—-Alloy Rods Company 

BROOKLINE—Rose & Company, Inc, J 

BROOKS.—Mine Safety Appliances Co. 

Brooks Lumber Co., P. 0. Box 153, Bellingham, Wash- 
ington 

Pa Company, 150 Causeway St., Boston 14, Massa- 
chusetts 

Brown Boveri New York 6, 
New York 

Brown-Brockmeyer Co., 1000 S. Smithville Rd., Dayton 


Corp., 19 Rector St., 


1, Ohio 

BROWN DEVIL—-Ohmite Manufacturing Co 

BROWN STRAND—-Wire Rope Corp. of America, Inc 

Brown Wood Preserving Co., Inc., 404 Martin Brown 
Bidg., Louisville 2, Kentucky 

Browning Laboratories, Inc., 750 Main St., Win- 
chester, Massachusetts 

Browning Mfg. Co., Maysville, Kentucky 

Brundee Co.—see Parr Electric Co. 

Brunner Manufacturing Co., 1821 Broad St., 
New York 

BRUNT—Parr Electric Co. 

Brush Electronics Co., 3405 Perkins Ave 
14, Ohio 

Bryant Electric Co., 1421 State St. (Box D Barnum 
Sta.), Bridgeport 2, Connecticut 

Bryant Heater Div.—see A. G. E., Inc 

Bryant Park Electric Co., 354 West 42nd St., New 
York 36, New York 

BUBBLE-LITE—Noma Lites, Inc. 

Buchanan og = Products Corp., 
Hillside, New Jersey 

Buckingham Mfg. Co. Inc., 7-9 Travis Ave., Bingham- 
ton, New York i 

Buda Company, 154th & Commercial, Harvey, Illinois 

Buffalo Forge Co., 490 Broadway, Buffalo 4, New 
York 

Buffalo Weaving & Belting Co., 260 Chandler St., 
Buffalo 7, New York 

Buflovak Equipment Div.—see Blaw-Knox Co. 

BUGMASTER—Detjen Corp., Electrocuting Fly Screen 


Utica, 


Cleveland 


225 Route 29, 


Butt f-IN-WATCHMAN Westinghouse Electric Corp 
BULL DOG—Boston Woven Hose & Rubber Co 
BullDog Electric Products Co., 7610 Jos Campau, De- 
LS. TNT kl d Co, H.R 
-1-U irklan » a 
= Brass & Bronze Co., 715 Spencer St., Toledo 
9, Ohio 
Burbank Electrical Products, 215 West 
(P. 0. Box 7), Burbank, Califoroia 
Burgess Battery Company, Foot of Exchange St., 
Freeport, Illinois - 
eueut Vibrocrafters, 180 North Wabash Ave., Chi- 
cago, Illinois 
BURKEY—-Electric > Co. 
RKS—Decatur Pump : 
Suriine Instrument Company, 5 Vose Ave., South Orange, 
ew Jerse’ 

A. 5. Testrument Co., 203 North Third St., 
Burlington, lowa = 
Burndy Cagiveering Company, Inc., Norwalk, Connecticut 

BURNHAM—Fitz Water Wheel Co. 

Burnham Corp., Box 351, Zanesville, Ohio 

Burnley Battery & Manufacturing Co., 103 Clay St., 
Box 511, North East, Pennsylvania 

Burpee Can Sealer Co., {28 West Liberty St., Barring- 

Illinois 

a5. —- Se Co., 11201 West Pico Blvd., 
Los Angeles 64, California 

Burton-Rogers Company, 292 Main St., Cambridge 42, 
Massachusetts 

BUSHEND—Buchanan Electrical Products Corp 

BUSS—-Bussmann Manufacturing Co. 

Bussmann Manufacturing Co., University at Jefferson, 
St. Louis 7, Mo 

BUTTON—Erie Resistor Corp. 

BUZABEL—-Edwards Company, Inc. 

BUZACALL—-Edwards Company, Inc. 


Paim Ave., 
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COMPANY AND TRADE NAME DIRECTORY 


Cc 


C-A Wood Preserver Co., 
5, Missouri 

CB.-Anaconda Wire & Cable Co 

CBS--Columvia Broadcasting System, Inc 

C & C-—McColpin-Christie Corp 

CCA—Coil Company of America, Inc 

C-D—Corneli-Dubilier Electric Corp. 

C & D Batteries, Inc., Conshohocken, Pennsylvania 

COM—-Curtis Development & Mfg. Co. 

C & E--Ericson Manufacturing Co. 

C. M.—-Chicago Miniature Lamp Works 

CM-—Chishoim-Moore Hoist Corp. 

C-Q-T—-Chase-Shawmut Company 

CSP—-Westinghouse Electric Corp 

CSPB--Westinghouse Electric Corp. 

C. T. R.-Cincinnati Time Recorder Co 

CTS—-Chicago Telephone Supply Corp 

CABBRICOID-—American Electric Cable Co. 

Cable Electric Products, Inc., 234 Daboll St., 
dence 7, Rhode Island 

CADDY —Erico Products, Inc 

CADET.-Guth Company, Edwin F 

CADILLAC—-Clements Mfg. Co 

CADILLAC—Waveland Electric Co 

CADWELD-—Erico Products, Inc. 

CAFETERIA-——White Mountain Freezer Co., 

Cal-Det Products Co., 3731 South p Bivd., 
Culver City, California 

CALCULITES—-Lightolier, Inc 

Caldwell & Co., Inc, E. F., 101 Park Ave., New 
York 17, New York 

CALSUN BRONZE—Anaconda Wire & Cable Co 

CALTROL——Caltron Products Co 

Caltron Products Co., 1406 South Hobart Bivd., Los 
Angeles 6, California 

CAM-LOC—-Lloyd Products Co. 

CAM-LOK —Empire Ironer, Inc 

Cam-Lok Div._see Empire Products, Inc 

Cam-Stat, Inc. Div.—see Henry Co., Paul 

Cameron Electrical Mfg. Co., Inc., 205 Main St., 
Ansonia, Connecticut 

Camfield Manufacturing Co., 
Grand Haven, Michigan 

Campbell-Heusfeld Co., 1953 West Railroad Ave., Har- 
rison, Ohio 

Canadian Radium & Uranium Corp., 
New Yor 20, New York 

CANDELITE—Duro-Test Corp. 

Cannon Electric Co., 3209 Humboldt St 
31, Califorria 

Canton Clothes Dryer Co., 
Canton 2 Ohio 

CAR-N-CRETE——Continental Car-Na-Var Corp 

CAR-NA-VAR——Continental Car-Na-Var Corp 

Carack Company, Bush Terminal, Bidg. 5, Brooklyn 
32, New York 

Carbolineum America—see C-A Wood Prese-ver Co 

Carbolineum Wood Preserving Co., 528 West Highland 
Ave., Milwaukee 3, Wisconsin 

Carboloy Dent.-see General Electre Co. 

CARBOLUBE—Carbone Corp 

CARBOMITE—Continental Carbon Inc. 

Carbon Enaineering Corp., P. 0. Box 
Wisconsin 

CARBONAIRE—Edison, Inc., Thomas A., Primary Bat- 
tery Division 

Carbone Corp., 400 Myrtle Ave., 

Carborundum Co., Globar Div., 
York 

CARDINAL— Quality Tools Corp. 

Cardox Corp., 307 North Michigan Ave., 
Illinois 

CARENCO—Carbon Engineering Corp. 

Carey Mfg. Co., Philip, Lockland, ‘Cincinnati 15, Ohio 

CAREY STONE—-Carey Mfg. Co., Philip 

CARGO SCOUT—Elwell-Parker Electric Co. 

Carling Electric, Inc., 505 New Park Ave., 
ford 10, Connecticut 

— Products Corp., 10279 Meech Ave 
hio 


Carlson & Sullivan Inc., 1617 South California Ave., 
Monrovia, California 

CARLTON—Hudson Lamp Co 

Carney & Co., B. J., Peyton Bidg., Spokane, Washington 

Carol Cable Co., 190 Middle St., P. 0. Box 260, 
Pawtucket, Rhode Island 

Carpenter Manufacturing Co., 2 Bradley St., 
45, Massachusetts 

Carrier Corporation, 300 South Geddes St 
New York 

CARRO—United Pressed Products Co 

CARRON—United Pressed Products Co 

CARRY-ALL—WMorrison Steel Products Inc. 

Carson Manufacturing Co., 1804 East 30th. St., In- 
dianapolis, Indiana 

Casco Products Corp., 512 Hancock Ave., 
Connecticut 

CAST-OHM—Shalicross Mfg. Co. 

Castle Hills Corp.—see Hartzell Propeller Fan Co. 

Catho-Lite Co., Inc., 3000 Ridgewood Ave., Baltimore 
15, Maryland 

CAT’S EYE—Ess Instrument Co 

Cavalier Corp., 343 West First St., 
Tennessee 

CEETEECO—Crescent Tool Co. 

CEFCO—Commercial Enclosed Fuse Co. 

Celine, Inc., 220 North Fourth St., St. Charles, 

CENCO—Central Scientific Co. 

CENLACO—-National Supply Co. 

CENTRAL BLACK—National Supply Co. 

Central Neon Co.—Centralite Company, Inc 

Cone Setentite Co., 1700 Irving Park Rd., Chicago 

, TMinois 


6625 Delmar Bivd., St. Louis 


Provi- 


718 North Seventh St., 


630 Fifth Ave 


Los Angeles 


127 Second St., N. E., 


136, Slinger, 
Boonton, New Jersey 


Niagara Falls, New 


Chicago 1 


West Hart- 
, Cleveland 5 


Somerville 


, Syracuse 


Bridgeport 2 


Chattanooga 2, 


Illinois 
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Central Transformer Corp., P. 0. Box 687, Pine Bluff, 
Arkansas 

Centralite Company, Inc., 1763 Central Ave., 
nati 14, io 

Century Electric Co., 


1806 Pine St., St. 
Missouri 


Century Engineering Corp, 401 Third St.. S.E 
Cedar Rapids, lowa 

Century Fan & Ventilator Co., 45 Cedar St., 
Connecticut 

Century Products Works Inc., 507 West 56 St., New 
York 19, New York 

CERAMIC—Lint Company, Clyde W. 

CERAMICON—Erie Resistor Corp. 

Chace Co.,, W. M., 1600 Beard Ave., 
Michigan 

Chain Belt Company, 4701 West Greenfield Ave., Mil- 
waukee 1, Wisconsin 

CHAINGRIP—Armstrong-Bray & Co. 

CHALKSOA?D—-Solar Licht Mfg. Co 

CHALLENGE —Sibley Mfg. Co. Inc., Edw. L 

CHALLENGER—American-LaFrance-Foamite Corp. 

CHALLENGER—Coffing Hoist Company 

CHAMPION—Foge!l Refrigerator Co. 

CHAMPION—Scowvill Mfg. Co., Hamilton Beach Co. Div. 

CHAMPION—-Winpower Mfg Co 

Champion Cable Co., 1805 East 40th St., 
Ohio 

Champion DeArment Tool Co., 
ville, Pennsylvania 

Champion Lamp Works Div.—see Consojidated Electric 


Lamp Co 
A. B., 210 North Allen St., 


Chance Co., 
Missouri 

Chance Co., A. B., W. N. Matthews Div., 3850 Delor 
St., St. Louis 16, Missouri 

Chandeysson Electric Co., 4054-84 Bingham Ave., St 
Louis 16, Missouri 

CHAN’‘L-RUN—Holdenline Company 

CHANNELITES—-Swivelier Co., Inc 

CHANNELLOCK—Champion DeArment Too! Co 

—— Chemical Co., 707 Dermon Bidg., Memphis 3, 
ennessee 

Chapman Electrical Works Inc., P. E., 

203 Hampshire St., 


Cincin- 


Louis 3, 


Stamford, 


Detroit 9, 


Cleveland 3, 


South Main St., Mead- 


Centralia, 


1820 Chouteau 
Ave., St. Louis 3, Missouri 
Chapman Valve Mfg. Company, 
Indian Orchard, Massachusetts 
CHARGE-0-MATIC—Hertner Electric Co 
Charles Machine Works, 624 B Street, Perry, Oklahoma 
Chase Brass & Copper Co., 236 Grand St., Waterbury 
20, Connecticut 
Chase-Shawmut Co., 374 Merrimac St., 
Massachusetts 
Chatham Manufacturing Co., 
13, New York 
Chelsea Elevator Co., 
19, New York 
Chelsea Fan & Blower Co., Inc., 
Plainfield, New Jersey 
Chemagnetic Corp., Safe-T-Seal Div., 
Ave., Burbank, California 
Chemex Corp., 41 Murray St., New York 7, New York 
Cheney Co., W. E., 735 North 34 St., Milwaukee & 
Wisconsin 
Cheney Hammer Corp., Henry, 73 West Mill St 
Falls, New York 
Chester Cable Corp 
Cheston Co., 
New York 
CHICAGO—Klein & Sons, Mathias 
Chicago Belting Co., 125 North Green 
Illinois 
Chicago Blower Corp., 9867 Pacific Ave., 
IHinois 
Chicago Car Seal Co., 
12, Illinois 
Chicago Commutator, Inc., 
10, Illinois 
Chicago Electric Manufacturing Co 
Chicaao 38. Iilinois 
Chicago Gear Manufacturing Co., 2823 West Fulton St 
Chicago 12, Illinois 
Chicago Metal Hose Corp.—see Flexonics Corp 
Chicago Miniature Lamp Works, 1500 North Ogden 
Ave., Chicago 10, Iilinois 
Chicago Pneumatic Tool Co 
York 17, New York 
Chicaco Rawhide Manufacturing Co., 
Chicago 22, Illinois 
Chicago Rivet & Machine Co., 
Beliwood, Illinois 
Chicago Telephone Supply Corp., 
Beardsley Ave., Elkhart, Indiana 
Chicago Steel Tape Co., 7958 S. Chicago Ave., 
iit 
CHIEF —Gaines-Collins Co., Quijada Too! Div. 
CHIEF—Steam Electric Mfg. Co. 
CHILCO—Chicago Miniature Lamp Works 
CHILDS—-American-LaFrance-Foamite Corp. 
CHILL-CHASER—Still-Man Company 
Chisholm-Moore Hoist Corp., Fremont Ave., Tonawanda 
New York 
Chisholm-Ryder Co., Inc., Premax Products Div., College 
& Highland Aves., Niagara Falls, New York 
CHLOREXTOL—Allis-Chalmers Manufacturing Co 
CHORDETTE—-Edwards Company, Inc 
Chrom-Ever Co., 1150 Broadway, New York 1, N. Y 
CHROMALOX—Wiegand Co., Edwin L. 
CHROMEND—Arcos Corp. 
CHRONOTHERM—Minneapolis-Honeywell Regulator Co 
Chrysler Airtemp—see Chrysler Corp., Airtemp Div 
Chrysler Corp., Airtemp Div., 1600 Webster St., Dayton 
1, Ohio 
CINCH—National Lead Company 
Cincinnati Clock & Instrument Co., 
Cincinnati 14, Ohio 
Cincinnati Time Recorder Co., 
Cincinnati 14, Ohio 


Newburyport 
57 Worth St., New York 
549-551 West 52 St., New York 
639 South Ave 


132 West Verdugo 


Little 


Chester, New York 


Frank C., 30 Church St., New York 7, 


5 


Chicago 7, 
Franklin Park 
634 North Western Ave., Chicago 
325 West Ohic St., Chicago 


, 6333 West 65 St 


6 East 44th St., New 
1301 Elston Ave 
9600 West Jackson Blvd 
1142-1232 West 


Chicago, 


1113 York St., 
1733 Central Ave 


CINKLOX—Cincinnati Clock & Instrument Co 
ee. Ayo Inc., 13 Crary Ave., Mount Vernon, N. Y 
LARC—Westinghouse Electric Corp., Lamp Div 
CIRCLE AIR—Paley Manufacturing Corp. 
CIRCLE B—Vocaline Company of America, Inc. 
Circle F Mfg. Co., 720 Monmouth St., Trenton 4, N. J 
CIRCLE W—Westinghouse Electric Corp. 
a oe a — Corp., 5500 Maspeth Ave., 
CIRCOMAT United § States Rubber Co. 
CIRCULAIR—Kisco Company, Inc. 
CIRCULATAIRE—Corlett-Turner Co. 
CIRCULUX—Garden City Plating & Mfg. Co 
CIRKLAIR—Folsom Company, Inc 
Clare & Co., C. P., 4719 West Sunnyside Ave., 
30, Illinois 
CLAREMONT—Lightolier, Inc. 
CLARK—Champion Cable Co. 
Clark Co., George P., 56 Canal St., 
Connecticut 
~— Controller Co., 1146 East 152 St. 
hio 
Clark Division-—see McGraw Electric Co 
Clark Equipment Co., Industrial Truck Div., 
Creek, Michigan 
Clarke Sanding Machine Co., 
Muskegon, Michigan 
CLEARSITE—-Economy Fuse & Manufacturing Co 
CLEARVIEW — Schaefer, Inc. 
Clement Electric Company, 223 Erie St 
Rapids 2. Michigan 
Clements Mfg. Co., 
Chicago 33, IIlinois 
Clemson Bros., Inc., Middletown, New York 
Cleveland Commutator Div.—see Borg-Warner Corp 
Cleveland Crane & Engineering Co., Wickliffe, Ohio 
Cleveland Heater Co., 2310 Superior Ave., Cleveland 
14, Ohio 
gang Tramrail 
ing 
Cleveland “Trencher Co., 20100 St. Clair Ave., 
17, Ohio 
Cleveland Worm & Gear Co., 
Cleveland 4, Ohio 
Clifton Conduit Co., Inc., 
J. 


Chicago 


Windsor Lock: 


, Cleveland 10 


Battle 
30 East Clay Ave 


, N. W., Grand 
6650 South Narragansett Ave 


see Cleveland Crane & Engineer 
Cleveland 
3249 East 80th St 


75 Montgomery St., Jeresy 


City 

Clifton Manufacturing Co. Inc., 
Massachusetts 

CLIFTX—Clifton Conduit Co., Inc 

CLIMAX—Glade Mfg. Co 

CLIPPER—Cincinnati Time Recorder Co 

CLIPPER—Trade-Wind Motorfans, Inc 

Clipper Manufacturing Co., 2800 Warwick, Kansas City 
8, Missouri 

CLOSETEER—-Sun Kraft Health Products, Inc 

CLOSTEMP—Westinghouse Electric Corp 

CLUSTERETTES—Benjamin Electric Mfg. Co. 

COAXITUBE—Precision Tube Co., Inc. 

COCO—Coil Company of America, Inc 

Code Products Corp., 214 Kalos St., 
Pennsylvania 

COFFEE-HOT—-Supreme Elect. Products Co. 

Coffing Hoist Company, 800 Walter St., Danville, II! 

COG-BELT—Dayton Rubber Co. 

Coil Company of America, Inc., 48 Perry St. 
New Jersey 

COIL-FLEX—Ideal Industries, Inc 

COLDCOTE—Anaconda Wire & Cable Co. 

Coleman, Allan J., 120 West Illinois St., 
Illinois 

COLLEGIAN—Industrial Lamp Corp. 

COLLIERY KING—Boston Woven Hose & Rubber Co 

Colonial Electric Products, Inc., 1-115 Market St., 
East Paterson, New Jersey 

Colonial-Premier Co., 466 West Superior St 
10. Iilinois 

COLOR BAND—Midget Heater & Specialty Co 

COLORTOP—tTrico Fuse Manufacturing Co. 

COLOVOLT—Pollak Luminescent Corp. 

COLUMBIA—-Speidel Elevator Corp. 

Columbia Broadcasting System, Inc., CBS-Hytron Div 
100 Endicott St., Danvers, Massachusetts 

Columbia Cable & Electric Corp., 255 Chestnut St 
Brooklyn 8, New York 

Columbia Electric & Manufacturing Co., 
Fancher Way, Spokane, Washington 

COLUMBIA-FLEX—Columbia Cable & Electric Corp 

Columbia Metal Box Co., 260 East 143 St., New York 


51, New York 
Columbia Nut & Bolt Co., Inc., 945 Main St., 
2850 Irving Park Rd 


Mattapan, Boston 26 


Philadelphia 28 


Closter 


Chicago 10 


Chicago 


North 2310 


Bridge - 
port 3, Connecticut 
Columbia Wire & Supply Co., 
Chicago 18, Illinois 
Columbian Vise & Mfg. Co., 
Cleveland 4, Ohio 
COM—Wing Mfg. Co., L. J 
COMBINE—Johnson Beltina Co., Inc 
COMET—Chishoim-Moore Hoist Corp 
COMET—Standard Electric Co., Inc 
C°MECE—Mine Safety Appliances Co 
COMFORT CONTROL-—A-P Controls Corp 
COMM-0-LECTRIC—Commonwealth Electric & Mfg. Co 
COMMANDER—Fairbanks Co. 
Commander Mfg. Co., 4225 West Kinzie, Chicago 24 
Illinois 
COMMERCIAL—White Mountain Freezer Co. Inc 
Commercial Enclosed Fuse Co., 6812 Polk St., Gutten- 
berg, New Jersey 
Commercial Plastic "cn. 2812 West North Ave., Chi- 
cago 47, Iilinois 
COMMODORE—Wakefield Brass Co., F. 
Commonwealth Electric & Mfg. Co., 
Boston 25, Massachusetts 
Communication Measurements Lab., Inc., 
Ave, Plainfield, New Jersey 
COMMUNICATOR—Godfrey Manufacturing Co 
COMPACK—General Cable Corp. 


9021 Bessemer Ave 


Ww 
83 Boston St 
350 Leland 
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COMPANY AND TRADE NAME DIRECTORY 


Transformer Wor 220 Nadeau Le Den El Equipment Co.—see Electric Cord Company 
Angeles 1, Californiz EWSHEATH-—Anaconda Wire & Cable Co 
ROCKER-WHEELER i m DEODOR-LITE—-Sanitron, Inc 
ROLITE—Crowley Co f Dependable Electric Mfg. Co., 18 Johnsor 
ROMAG—Crowley Co. | t n 6, N. Y 
e-Hinds Cc W Seventt I t DCP BY——Day 
) Ne mond-Steg 
UO. Box 


MAT 
OMATI 


Somer 


Indiana 
Grand Ave 


wick St Van 
534 La 
N.E Canton 


Dale Proc 


Electric Heating ( 11 Goodhue S len Bieenaciir 07 Ez t., Dayton 2 


Sach asett Ohio 
merrite « we p10e Dings Brake ] ee Dings Magnetic Separator Ce 
AMA ther ee Dings Magnetic Separator ( t Elect 
\N JS—Boston Woven é tubber Ave wall Sage ¥ 
Dana Fan & Blower Corp., 3501 Colerair ( eh meee SB, WISCONeIN 
’ Lf idelity Chemical Product 
 ghati 23, Ohic DIRECTOLITE—Line Material C¢ 
ARAY—-Lightolier, Inc DIRECTORAY—Salton Manufa 
Jarley & Co., W. S 810 W } Siva DISC-PAK.—Alsop Engineering Co 
ne _ - DISCUS—Curtis Lighting, Inc 
DAVENPORT—Magnetic Engineer Dishmaid Inc., 2401 Carnegie Ave., Cleveland, Ohi 
vee ; Fan Company, 213 Califor at vewt os DISPOSALL—-General Electri Company Major Ag 
lassachusett pliance Div 
Lighting, Inc Su lwe v > . Disston & Sor Inc Henry, Unruh & Milnor Streets, 
Tacony, Philadelphia 35 1 
DIVCO—-Division Lead Company 
DIVIDOHM—Ohmite Manufacturing Co 
Division Lead Company, 7742 West 61 Place, Summit 
Iitinoi 
DIXIE MAID—Southern Electric Product 
DO-ALL-——Wodack Electric Tool Corp 
DoAll Company, 254 North Laurel Ave D Plaine 


Illinois 


Sulli 


4 


Manufacturir 
Ohio 
& Manufacturir 
Ohic 
( ‘ 03.42 Doane Co., L. C., 10 New City St., Essex, Connecticut 
; } , vO., 2I%6 ’ Dockson Corp., 3839 Wabash Ave., Detroit 8, Michigan 
ORONA n Compar ’ . i , * Doerr Electric Corp., 510 North Fourth Ave., Cedar 
CORONADO—-Beam Manuf g sae . 10 hates Mena lee a. cv burg, Wisconsin 
CORONET. 9, Ir sey aie ats a acer 4 DOLLY MADISON—Porter Corp., J. E 
COROPRENE ne FROST IT a Para vd "c “> Dolph Co., John C., New Rd., Monmouth Junction, N. J 
po he — 7 DE-10N ; Westinaho : Stactcie. DOMESTIC— White Mountain Freezer Co. In 
Westinghou c Corp —* . wee Sreuert 6 i > £ im St.. Mansfield, Ohio 
~ ITE DE-LUX Chishe der C - seeaeits a Dominion Electric Corp., 150 Elm S ansfie 
CORRECTAL ITE nC phane . JXE chisholm-Ryd . Dongan Electric Manufacturing Co., 2980 Franklin St 
— Ohm ae Manufacturing OU NEAN —Solar Light Mfa. ¢ Detroit 7, Michigan 
C R “~ pareve . — Dean Hill Pump Co. In A( 0 East 16 St Indianapo- DONUT—Associated Research Inc 
uch Company, Ir s ington ot sort! lis 7, Indiana : j DONWOOD—Sierra Electric & Manufacturing Co 
. DERONAIRE—Westinghouse Elec. Cor (Appliance Div.) Dorby Company, Room 1106-A Merchandise Mart 
5225 We Electric Ave., DeBothezat Fans D “ ~ Posten nn M en r p bee Chicago 54, Illinois 
COVERLITE_-S ~ m c Inc , . Dormeyer Industries, 3418 Milwaukee Ave Chicago 
VOVERL Steber Manufacturing Co Decatur P Ce 750 Nel ” tur 70 41, IIlinoi 
COZY GLOW-—Westinghouse “ht Ang Se —-vall ump Co., 2750 Nelson Park Rd., Decatur ) Dow Corning Corp., Midland, Michigan 
COZY-LITE ~Swivelier o., Inc. DECO—Dumont Electric Corp Doyle Company, J. E., 1220 West Sixth St., Cleveland 
CRABLOK—Burndy Engineering Company, Inc. DEEP CLEAN—Scovill Manufacturing Co. Hamilton 13, Ohio 
CRAFTLITE—-Paramount Industrie Inc Beach Co. Dis . or oe Doyle Vacuum Cleaner Co., 225 Stevens St., S. W 
Cramer Co Inc R. W Box 54, Centerbrook, Con- Deepf " Aor an D A Grand Rapids 2, Michigan 
) eepfreeze nce Div ee Motor Prod C Gran api V } 
necticut rir Conditioning Co 1069 Hie mee a Drachenburg Products Mfg. Co., 23600 Harper Ave 
Crescent Insulated Wire & Cat Ce 319 North Olde acing Ohio , . . St. Claire Shore, Macomb County, Michigan 
Ave., Trenton 5, New Jersey Works. 124 B ker St.. N Ve DRACO-——Versen Com Kurt 
. Ms VEIL ! Works sleec St New York ompany, ur 
Crescent 0! Co., 216 Harrise St Jamestown 4 ew York rk 12, DRACO-CU—Versen Company, Kurt 
New York 7 DEKORM-—Moore & Co., Samuel DREADNAUGHT— Metalcraft Products Co., Inc 
escent Truck Company, 1035 Willow St., Lebanor DEKORON—-Republic Steel Corp., Steel & Tubes Div DREADNAUGHT—New Haven Quilt & Pad Co., Ir 
Pennsylvania DELCO DAYTON—General Motors Corp., Delco Prod- DREADNAUGHT——Wall Manufacturing Co., P 
CRESCORD—Crescent Insulated Wire & Cable Co ucts Div DRI-MASTER—Radiant Heater Corp 
CRESFLEX—Crescent Insulated Wire & Cable Co Delco Products Div ee General Motors Corp DRIAIR—New Jersey Meter Co 
CRESTOLOY—Crescent Too! Co DELTAMAX—Arnold Engineering Co DRITHERM—North American Electric Lamp Co 
CRESTON MODERNIZER—-Puritan Lighting Fixture Co Deming Company, South Broadway, Salem, Ohio DRIVE-ALL—-Hunter Sales Co. Inc., R. N 
CRIMPIT—Burndy Engineering Company, Inc Dempster Mill Mfg. Co., 711 South Sixth St., Beatrice, Drive-All Manufacturing Co., 3400 Conner Ave., Detroit 
Crise Controls Div.—see Acro Mfg. Co Nebraska 15, Michigan 


Cr 
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COMPANY AND TRADE NAME DIRECTORY 


DRIVE-IT—Powder Power Tool Corp. 

Driver Co., Wilbur B., 150 Riverside Ave., Newark 8, 
New Jersey 

Driver-Harris Company, 201 Middlesex St., Harrison, 
New Jersey 

DRY KOOL—United Refrigerator Co. 

Dry-R-X Company, 5521 Code Ave., Minneapolis 10, 
Minnesota 

Dryden Rubber Div.—see Sheller Manufacturing Corp. 

DRYERETTE—-Hoyt Manufacturing Corp 

Dryomatic Corp., 812 North Fairfax St., Alexandria, 
Virginia 

DUA-LITE--Curtis Lighting, Inc. 

DUAL HEAT—Jensen Specialties, Inc 

DUALARC—Electric Arc Inc 

DUALCOTE—-Walker Brothers 

DUALITER-—Duro-Test Corp 

DUCODUCT—Insulated Duct & Cable Co 

DUCTSTAT—-Minneapolis-Honeywell Regulator Co. 

Duff-Norton Manufacturing Co., 2708 Preble Ave., 
Pittsburgh 34, Pennsylvania 

DuKane Corp., 200 North llth, St. Charles, Illinois 

Dulane Inc., 1900 River Rd., River Grove, {Ilinois 

Dumont Electric Corp., 308 Dyckman St., New York 34, 
New York 

DuMont Laboratories Inc., Allen B., 
Ave., Clifton, New Jersey 

Dumore Co., 1300-17 St., Racine, Wisconsin 

Duncan Electric Mfg. Co., Lafayette, Indiana 

DUNCO—Struthers Dunn, Inc 

Dunton Co., M. W., 7 Goff St., Providence 1, Rhode 
Island 

DUO-DRI—Hoyt Manufacturing Corp 

DUO-FRAME—Day-Brite Lighting, Inc 

DUO-LUX—-Westinghouse Electric Corp., Lighting Div. 

DUC SERVICE—Benjamin Electric Mfa. Co 

DUPLEX—New Jersey Fire Alarm Co. Inc 

Duplex Clock Co., Inc., 29 Cherry Ave., 
Connecticut 

DUPY—INET, Inc 

DURA-TIP.—-Hunter Sales Co., Inc 

DUPAPI! T—Waring Products Corp 

DUPAS! F—-Seaner Carbon Co 

DIIRACONE Anaconda Wire & Cable Co 

DURACOPN.-Anacorda Wire & Cable Co 

DURAGARNE—Pvrene Manufacturing Co 

Durakoo!, Inc., 1010 North Main St., Elkhart, Indiana 

DUT ALINE—Anacorda Wire & Cable Co 

Durant Manufacturing Co., 1929 North Buffum St., 
Milwaukee 1, Wicransin 

DURAPRENE—Anaronda Wire & Cable Co 

DURASFAL-—Anaronda Wire & Cable Co 

DURASHEATH—Anaconda Wire & Cable Co. 

DUREX—Dwuro-Test Corn 

DUREX—General Lead Batteries Co 

DURO—Multi-Products Manufacturing Co. 

DURO—Schwartz Relting Co 

DURO-BRACE—Allis-Cha'mers Manufacturing Co 

Duro-Test Corp., 2321 Hudson Bivd., North Bergen, 
New Jersey 

DUROC—Scranton Battery Corp. 

DUROLIER—Duro-Test Corp. 

DUSTFOE—Mine Safety Appliances Co. 

DUSTUBE-——American Wheelabrator & Equipment Corp. 

DUTCH BOY—National Lead Company 

DUTCH BRAND—Van Cleef Bros., Inc. 

DUTRAX—Anaconda Wire & Cable Co. 

DUXBAK—Schieren Co., Chas. A 

DUXSEAL—VJohns-Manville 

DYNA—Savage Arms Corporation 

DYNA CHIEF—Savage Arms Corp. 

DYNA-FLASH—Milwaukee Electric Tool Corp. 

DYNA MASTER—Savage Arms Corp. 

DYNAFAN—Mimar Products. Inc 

DYNAFLOW—South Bend Air Products, Inc. 

DYNALITE—Mitchell Manufacturing Co. 

DYNAMASTER—Bristol Company 

DYNAMIC DUAL DRIVE—Peelle Co 

DYNAPRENE—Blake Company, Whitney 

DYNASET—Telex, Inc 

DYNATRAN—Sola Electric Co. 

DYNATROL—Sciaky Bros., Inc 

DYNETRIC—Westinghouse Electric Corp 

DYNOGRAPH—Annis Company, R. B 


760 Bloomfield 


Waterbury 4, 


, RN 


ECC—Electronic Control Corp 

E. C. & M.— Electric Controller & Mfg 

ECO—Economy Fuse & Manufacturing Co. 

EF—Electric Furnace Co. 

EL—-Dayton Rubber Co 

E-LITE—Guth Company, Edwin F. 

EMC——Howard Industries, Inc. 

EMD—Wing Mfg. Co., L. J. 

EML—Howard Industries, Inc. 

E-N-——Electro-Nite Carbon Company 

ETC, Inc., 1549 Lake St., Niles 1, Mich. 

ETL—Electrical Testing Laboratories, Inc 

E-Z—Gaines-Collins Co., Quijada Tool Div. 

EZ.—Henderson Electric Co 

E-Z-—National Electric Products Corp. 

E-Z—Penn-Union Electric Corp 

E-Z—Western Lithograph Co., Westline Products Div. 

E-Z STRIPPER—Ideal Industries, Inc 

EZ SWINGING—<Acme Lite Products Co. 

EAGLE—Champion Cable Co. 

EAGLE—Four Wheel Drive Auto Co. 

Eagle Electric Mfg. Co., Inc., 23-10 Bridge Plaza South, 
Long Island City 1, New York 

Eagle Manufacturing Co., 3508 Avalon Bivd., Los 
Angeles 11, California 

Earle Gear & Machine Co., 4707 Stenton Ave., Phila- 
deiphia 44, Pennsylvania 


Early Co., Edward E., 1129 Fifth St., N. W., Canton 3, 
h 


Ohio 

Eastern Chain Wks. Inc., 309 East 22 St., New York 10, 
New York 

Eastern Industries Inc., Automatic Signal Div., Regent 
t., East Norwalk, Connecticut 

Eastern Lighting Products Corp., 
Brooklyn 33, New York 

Eastern Metal of Elmira, Inc., 
Elmira Heights, New York 

Eastern Metal Products Co., 8 Depot Square, Tuckahoe 
7, New York 

Eastern Specialty Co., 3617 N. 8th St., Phila. 40, 
Pa 

Eastern Tube & Tool Co., Inc 
Cable Corp 

EASY DRIVE—Thiel Tool & Engineering Co. Inc. 

EASY FLEX—Progressive Welder Sales Co. 

EASY ON—Thiel Tool & Engineering Co. Inc. 

Easy Washing Machine Corp., Solar, Spencer & Clinton 
Sts., Syracuse 1, New York 

Ebco Manufacturing Co., 401 West Town St., Columbus 
8, Ohio 

Ebert Electronics Co., 185-09 Jamaica Ave., Hollis 7, 
New York 

ECON-—Economy Fuse & Manufacturing Co. 

ECON-0-MATIC—American Pulley Co. 

Economy Engineering Company, 4511 West Lake St., 
Chicago 24, Illinois 

Economy Fuse & Manufacturing Co., 2717 North Green- 
view Ave., Chicago 14, Illinois 

EDCO—Eynon-Dakin Co. 

Edco International Corp., 9993 Broadstreet, Detroit 4, 
Michigan 

EDGE RAY—Curtis Lighting, Inc. 

Edison, Inc., Thomas A., Edison Storage Battery Div., 
West Orange, New Jersey 

Edison, Inc., Thomas A., 
Bloomfield, New Jersey 

EDUCATOR—-Lighting Products, Inc. 

Edwards Co., Inc., Post Road, Norwalk, Conn. 

EEPCO—Electro Engineering Products Co., In 

EFCOR—-Electrical Fittings Corp 

EFCORLET—Electrical Fittings Corp. 

Efficiency Electric & Mfg. Co., Park Ave. Ext., Box 30, 
East Palestine, Ohio 

Eicor, Inc., 514 West Walnut St., Oglesby, Illinois 

EIMAC—Eitel-McCullough, Inc. 

Eitel-McCullough, Inc., 798 San Mateo Ave., San 
Bruno, California 

Eitzen Co., Louis C., 17 West 60 St., New York 23, 
New York 

EJECTO-VAC—Continental Car-Na-Var Corp. 

El Ray Motor Co., Inc., 11747 Vose St., North Holly- 
wood, California 

El-Tronics Inc., 437 North Fifth St., 
Pennsylvania 

FLECTR-0-LINE—Minneapolis-Honeywell Regulator Co 

Electra Protection Co. Inc., 11 North Pearl St., 
Albany 7, New York 

FLECTRAHOT—Dominion Electric Corp. 

Electrend Products Corp., St. Joseph 2, Michigan 

Electri-Cord Manufacturing Co. Inc., 236-40 Eldridge 
St., New York 2, New York 

Electric Arc Inc., 152 Jelliff Ave., Newark 8, New 


Jerse 
Auto-Lite Co., Toledo 1, 


Electric 
Ohio 

Electric Blower Company, 352 Atlantic Ave., Boston 10, 
Massachusetts 

Electric Controller & Mfg. Co., 2700 East 79 St., 
Cleveland 4, Ohio 

Electric Cord Company, 195 William St., New York 38 
New York 

FLECTRIC DOORMAN—Electric Power Door Co. 

Electric Fish Screen Co., 1130 North Poinsettia PI., 
Hollywood 46, California 

ELECTRIC FLOWER—Aerolux Light Corp. 

clectric Furnace Co., West Wilson St., Salem, Ohio 

Electric Hotpack Co. Inc., Cottman Ave. at Melrose 
St., Philadelphia 35, Pennsylvania 

ELECTRIC JANITOR—Minneapolis-Honeywell Regulator 
‘0 


15 Somers St., 
130 Harrison St., 


see Ettco Wire & 


Primary Battery Division 


Philadelphia, 


Champlain St., 


Electric Machinery Mfg. Co., 800 Central Ave., Minne- 
apolis 13, Minnesota 

Electric Motors & Specialties, Inc., King & Hamsher 
Sts., Garrett, Indiana 

Electric Panelboard Co., 426 Exchange St., Rochester 8, 
New York 

Electric Parts Corp., 2525 West Moffat St., Chicago 
47, Illinois 

Electric Power Door Co., 2127 East Lake St., Minne- 
apolis 7, Minnesota 

Electric Power Plants Corp., Buffalo St., Cadiz, Ohio 

Electric Products Co., 1725 Clarkstone Rd., Cleveland 
12, Ohio 

Electric Service Co., Inc., 5331 Hetzel St., Cincinnati 
27, Ohio 

Electric Service 
Joliet, Illinois 

Electric Service Manufacturing Company, 17th & Cam- 
bria Streets, Philadeiphia 32, Pennsylvania 

Electric Service Systems, Inc., 1330 Quincy St., N. E., 
Minneanolis 13, Minnesota 

Electric Soldering Iron Co., Inc., West Elm St., Deep 
River, Connecticut 

353 Britain 


Electric Specialties Co., 
Electric Specialty Co., 211 South St., Stamford, Con- 


Engineering Co., 10 Third Ave., 


Ave., Benton 
Harbor, Michigan 
necticut 

Electric Storage Battery ‘o., 42 South 15th St., 
Philadelphia 2, Pennsyiv. nia 

Electric Switch Corp., Bor 306, Columbus, Indiana 

Electric Tachometer Corn, 2218 Vine St., Philadel- 
phia 3, Pennsylvania 

Electrical Assemblies, Inc., 411 North Griffin, Grand 
Haven, Michigan 


Electrical Engineers Equipment Co., 25th & Division 
St., Melrose Park, Illinois 

Electrical Facilities, Inc., 4224 Holden St., Oakland 
8, California 

Electrical Fittings Corp., 37-50 57th St., Woodside, 
New York 

Electrical Mfg. Co., Box 217, Battle Creek, Michigan 

Electrical Testing Laboratories, Inc., 2 East End Ave., 
New York 21, New York 

ELECTRICTUBE—Mark & Co., Clayton 

ELECTRIFUGAL—Allis-Chalmers Manufacturing Co. 

Electrigias Corp., New Bridge Rd., Bergenfield, New 
Jersey 

ELECTRIX—United States Rubber Co. 

Electro-Cap Div.—see Acme Electronics, Inc 

ty yg Co., 3812 West 150 St., Cleveland 
11, Ohio 

Electro Dynamic Div.—see General Dynamics Corp 

Electro Engineering Products Co., Inc., 609 West Lake 
“t., Chicago 6, Illinois 

—— Engineering Works, 6021 College Ave., Oakland 
8, Calif. 

ELECTRO FLOW—Super Flow Solder Co., Inc. 

ELECTRO-GLOW—-Industrial Devices, Inc 

Electro-Graphic Graver Co., Toledo Factories 
Toledo 2, Ohio 

Electro Lift, Inc., 30 Church St., New York 7, New 
York 

Electro Mfg. Corp.—see Electro-Silv-A-King Corp. 

ELECTRO-MATIC—Eastern Industries, Inc., Automatic 
Signal Div 

Electro-Mechanical Instrument Co., 812 Chestnut St., 
Perkasie, Pennsylvania 

Electro-Nite Carbon Company, 1133-41 East Columbia 
Ave., Philadelphia 25, Pennsylvania 


Bidg., 


Belleville, 


Corp., Plaines, 


Electro Rust-Proofing Corp., 1 Main St., 
New Jersey 
Electro-Seal 946 North Ave. Des 
Illinois 
Electro Silv-A-King Corp., 2000 West Fulton St., 
Chicago 12, Illinois 
Electro Switch Corp., 167 King Ave., Weymouth 88, 
Massachusetts 
Electro-Technical Products Div.—see Sun Chemical 
Corp. 
ELECTROCAM—Westinghouse Electric Corp. 
Electrocap Mold Co., Nelson & E. Carson, Pittsburgh, 


a. 
Electrocuting Fly Screen Div.—see Detien Corp 
ELECTROLETS—Killark Electric Mfg. Co 
ELECTROMATIC—National Time & Signal Corp. 
Electromode Corp., 45 Crouch St., Rochester 3, New 


York 

Electronic Control Corp., 1573 East Forest Ave., 
Detroit 7, Michigan 

Electronic Engr. Company of California, 180 South 
Alvarado St., Los Angeles 4, California 

Electronic Measurements Co., Inc., Lewis St. & Maple 
Ave., Eatontown, New Jersey 

Electronic Mechanics, Inc., 101 Clifton Bvid., Clifton, 
New Jersey 

Electronic Transformer Co., 207 West 25th St., New 
York 1, New York 

ELECTRONIK—Minneapolis-Honeywell Regulator Co. 

Electrons, Inc., 127 Sussex Ave., Newark 3, New 
Jerse’ 

ELECTROPULT—Westinghouse Electric Corp 

Electrovent Fan & Mfg. Co., 812 West Lake St., 
Chicago 7, Illinois 

ELECTROX—Schauer Mfg. Corp. 

ELECTRUNITE—Republic Steel Corp., Steel & Tubes 


Div 
ELEMEX—Line Material Co. 
ELEPHANT BRAND—Phosphor Bronze Corp. 
ELFURNO—Electric Furnace Co. 
Elgo Shutter & Mfg. Co., 2738 West Warren Ave., 
Detroit 8, Michigan 
ELIED—Farrelloy Company 
Elite Glass Co., 111 West 22 St., 
w York 
ener Products Co., 323 West 16th St., New York 11, 
New York 
Elkington Manufacturing Co., 461 South Van Ness 
Ave., San Francisco 3, California 
Ellanar Chemical Co., 2308 Oakton St., 
Illinois 
Elliott Company, Jeannette, Pennsylvania ; 
Elliott Manufacturing Co., 251 Prospect Ave., Bing- 
hamton, New York 
Elmenco Products Company, 103 Lafayette St., New 
York 13, New — C 
PECO—Roller-Smit ‘orp. ; 
aon Corp., 2900 Cormany Ave., Cincinnati 25, Ohio 
ELSCO—Waveland Electric Co. ; 
Elwell-Parker Electric Co., 4159 St. Clair 
Cleveland 3, Ohio p 
——Ender-Monarch Corp. 

Sooraiite Company, Inc., 38-40-42 Warren St., New 
York 7, New York 
Emerson Electric Manufacturing Co., 8100 Florissant 
Ave., St. Louis 21, Missouri : 
Emerson Electric Mfg. Co., U. S. Electrical Tool Div., 

1050 Findlay St., Cincinnati 14, Ohio 
EMILY—Porcelain Products, Inc. 
EMPIRE—American Radiator & Standard Sanitary 

Corp. 

EMPIRE—WMica Insulator Co. 
Empire Corp., 133 East Greenfield Ave., Milwaukee 4, 

Wisconsin 
Empire Ironer, Inc.—see Empire Products, Inc., Cam- 

Lok Div. 

Empire Milking Machine Co.—see Esco Cabinet Co. 
Empire Products Inc., Cam-Lok Div., 9051 Blue Ash 

Rd., Box 98, Cincinnati 36, Ohio 
Empire Switchboard Co., Inc., 810 Fourth Ave., Brook- 

lyn 32, New York 
Empire Wire & Cable Co., Penn Yan, New York 


New York 11, 


Evanston, 


Ave., 
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ENAMELITE—Republic Steel Corp., Steel & Tubes Div. 
ENAMELKOTE—Mark & Co., Clayton 
Ender Mfg. Corp.—see Ender-Monarch Corp. 
Ender-Monarch Corp., 50 Sylvester St., Westbury, New 
York 
ENDURITE—Crescent Insulated Wire & Cable Co. 
Energy Elevator Co., 214 New St., Philadelphia 6, 
Pennsylvania 
Engelhard Inc., Charles, 
ark, New Jersey 
ENRUP—United States Rubber Co. 
ENTERITE—Generai Cable Corp. 
EONITE—United States Rubber Co 
Epco — onics, Inc., 140 Liberty St., 
New York 
EQUALOAD—Keystone Carbon 
Eraser Co., Inc., 1068 So. 
N. Y 


850 Passaic Ave., East New- 


New York 6. 


Co. 
Clinton St., 


Erickson Power Lift Trucks, Inc., 1401 
Marshall St., Minneapolis 13, Minnesota 

Erickson Specialty Co., 10 Cayuga St., Cohoes, New 
York 

Erico Products, Inc 
hio 

Ericson Manufacturing Co., 
3, Ohio 

Erie Resistor Corp., 644 West 12th St., Erie 
vania 

ESCALIFT—Shepard Elevator Co 

ESCO-——Electro Switch Corp. 

Esco Cabinet Co., East Biddle St., 
Pennsylvania 

Esco Chain Works, Inc.—see Eastern Chain Wks. Inc 

ESCORTS—Stevens Appliance Truck Co 

ESECO—Electric Service Engineering Co 

ESICO—lectric Soldering Iron Co., Inc 

ESKIMO—Porter Corp., J 

Ess Instrument Co., 96 South Washington Ave. 
field, New Jersey 

ESS SPECIALTY CORP.— see Ess Instrument Co 

ESSANAY—Pyrene Manufacturing Co 

ESSCO—Electric Service Manufacturing Company 

Essex Wire Corp., 1601 Wall St., Fort Wayne 6, 
Indiana 

Essex Wire Corp., Paranite Wire & Cable Div., 
Wall St., Fort Wayne 6, Indiana 

Esterline-Angus Co., Inc., P. 0. Box 596, 
6, Indiana 

Estes & Sons, E. B., 
New York 

ESTROLITE—Line Material Co. 

ETCOVITE—ETC, Inc 

Ettco Wire & Cable Corp 
lyn 37, N. Y. 

Euclid Electric & Mfg. Co., 
Ohio 

EUREKA—Morse Company, Frank W. 

EVANOHM—Driver Co., Wilbur B 

Evans & Co., 412 Trumbull St Elizabeth, N. J 

EVER-LOK—Russell & Stoll Company, Inc. 

EVERDUR—American Brass Co. 

EVEREADY—National Carbon Co 

Everhot Manufacturing Co., 57 South 19th Ave., May- 
wood, Illinois 

EVERLASTING—Harper Co., H. M. 

EVERLITE—Curtis Development & Mfg. Co. 

EVERLOCK—Thompson-Bremer & Co. 

EVERSHARP—Midwest Mower Corp. 

Everson Electric Co., 1126 Union Bivd., 
Pennsylvania 

EXACTROL—Still-Man Company 

EXBROOK—American Radiator 
Corp 

Excel Fuse Company, 117 West Erie St., 
Pennsylvania 

EXCELLITE—Line Material Co 

Excello Battery Co., P. 0. Box 1597, Colunibus, Georgia 

Excelsior Leather Washer Mfg. Co., Inc., 720-730 
Chestnut St., Rockford, Illinois 

EXECTROX—Schauer Manufacturing Corp 

Executone, Inc., 415 Lexington Ave., New York 17 
New York 

EXIDE—Electric Storage Battery Co 

EXPLOSIMETER—Mine Safety Appliances Co. 

Eynon-Dakin Co., 9900 Freeland Ave., Detroit 27 
Michigan 

Eypper & Co., 
New York 


Syracuse 4 


Northeast 


, 2070 East 61 Place, Cleveland 3 


5209 Euclid Ave., Cleveland 


Pennsyl- 


West Chester 


, Bergen- 


1601 
Indianapolis 


100 Fifth Ave., New York 11 


75 Underdonk Ave., Brook- 


50 Edwards St., Madison 


Allentown 


& Standard Sanitary 
Pittsburgh 12, 


350 Fifth Ave., R. 2509, New York 1, 


FA—Adam Electric Co., Frank 

F. A. B. Manufacturing Co 
land 8, California 

FHP—Dayton Rubber Co 

FR—Anaconda Wire & Cable Co 

F-3—Anaconda Wire & Cable Co 

F & W—Flint & Walling Manufacturing Co., Inc 

FWD—Fluorescent Wiring Devices Inc 

FWD—Four Wheel Drive Auto Co 

FABCO—-F. A. B. Manufacturing Co 

Fafnir Bearing Co., 37 Booth St., 
necticut 

FAHRENHEITOR—Chemex Corp. 

Fair Play Mfg. Co., 73 Thayer Rd 
lowa 

Fairbanks Co., 393 Lafayette St. New York 3. N. Y 

Fairbanks, Morse & Co., 600 South Michigan Ave., 
Chicago, Illinois 

Fairchild Camera & Instrument Corp., 
tries Div., 110 Main St., Burlington, 

FAIRLEADERS—Berry Co., William B. 


1249—67th. St., Oak- 


New Britain, Con- 


Des Moines 15, 


Fairchild Indus- 
Vermont 
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Falcon Equipment Co., 13th St., New Brighton, Penn- 
sylvania 

Faik Corp., 3001 West Canal St., 
consin 

Falls Products Inc., Genoa, Illinois 

FARADOID—Westinghouse Electric Corp 

Farber Inc., S. W., 415 Bruckner Blvd., 
New York 

FARBERWARE—Farber Inc., S. W 

939 Main Street, 


Milwaukee 8, Wis- 


New York 54, 


FARCO—Farrelloy Company 
Fargo Mfg. Company, Inc. 
keepsie, New York 
Faries Div.—see General Lamps Mfg. Corp 
FARMBILT—Heatrite, Inc. 
FARMOTOR—Westinghouse Electric Corp 
FARMSTARTER—Westinghouse Electric Corp 
Farrelloy Company, 1245 North 26 St., Philadelphia 
21, Pennsylvania 
FARVAL—Cleveland Worm & Gear Co. 
Faspray Corporation, 116 Chestnut St., 
New Jersey 
Fast & Co., John E., 
41, Illinois 
FASTFOME—Pyrene Manufacturing Co 
FASTHOLD—Mitchell-Rand Insulation Co 
FAULTFINDER—Parr Electric Co 
FAXFILM—Brush Electronics Co 
FEATHERWEIGHT—Wing Mfg. Co., L. J 
FEDERAL—Dillin Organization, Frank W. 
Federal Electric Products Co., 50 Paris St., 
New Jersey 
Federal Enterprises, Inc., 
Chicago 19, Illinois 
Federal Machine & Welder Co., 


Pough- 


Red Bank, 
3183 North Pulaski Rd., Chicago 


Newark 5 


8726 South State St., 


Overland Ave., Warren, 


hio 

Federal Telephone & Radio Corp., 100 Kingsland Rd., 
Clifton, New Jersey 

Feedrail Corp., 125 Barclay St., New York 7, N. Y 

Feld Corp 1948-2002 . St., St. Louis 3, Missouri 

FEMCO—Fluorescent Equipment & Mfg. Co. 

Fenton-Brewer, Inc., 225 Fifth Ave., New York 10, 
N. Y. 

Fenwal Inc., Pleasant St., Ashland, Massachusetts 

FERHOPE—Magnetic Engineering & Mfg. Co 

FERRAMIC—General Ceramics & Sieatite Corp 

Ferro Electric Products Inc., Kirkland, I!linois 

Ferroxcube Corp. of America, East Bridge St., 
Saugerties, New York 

Ferrubron Metal Paint Co., 
Milwaukee 3, Wisconsin 

FIBRE FORGED—Holo-Krome Screw Corp 

FIBRON—Irvington Varnish & Insulator Co 

Fidelity Chemical Products Corp., 470 Frelinghuysen 
Ave., Newark 5, New Jersey 

Fidelity Machine Company, Inc., 3908-18 
Ave., Philadelphia 24, Pennsylvania 

FILMGRAPH—Miles Reproducer Co. Inc 

Filtrine Manufacturing Co., 55 Lexington Ave., Brook- 
lyn 38, New York 

Finders Manufacturing Co., 
Chicago 15, Illinois 

FIRE-GUN—American-LaFrance-Foamite Corp 

FIREFLY—Northern Light Company 

FIRESTONE—Beam Manufacturing Co. 

Firetox System, Inc., 360 New London Turnpike, 
Glastonbury, Connecticut 

Fischer & Co., R. A., 517 Commercial St., 
California 

FISCHERQUARTZ—Fischer & Co., R. A. 

Fiske Brothers Refining Co., Lubriplate Div., 129 
Lockwood St., Newark 5, New Jersey 

Fitler Co., Edwin H., Devereaux & Milnor Sts. 
delohia 24, Pennsylvania 

FITZ-M-ALL—Mid-West Metal Products Co. 

Fitz Water Wheel Co., Penn St. & Pennsylvania Rail- 
road, Hanover, Pennsylvania 

FLAME-STOP—-Phelps Dodye Copper Products Corp. 

FLAMINGO—-Industrial Lamp Corp. 

FLASH—Phillips Manufacturing Co. Inc. 

FLEETWELD—Lincoin Electric Co. 

Fletcher Manufacturing Co., 302 East Second St., 
Dayton 2, Ohio 

FLEX-A-POWER—General Electric Company, Trumbull 
Electric Dept. 

FLEX-LOC—Lloyd Products Co 

FLEX OAK—Chicago Belting Co 

FLEX-RING—-Smith & Serrell, Inc 

FLEXARC—Westinghouse Electric Corp 

FLEXARM—Art Speciality Co. 

FLEXIFONE—-DuKane Corp. 

FLEXILUGS—Frankel Connector Co 

FLEXITEST—Westinghouse Electric Corp 

FLEXO—Art Specialty Co 

FLEX0-ACTION-——Merkle-Korff Gear Co 

FLEXOLITER-—Duro-Test Corp 

Flexonics Corp., 1315 South Third Ave., 
lilinois 

FLEXPIN—-Smith & Serrell, Inc 

FLEXSHIELD—American Electric Cabie Co 

FLEXSTEEL—National Electric Products Corp. 

FLEXTAN—Chicago Belting Co. 

FLEXTUBE—National Electric Products Corp. 

Flint & Walling Manufacturing Co., Inc., 95 Oak St., 
Kendallville, Indiana 

FLIP-ON—Reliable Electric Co 

FLIPON—Westinghouse Electric Corp. 

Flood City Brass & Electric Co., Messenger & Elder 
Sts., Johnstown, Pennsylvania 

FLOORMASTER—Atlas Floor Surfacing Machinery Corp 

FLOORMASTER—Lewis-Shepard Products, Inc 

Floorola Products, Inc., Tioga St. at Roosevelt Ave., 
York, Pennsylvania 

FLORALITE—Steber Manufacturing Co 

FLOSIG—New Jersey Meter Co 

FLOTE—Gould-National Batteries, Inc. 

Flower Manufacturing Co., D. B., 1217 Spring Garden 
St., Philadelphia 23, Pennsylvania 


528 West Highland Ave 


Frankford 


3669 South Michigan Ave., 


Glendale 3, 


Phila- 


Maywood, 


FLUOR-0-CHEK—Ultra-Violet Products, Inc 
FLUOR-0-TROUGH—Gotham Lighting Corp. 
Fluores-O-Lite Co., Evans Terminal (North Broad St.), 
Hillside 5, New Jersey 
Fluorescent Equipment & Mfg. Co 
Cleveland 27, Ohio 
Fluorescent Wiring Devices Inc., 
Brooklyn 31, New York 
FLUPRESCENT—House-0-Lite Corp 
FLUR-O-LOCK—-Laduby Co., Inc 
FLURO-SPRAY—Duro-Test Corp 
FOAMITE—-American-LaFrance-Foamite Corp 
FOCALITES—<Amplex Corp. 
FOGEL-AIRE—Fogel Refrigerator Co 
Fogel Refrigerator Co., 5400 Eadom St 
37, Pennsylvania 
Foisom Company, Inc 


5105 Cowan Ave 
30 Tiffany Pl., 


Philadelphia 


3104 Oak Lane 
Texas 

FOOD CRAFTER—Westinghouse Elec. Corp 
Div.) 


Dallas 10, 
(Appliance 


Machinery & Chemical Corp 
Port Washington, Wisconsin 
FOOTLIFT—Lewis- Shepard Products, In 
FORCE-FLO—Trane Company 
Ford Steel Products Corp., 45 Division St., 
New York 
Foredom Electric Co 
York 
FOREMAN—Curtis Lighting, Inc 
Formica Co., 4614 Spring Grove Ave., 
Ohio 
FORMLITE—-Gotham Lighting Corp 
FORMVAR—Anaconda Wire & Cable Co 
FORMVAR—Phelps Dodge Copper Products Corp 
Forney Mfg. Co., Box 563, Fort Collins, Colorado 
Forsberg Manufacturing Co., 125 Seaview Ave., 
port 1, Connecticut 
FORWAY—-U. S. Expansion Bolt Co 
Foster Refrigerator Corp., Mill & North Second Sts 
Hudson, New York 
Foster Transformer Co., 
23, Ohio 
FOSTERITE 
Fostoria Pressed Steel Corp., 
Ohio 
FOTA-LITE—Corning Glass Works 
Four Wheel Drive Auto Co., Clintonville, Wisconsin 
FRAHM—-Biddle Co., James 
Framburg & Co., H. A., 3320-3334 West Carroll Ave., 
Chicago 24, Illinois 
France Manufacturing Co 
Ohio 
FRANCEFORMER—France Manufacturing Co 
FRANCKE--Smith & Serreti, Inc 
Francko Electric Fountain Co., 150 Central Park Ave., 
Yonkers 5, New York 
Frankel Connector Co., 
New York 
Frankelite Co., 
Ohio 
Franklin Ejectric Co., Bluffton, 
FREE-VANE— Bristol Company 
Freed, Inc., J. Melvin, Haring Switch Plate Co. Div., 
306 North Fifth St., Perkasie, Pennsylvania 
Freed Transformer Co. Inc., 1718 Weirfield St., 
lyn 27, New York 
Frenchtown Porcelain Co., Trenton, New Jersey 
FRESH-AIR MAKER—Schwitzer-Cummins Co 
Frigid, Inc., 128-168 32 St., Brovklyn 32, New York 
Frigidaire Div.—see General Motors Corp 
FRIGISTAT—Minneapolis-Honeywell Regulator Co 
Frink Corp., 27-01 Bridge Plaza North, Long Island 
City, New York 
FROST—Detijen Corp., Electrocuting Fly Screen Div 
FROST FREE—-Westinghouse Elec. Corp. (Appliance 


Bolens Products 


Tarrytown, 


27 Park Place, New York 7, New 


Cincinnati 32, 


Bridge 


3820 Colerain Ave., Cincinnati 
Westinghouse Electric Corp 


North Main, Fostoria, 


10325 Berea Rd., Cleveland 


27 Vestry St., New York 13, 


1425 Rockwell Ave., Cleveland 14, 


Indiana 


Brook- 


Div.) 
FRYER-CHEF—Dominion Electric Corp 
FRYRYTE—Dulane Inc 
FUL-0-PEP—-Standard Electric Co., Inc 
FULL-0-LITE—Fullerton Manufacturing Corp 
Fullerton Manufacturing Corp., 17 Chestnut St., 
Norwalk. Connecticut 
Fullman Manufacturing Co., 
Latrobe, Pennsylvania 
Fulton Manufacturing Corp 


South 
1209-1215 Jefferson St., 
, 206 Michigan St., 


, Ohio 
FURNACESTAT—Minneapolis-Honeywell 
Furnas Electric Co., Batavia, Illinois 
FUSELITE—Alden Products Co 
FUSETRON.—Bussmann Manufacturing Co 
FUSISTORS & C Electric Company 
Fusite Corp., 6000 Fernview Ave., Cincinnati 13, Ohio 
FUTURA—-Metalcraft Products Co., Inc 
FUTURLITER—Guth Company, Edwin F 
FYBEROID—Wilmington Fibre Specialty Co 
FYR-C°Y—-Fyr-Fyter Company 
Fyr-Fyter Company, 221 Crane St 
FYRE-FREEZ—Kidde & Co. Inc., 


Toledo 


Regulator Co 


Devton 1, Ohio 
Walter 


G 


G-C—-General Cement 

G-H—Girard-Hopkins 

G-K-——Graton & Knight Co 

GRC—Gries Reproducer Corp 

GSF—General Steel Fittings Co. 

G-M Laboratories Inc., 4300 North Knox Ave., 
41, Illinois 

G & W Electric 7780 Dante Ave., 
Chicago 19, Illinois 

Gaines-Collins Co., Quijada Tool Div 
Ave., Los Angeles 32, Calif 

GALVAKOTE—Mark & Co., Clayton 

GALVITE—Republic Steel Corp., Steel & Tubes Div. 


Manufacturing Co 


Chicago 
Specialty Co., 
5474 Alhambra 
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GAMATEK-——Cor ited Engis 9 
Gamewell Co., 1238 Chestnut St f 
64, Ma 
VY 


DEE 


Corp 


Vewtor 


Upper Fall 


ke Departmen 
4 


Major Appliance 
1isv > Kentucky 
neral Ele e ¢ Trumbul Electri 
Woodford Avenu Plainville, Connecticut 
neral Electric Co., Wiring Device Dept., 95 Hathaway 
St., Providence 7, Rhode Island 
neral Electric Co X-Ray Department, 4855 Electri 
Avenue. Milwaukee 1, Wisconsin 
eral Electron Div ee Arcturus Electronics Inc 
eral Etching & Manufacturing ( 3970-3082 West 
Grand Ave., Chicago 22. Iilinoi 
eneral Floorcraft, I 421 Hudson St 
New York 
sneral Hardware Mfq. Ce Ir 0 White St New 
York 13, New York 
*neral Lamps Mfq. Corp., Elwood 
neral Leac Batteries Co Gould 
Aves., Paterson 3, New Jersey 
sneral Liahting Co. I 48 
6, New York 
seneral Liahting Products ( 468 Frelinghuysen Ave 
Newark 5, New Jersey 
‘neral Metal Fabr itor ( erican Larson Ven 
tilating Co 
neral Motors Cort el du Div 
First St Daytor 
General Motors Cory igidaire 00 
Dayton 1, Ohic 
General Motors Corp 
New Jersey 
General 
Ohio 
General Products Cort Union Sprinas, New York 
General Radio Company 275 Massachusett Ave 
Cambridge 39, Massachusetts 
General Steel Fitt 1321 21 St., Racine, Wi 
General Switch 45 Roebling St., Brooklyn 11 
New York 
General Time Corp 
General Transformer ( 
wood, IIlinois 
GENERALITER—-Duro-Test Corp 
GENESCOPE—Simpson Electric Co 
Georator Corp., Box 463, Manassas, Virginia 
Geringer & Sons Mfg. Corp., Peekskill, New York 
Getman Brothers, Manufacturing Div., U. S. Highway 
No. 31, South Haven, Michigan 
GIANT-—Burgess Batterv Company 
GIBRALTAR—Johnson Belting Co. Inc 
GIBSILOY—Gibson Electric Company 
Gibson Electric Company, 8350 Frankstown Ave., 
burgh 21, Pennsylvania 
Gibson Manufacturing Co 
N Atlanta, Georgia 


Department 


New York 14 


Indiana 
& West Railway 


McKibbin St., Brooklyn 


330 East 
Taylor St 


Hyatt Bearings Div Harrison 


Motors Corp Packard Electric Div Warren 


Corp 


Westclox Div., LaSalle 
18240 Harwood Ave 


Illinot 
Home- 


Pitts 


1919 Piedmont Circle 


West William KK. 


Gibs« Refrigerator Co., 515 
sreenvi tie Michigar 
GILMER—-New York Belting & Packing Co 
sILMER-—-Unite States Rubber Co 
GILT EDGE-—-Rhoad: & Sons, J. E 
1000 40th Ave., Oak 
Corp West Hu 


1-Hopkir 


Work 

GOLIATH—Foagel Refrigerat 

2000-All Electric Manufacturing 
St., Ogallala, Nebraska 

200d Manufacturing Cc Inc., 618 Elm 
Chicago 10, IIline 

,00dal!l Manufacturing Corp 
Warrensburg, M uri 
lin Electric & Manufac 
St Burbank, California 

x0tham Lighting Corp 37-01 3lst St 
City 1, New York 

Gould-National Batteries In 67 
Trent ' 

Gould 
York 

CRA-LARB Dimco-Gray Company 

GRAD-U-RELAY—M inneapolis-Honeywell 

Graham Transmissions Inc 


434-438 East Market St 


turing C 2921 West Olive 


Long Island 
Calhoun St 


Pump | sneca Fall New 


Regulator Co 
Menomonee Falls, Wi 
consin 
GRAKO—-Graton & Knight Co 
GRAMIX-— Wickes Corp., U. S. Graphite Co. Div 
GRANGER—-Boston Woven Hose & Rubber Co 
Grant Gear Work Inc 154 West Second St., 
Boston 27, Massachusett 
GRAPHITAR— Wickes Corp 
GRASS FLYER—Midwest 
GRASS QUEEN—Midwest Mower Corp 
GRATELITE—Guth Company, Edwin F 
Graton & Knight Co 356 Franklin St 
Massachusett 
Gray & Dudley Company 
3 Tennessee 
sray instrument Company, 64 West Johnson St 
Philadelphia 44, Pennsylvania 
Gray Wire Specialty Co., 1761 East 
land 14, Ohio 
Graybar Electric Co. Inc 420 
York 17, New York 
GREA-NO—Great Northern 
Great Northern Manufacturing Corp 
rison St., Chicago 24, IlIlinoi 
GREAT SEAL—-New York Belting & Packing Co 
Great Western Fuse Div.—see Titeflex, Ir 
Green, Inc., R. H., 1201-24th St., Oakland 7, Cali 
fornia 
Green Ball 
5, Ohio 
Greenlee Tool Co., 2136 12th St., Rockford, Illinois 
GREENWICH—-General Time Corp., Westclox Div 
Gremar Mfg. Co., Inc., Wright St., Lynn, Massachusett 
GRENADIER—Wakefield Brass Co., F 
GREY PERFECTION—United States Rubber Co 
GRID-A-BOUT—Dominion Electric Corp 
GRID-0-MATIC—-Dominion Electric Corp 
Gries Reproducer Corp., 780 East 133 St 
54, New York 
Grifin Co., G. W., 
New York 
GRILL-N-WAFFLER— Westinghouse 
pliance Div.) 
Grinnell Company, Inc., 260 West Exchange St., Prov 
idence 1, Rhode Island 
Grinnel!-Saunders—see Grinnell Company, Inc 
GRIP-KLIPS—Speciaities Inc 
GRIP-0-MATIC—Owatonna Tool Co 


Soutt 
U. S. Graphite Co. Div. 
Mower Corp 

Worcester 4 


2300 Clifton Rd., Nashvill 


P 
39th St., Cleve 
Lexington Ave., New 


Manufacturing 
4221 


Corp 
West Har- 


Bearing Co., 9518 Cassius Ave., Cleveland 


New York 
105 Duane St., New York 8 


Elec. Corp. (Ap 


GRIPBELT—Browning Mfg. Co 
GRIPOTAN—Rhoads & Sons, J. E 
GRIZZLY—-United States Rubber Co 
Gre ( er ( 2036 Delmar B 


ande 


H-P —Hat 
HABIRDL 


3IRLE 
HABIRSHAW 
Hatt x S 

York 
HAFT 
Haga 
Ha 


r 


>t ! 
HAIRPINLIN 


Halcolit Compar ne 68 
h 


Engineering C 
34th St., Br 
vew Y 

Haley & ( Inc R.G 
Ohio 

HALIDE Turner Bra Works 

Hallett Manufacturing Co., 1601 West Florence Ave 
Inglewood, California 

Haluk Lighting & Mfg. Co 

0 24. California 

Hamilton Beach Co. Div 

Hamilton Caster & Mfg. Co., 
Hamilton, Ohio 

Hamilton Fan & Blower Co 
innati 23, Ohio 

Hamilton Manufacturing Co., Two River 

Hammarlund Mfg. ¢ Inc., 460 West 
York 1, New York 

Hammett Electric Manufacturing Co., 209 West 
St. Terrac Kansas City 8, Misso 

Han-Kor, Ir 9520 Richmond Ave Cleveland 
Ohio 

HAND-I-HACK 

HAND-VAC 
Div 

HANDI-GLOW—-Industrial 

HANDI-HEAT~-—-Leckie 

Handicraft Div 
Vibrocrafter 

HANDY~—Holsclaw Bros.. Inc 

HANDY ANDY——Western Wire Products Cc 

HANDY-CRAFT— Westinghouse Electric Corp 

HANDY HANNAH—Standard Products Corp 

HANDY HOISTER—Lewis-Shepard Product: Inc 

HANDY TUBE EXPANDO—Knuth Engineering Co 

HANDYBREEZE.—Chicago Electric Manufacturing Co 

HANDYFREEZE—Chicago Electric Manufacturing Co 

HANDYHOT—Chicago Electric Manufacturing Co 

HANGOLITE-—Line Material Co 

Hanovia Chemical & Manufacturing Cc 
St Newark, New Jersey 

Hanson C Inc., Paul, 15 East 26th St ow York 
10. New York 

HARBOT.—Unimatic Corp 

Haring Switch Plate Co. Div ee 
Melvin 

HARMIC—Wall! 

Harold Electric Co 
Washington 

Harper Co., H. M 
Illinois 

Harper Electric 
2, New York 

Hart & Hegeman—see Arrow-Hart & Hegemar 
Co 

HART-LOCK—Arrow-Hart 

Hart Manufacturing Co 
ford. Connecticut 

HARTER—Multi Electric Mfo. Inc 

Hartzell Proneller Fan Co., 906 South Downing St., 
Piqua, Ohio 

HARTZITE—Hartzell 


767 Spitzer Bidg., Toledo 4 


65 Elmira St., San Fra 


ee Scovill Mfg. Co 
1633-97 Dixie Highway 


3202 Beekman St., C 


Wisconsir 
34th St., New 


19th 


Lipe-Rollway Corp 
Scovill Mfg. Co., Hamilton 


Device: In 
Electric Utensil C 
Battery Co 


Buraes 


100 Chestnut 


Freed, I 


Manufacturing Co., P 
210 East Alder St., Walla Walla 


8200 Lehigh Ave., Morton Grove 


Furnace Corp., 39 River St., Buffalo 


Electr 


& Hegeman Electric Co 
110 Bartholomew Ave., Hart- 


Propeller Fan Co 
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HARVEL—Irvington Varnish & Insulato Co 
HATEX—Continental Copr & Stee Indu Ir 
Hatfield Wire & Cable Div . 
Hatfield 
Steel Indu | 
HATFLEX-—Cont 
Hatheld Wire 
Hatheway & Patterson C I 100 South Bay Ave 











yn Lo ew York 
HAVENS——Klein & Sons, Mati 
Haydon Company, A. W 232 North Elm St Wate 
bury. Conrne cut 
HAYMOLITE—Steber Ma 
HAZACORD—Okonite 
HAZEGAGE E Instrument ( 
HEALTH BUILDER-—Batt 
HEART OAK Graton & Knight ( 
HEAT-R-FA Dom E t Corp 


Heat Sea 





felphia 4, Pennsylv 
Heat-Seal-It-Reitzes C —e 


Heath Company 305 Territoria Bent Hart Mich 


He atu 12 > 
HEDGEMASTER —Kau!n Manufacturing ( 
HEET-0-MATIC—Automatic Cont Coro. 
HEET-xX Sinant , P C4, Ind T 


HERCO-LITE——H Art 
HERCULES ' oe 
HERCULES rie P . os , 
Hermet il Praduct 29 6 th Sixth St 

ark Jersey —e 
HERMI( Hermetic Seal P t 
Hertner Electr ( 269 nwood A N.W 

Cleveland 11, Ohio ui - oe ae 
Herwig ( 175° edgqw ; 7 
HESS-BRIGHT—S K F Industrie ! 
Hesse Products ( mpa 

Nevada 


Hessel Company, | W. F., 74 £ 


ELECTRICAL CONSTRUCTION AND 





& Cable Div ee Continental Copper & 


Quincy, Illino 
HOLLIWOOD—Finders Manufacturing 








HUMIDIGRAPH —Bristol Company 





COMPANY AND TRADE NAME DIRECTORY 


IWIl—Insulation & Wires Inc 

ideal Cooler Corp., 2953 Easton Ave., St. Louis 6 
WV... :souri 

Ideal Electric & Manufacturing Co., East First St 
Mansfield, Ohio 

Ideal Industries, Inc 1041 Park & Borden Ave 
Sycamore, Illinois 

IEFCO—International Electric Fence Co., I 

lig Electric Ventilating Co 2850 North Crawford 
Ave., Chicago 41, Iilinoi 

ILLINI—Illinois Condenser Co 

Illinois Condenser Co., 1616 North Throop St., Chi- 
cago 22, Iilinoi 

Illinois Electric Porcelain Co., Box 272, Macomb, Ii 

Illinois Iron & Bolt Co., Carpenter le, Illinois 

I!linois Testing Laboratories, Inc., 420 North La Salle 
St., Chicago 10, Illinois 

I!linois Toot Works, Shakeproof Div., St. Charles Rd., 
Elgin, Illinois 

I}luminating Engineering Co., 2347 East Nine Mile Rd 
Hazel Park, Michigan 

Ilsco Copper Tube & Products, In Mariemont Ave 
Cincinnati 27, Ohio 

IMCO—-Interstate Mfg. Corp 

IMP—Superior Insulating Tape Co 

IMPACTOOL— Ingersoll-Rand 

IMPERIAL—-International Metal Product Co 

Imperial Lighting Products Co., Box 78, Greensburg 
Pennsylvania 

IMPERIALITE—Imperial Lighting Products Ce 

IMPERVEX—Crescent Insulated Wire & Cable Cc 

IN-BILT—-Holophane Company Inc 

INCH-MARKED—Republic Steel Corp., Steel & Tube 
Div 

INDEECO-—Industrial Engineering & Equip. Cc | 

Independent Protection Cc Inc., 1603-09 South Main 
St., Goshen, Indiana 

Indiana Stee! Products Co., Valparaiso, Indiana 
DUCTALL—-Westinghouse Electric Corg 

INDUCTRONIC—-Weston Electrical Instrument Corp 


Industrial Devices, In Edgewate ersey 
Industrial Electrical Work 1509 Chicago St., Omaha, 
br a 
trial Electronics and Transformer Co ee INET, 


I 

dustrial Engineering Equip. Co., 122-124 East Fourth 
>t., Davenport, lowa 

justrial Engineering & Equip. C Inc 711 South 
Theresa, St. Louis 3, Missouri 

justrial Instruments Inc 89 Commerce Rd., Cedar 
Grove, New Jersey 

Industrial Lamp Corp., 14th & Blaine Sts., Elkhart 
Indiana 

ndustrii 


Products Co., 2695 North Fourth St., Phila- 
Jeiphia 33, Pennsylvania 

Industrial Starter Corp., 6 Pell St New York 13 
Ne Yor\ 


Industrial Tape Corp New Brunswick, New Jersey 
Industrial Transformer Corp., Gouldsboro, Pennsylvania 
Industrial Truck Div ee Clark Equipment Co 

Industrial Wire Product Inc 1106-1108 Carnegie 


Ave., Cleveland 15, Ohic 

INDUSTRIALINER— Duro-Test Corp 

INDUSTRIALIST—Curtis Lighting, Inc 

INDUSTRIALIST--Duro-Test Corp 

INERTAIRE— Westinghouse Electric Corp 

INERTEEN——Westinghouse Electric Corp 

INET, Inc 8655 South Main St., Los Angeles 3 
California 

INFRA-LECTRIC—-Radiant Heater Corp 

Ingersoll-Rand, 11 Broadway, New York 4, Ne 
York 

INKIE—-Condi-Lite Corp 

INMANCO— Insulation Manufacturers Corp 

INSA-LUTE--Sauereisen Cements Company 

INSANOL Nestinghouse Electric Corp 

INSECTOCUTOR—Detijen Corp., Electrocuting Fly Screen 
Div 

INSOLUSEAIL Anaconda Wire & Cable Co 

INSTA-START France Manufacturing Cc 

INSTAN-FORM—TelAutograph Corp 

Insto-Gas Cory 1977 East Woodbridge St Detroit 7 
Michiaar 

INSTROF—Cope, Ine 7 


Insul-8-Corg 1285 Rollins Rd., Burlingame, Cal 
ifornia 
INSUL-LOCK—Anthony Co., F. M 
Insulated Duct & Cable C Homestead & Stokes Ave 
Trento ew Jersey 
] +t Manufacture Corp G6 Nest’ Washinot 
i ] Ct 10 f Tir 
insulat . Wire I 34 ch Ave t 
Louis 3, M 
ULFOAN r it Elect , 
I i Corp. Ar 1, 3602 h A Long Island 
i 
ULI y Engine 3 Comna I 
E F Telept i ( 
rr Peas , 
ER 4 t | H 
f ' { ’ 
Ft. f 
0 § 
y 
| F F ( 1A 
f P 
{ 
al { 
t! 
x | 
R 
4 
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COMPANY AND TRADE NAME DIRECTORY 


International Seal & Knot Protector Co 
St., New York 12, New York 

Interstate Drop Forge Co., 
4051 North 27 St., Milwaukee 16, Wisconsin 

Interstate Mfg. Corp., 26 Sterling St., East Orange, 
New Jersey 


INVERTOLITE—-Adjustable Fixture Co. 

Invincible Vacuum Cleaner Mfg. Co., 14th & Davis St., 
Dover, Ohio 

lona Ventilator Co., Inc., 2821-29 West Dauphin St., 
Philadeiphia 32, Penns sylv ‘ia 

IONOTRON—United States Radium Corp 

IPCO——Industrial Products Co 

IRON CLAD—Boston Woven Hose & Rubber Co 

fron Fireman Manufacturing Co., 3170 West 106 St 
Cleveland 11, Ohio 

Iron Fireman Manufacturing Co., 
Southeast Ninth Ave., Port 

Iron Lung Ventilator Co., 
land 3, Ohio 

lronbound Box & Lumber Co., 
Hillside, New Jersey 

Ironbound Operating Co., 10 
10, New Jersey 

Ironrite Inc 32 Cass Ave., Mour 

IROX—Subox Inc 

Irvington Varnish & Insulator Co 
Irvington 11, New Jersey 

ISATRON——Consolidated Engineering Corp 

ISOGROMMET—MB Manufacturing Co. Ine 

ISOMICA—Mica Insulator Co 

IVANHOE —Miller Company 

IVCO—lIona Ventilator Co., Inc 


, 109-11 Spring 
Special Products Div., 


Electronics Div., 
and 2, Oregon 
5403 Prospect Ave . 


2838 
Cleve 


42 Hoffman Place 


Kingsland Rd., Nutley 


it Clemens, Michio 


Terrace 


6 Argyle 


JFS-JR.—Standard Transmission 
JRP—Jerrold Electronics Coro 
JACK FROST-—-McKay Chemical Co. Inc 
Jack & Heintz Precision Industries, Inc., 
way, Cleveland 1, Ohio 
JACKLIFT—Lewis-Shepard Products, Inc 
JACKSON—Vulcan Electric Co 
Jackson Electrical Company, 900 West Van Buren St., 
Chicago 7, Illinois 
Jackson Products Co., 


Equioment Co 


17600 Broad- 


3703 East 93 St., Cleveland 5 
io 

JACKSTACKER—Lewis-Shepard Products, Inc 

JACKTRACTOR—-Lewis-Shepard Products, Inc 

JACQUES——Hobbs Manufacturing Co 

JAGABI-—Biddle Co., James G 

JAK-TUNG—-Thomas Truck & Caster Co. 

Jakes Foundry Co., 2800 Charlotte Ave., 
Tennessee 

James Manufacturing Co., Inc., 
Independence, Kansas 

Janette Electric Mfg. Co., 
Grove, Illinois 

Javex Pp 0. Box 646, Redlands, California 

Jay Broiler Co., 34-08 Northern Bivd., 
City, New York 

JAY-KAY—AlI-Steel Equipment Inc 

Jay Kay Metal Speciaities—see Jay Broiler Co 

JEEP—Mercury Manufacturing Co 

Jefferson Electric Co., 25th & Madison, 
Ilinois 

Jefferson Engineering & Mfg. Co., 
Detroit 7, Michigan 

Jeffrey Mfg. Co., North Fourth St. at First Ave., Co- 
lumbus 16, Ohio 

Jeffries Transformer Co., 1710 East 57th St., Los 
Angeles 58, California 

JEMCO Jefferson Engineering & Mfg. Co. 

Jenkins Brothers, Rubber Div., 100 Park Ave., New 
York 17, New York 

Jenn Air Products Co., Inc., 
St., Rm. 409, 

Jensen Specialties, Inc., 
28, Michigan 

Jerrold Electronics Corp., Northeast Corner 26th & 
Dickinson Sts., Philadelphia 46, Pennsylvania 

JEWEL-—Dependable-Elec. Mfg. Co. Inc 

JIFFY—-Ambory Corp. 

JIFFY—Lint Company, Clyde W. 

JIFFY—Minerailac Electric Co 

JOBMASTER—Olin Industries, Inc., 

Johns-Manville, 22 East 40th St., 
York 

Johnson Belting Co., In 
York 13, New York 

Johnson Manufacturing Co., Inc., 
Mount Vernon, lowa 

Johnston Foil Manufacturing Co., 
way, St. Louis 11, Missouri 

Jones Metal Products Co., Abolite Lighting Div 
Lafayette, Ohio 

Jordan Bros. Inc., 
New York 

Jordon Refrigerator Co., Inc., 
Philadelphia 43, Pennsylvania 

Joy Manufacturing Co., Electrical Connector Div., 
Henry W. Oliver Bidg., Pittsburgh 22, Pennsylvania 

JUICEX——Drachenberg Products Mfq. Co. 

JUMBO PLATE-—Sierra Electric & Manufacturing Co. 

Justrite Mfg. Co., 2061 North Southport Ave., Chi- 
cago 14, Illinois 


Nashville 9, 
1020 West Sycemore, 


Lehigh at Main, Morton 


Long Island 


Bellwood, 


269 Walker St., 


333 North Pennsylvania 
Indianapolis 4, Indiana 


9331 Freeland Ave., Detroit 


Ramset Div 
New York 16, New 


34-44 Hubert St., New 
618 North First Ave., 
6100 South Broad- 
, West 
74 Beekman St., New York 38, 


58th & Grays Ave., 


K 


K&H—Krueger & Hudepoh! 
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K&K Sales—-Knuch Engineering Co 

K&>——Kilborn-Sauer Co. 

K-S-V—Arex Company 

K. W. Battery Co., 3555 Howard St., Skokie, Illinois 

Kaiser Aluminum & Chemical Sls., Inc., 1924 Broad- 
way, Oakland 12, California 

KANTARK—Trico Fuse Manufacturing Co 

KANTLINK—American Nut & Bolt Fastener Co 

KARBATE—National Carbon Co 

Karen Corp., 157 East 128 St., 
York 

Karp Metal Products C.. Div. 
Machine Co 

KARRI-GO—Silent Hoist & Crane Co 

Karyall Body, Inc., 8221 Clinton Rd., 


New York 35, New 


see H & B American 


Cleveland 9, 


Ohio 
Kas-Kel Electric Co. Inc., 
, New York 
KASKORD—Kas-Kel Electric Co. Inc 
Kastar, Inc., 200 Lincoin Ave., New York 54, New 


5 Union Square, New York 


York 

KATHANODE—-Gould-National Batteries, Inc 

halo Engineering Co., 1442 First Ave., Mankato, 

Katolight Corp., Box 491-53, Mankato, Minn 

Kauffman Air Conditioning Co., 4505 Olive St., St 
Louis, Missouri 

Kauiman Manufacturing Co., 
Manitowoc, Wisconsin 

Kayiine Company, 2480 East 22 St., Cleveland 15, 
Unio 

Kearney Corp., James R., 4224-42 Ciaytc Si. Louis 
10, Missouri 

Keasbey & Mattison Co., Butler Ave., Amoaler, Penn 

Keel Co., H. C., 7232 North Western Av Chicago 
45, Illinois 

KEELER POLYGRAPH-—Associated Research Inc 

Kees Manufacturing Co., F. D., 700 Park St., Beatrice 
Nebraska 

KEIL—tTrine Mfg. Corp 

KELF—E€Electronic Mechanics Inc 

Kellems Company, 15 Williams St., 
necticut 

Ke. logg-American 
jogg Division 

Kellogg Division 

Kellogg Switchboard & Supply Co., 
Lhicago 38, Illinois 

KEN-RAD—Westinghouse Electric 

Kendall Co., Polyken Products Dept., 
t., Chicago 6, Iilinois 

Kennecott Wire & Cable Co., Bourne Ave., 
dale (Rumford 16), Rhode Island 

Kent Company, Inc., 359 Canal St., Rome, New York 

Kent Extinguisher Co., 830 Front N. W., Grand 
Rapids 4, Michigan 

Kent Metal Manufacturing Co., Inc., 
Ave., Brooklyn 37, New York 

Kenworthy, Inc., Charles F., 195 Piedmont St., 
bury 6, Connecticut 

KEPS—Illinois Tool Works, Shakeproof Div. 

Kester Solder Company, 4201 Wrightwood Ave., Chi- 
cago 39, Illinois 

Kett Tool Co., 5 East Third St., 

Keuffel & Esser Co., 303 Adams, Hoboken 

Kew Manufacturing Co., 601 West 26th St., 
1, New York 

KEYSTONE—Electric Service Manufacturing Company 

KEYSTONE—Fullman Manufacturing Co. 

KEYSTONE—Hollands Manufacturing Co. 

Keystone Carbon Co., 1935 State St., St 
Pennsylvania 

Keystone Electric Mfg. Co., 2228 East 
Philadelphia 34, Pennsylvania 

Keystone Mfg. Co., 23328 Sherwood, 


Michigan 
509 West 34 St., 


Keystone Silver Inc., 

New York 
KEYSTONEWARE—Keystone Silver Inc 
Kidde & Co., Inc., Walter, 459 Main St., 


9, New Jersey 
Kilborn-Sauer Co., 1580 Post Rd., Fairfield, Conn. 
Vandeventer & Easton Ave., 


Killark Electric Mfa. Co., 
P. 0. Box 1035, Toledo 1 


Minn 


29th & Meadow Lane, 


Stonington, Con- 


see American Brake Shoe Co., Kel- 
see American Brake Shoe Co 
79 West Monroe, 


Corp., Lamp Div 
222 West Adams 


Phillips- 


490 Johnson 


Water- 


Cincinnati 2, Ohio 
N. J 
New York 


Marys, 
Tioga St., 
Centerline, 


New York 1, 


Belleville 


St. Louis 13, Missouri 

Kimble Glass Company, 
Ohio 

Kindorf Co.—see Steel City Electric Co. 

KING—Curtis Lighting, Inc. 

King Refrigerator Corp., 83-06 Woodhaven Bivd.. Glen- 
dale 27, New York 

King-Wyse, Inc., Archbold, Ohio 

Kingston Conley Div.—see Hoover Co 

Kinney Electrical Manufacturing Co., 
Elgin, Illinois 

Kirchberger & Co., 
18, New York 

Kirk & Blum Mfg. Co., 
Ohio 

Kirkhof Electric Co., 
Rapids 2, Michigan 

Kirkland Co., H. R., 
Jersey 

Kirkman Engineering Corp., 123 Mercer St., 
12, New York 

KIRKWOOD——Wisconsin Carbon Corp. 

—e Carbon Corp., 4832 Ridge Rd., 
hio 

Kirkwood Commutator Co., 
land 15, 

Kirlin Company, 3435 East Jefferson Ave., Detroit 7, 
Michigan 

Kisco Company, Inc., 2400-40 DeKalb St., St. 
4, Missouri 

Kitchen Aid Div.—see Hobart . -; ~tn Co 

KITCHEN-AIRE—Stewart Mfg. 

KLEEN KUT—Superior banetbtion 4 oy Co. 

KLEEN VU—Neo-Ray Products, Inc. 

KLEIN-LINE—Klein & Sons, Mathias 


678 Buckeye 
Inc., M., 1425-37th St., Brooklyn 
3120 Forrer St., Cincinnati 9 
101 Sheldon S. E., Grand 
8 King St., Morristown, New 


New York 


Cleveland 9, 


1345 Carnegie Ave., Cleve- 


Louis 


Klein & Sons, 3200 Belmont Ave., Chicago 
18, Illinois 

Kliegi Bros. Universal Electric Stage Lighting Co. Inc., 
321 West 50th St., New York 19, New York 

KLIEGLIGHT—Kliegi Bros. 

KLIPLOK—Trico Fuse Manufacturing Co. 

KLIPTITE—Kulka Electric Mfg. Co. Inc 

KLOSD—Sterling Electric Motors, Inc 

KLOSD-TITE—Sterling Electric Motors, Inc 

Knapp Co., Inc., James H., 839 East Fourth St., L 
Angeles 13, California 

KNAPP-LEE—Knapp Co. Inc., 

Knight Electrical Products Corp., 
Brooklyn 31, New York 

KNOCK-OUT—Lee Company, K. 0. 

KNOPP—Electrical Facilities, Inc. 

Knox Porcelain Corp., 2706 Mynders Ave., 
2031, Knoxville 1, Tennessee 

Knuth Engineering Co., 2617 North St., St. 
Chicago 47, Illinois 

Koch Refrigerators, Inc., 600 East 14 Ave., 
Kansas City 16, Missouri 

Koch Sons Inc., George, P. 0. Box 358, Evansville 4, 
Indiana 

Koehler Manufacturing Co., 395 
borough, Massachusetts 

Koeneman Co., R. A., 1408 Delmar Bivd., St. Louis 3, 
Missouri 

Kohler Company, Kohler, Wisconsin 

Koiled Kords, Inc., Box K, New Haven 14, Connect 
cut 

Kolton Electric Mfg. Co., 123 New Jersey Railroad 
Ave., Newark 5, New Jersey 

KONCRETE KORE—Tilden Tool Manufacturing Co 

KOOL-WAIV—International Engineering, Inc 

KOOLER-AIRE—United State r Conditioning Corp 

KOOLMASTER -United Refrigerator Co. 

Koontz-Waorer Electric Co., lac., 516 North Michigan 
St., South Bend 1, indiana 

Koppers Company, Koppers Pidg 
Grant Sts., Pittsburgh 19, Pennsylvania 

Koral Electric Mfg. Co., 43-22 Van Dam St., 
Island City 1, New York 

KORDUCT—Johns-Manville 

KORNER KING—RCS Tool Sales Corp. 

Korns Co., C. C., P. 0. Box 483, Johnstown, 
vania 

Kortick Manufacturing Co., 345 First St., San Fran- 
cisco 5, California 

KOTE-LITE—Woodward Machine Co. 

Kotron Rectifier Corp., 54 Clark St., 
Jersey 

Kraeuter & Co., Inc., 585 18th Ave., 
Jersey 

KRANE KAR—Silent Hoist & Nepraeg Co 

KRISP—Burpee Can Sealer C 

Krueger & Hudepohl, 5 ty “Third . 
Ohio 

KRUSE—Mid-West Metal Products Co. 

KUBEMASTER—United Refrigerator Co. 

Kuhlman Electric Co., 1000 26th St., Bay 
Michigan 

Kulka Electric Mfg. Co., Inc., 633 South Fulton Ave., 


Mount Vernon, New York 
Kurman ——y ae Inc., 35-18 37th St., 
City 1, New Y 
Kurtzon, Inc., ll 1430 South Talman Ave., Chi- 
cago 8, Illinois 
Kurz & Root Co., Inc., 232 East North Island St., 
Appleton, Wisconsin 
KWIK-CHANGE—Leviton Manufacturing Co. Inc. 
KWIK-LITE—Fulton Manufacturing Corp. 
Kwikheat Mfg. Co. Div.—see Sound Equipment Corp. of 
California 
KWIX SETS—Thompson Clock Co., H. C. 


Mathias, 


James H 
168 Van Brunt St 


P. 0. Box 


Louis Ave 


North 


Lincoln St., Marl- 


Seventh & 


Long 


Pennsy!- 


Newark 4, New 


Newark 3, New 


Cincinnati 2, 


City, 


Long Island 


L 


L-BLOW—Trade-Wird Motorfans, Inc 

L & H—Lindemann & Hoverson Co., A. J 

LPI—Lighting Products, Inc 

LA8-BILT—Specialty Battery Co. 

LaBour Company, Inc., 1607 Sterling Ave., 
Indiana 

Laclede Steel Co., Arcade Bidg., St. Louis 1, Missouri 

Laduby (Flur-O-Lock) o. Inc., 270 East Main St 
(P. 0. Box 88), Pranford. Connecticut 

LADY .JORDAN—Jordon Refrigerator Co., Inc. 

LADY PRICE—Burpee Can Sealer Co. 

Lagerquist & Sons, Gust, 614 Bradford Ave., 
neapolis 11, Minnesota 

Lake Shore Electric, Inc., 216 Willis St., 

LAKIN—-Thomas & Betts Co. 

LAMICOID—Mica Insulator Co. 

LAMINAC—American Cyanamid Co. 

LAMPCO—Circ-Light, Inc 

Lamson Corp., Lamson St., Syracuse, New York 

Landers, Frary & Clark, 47 Center St., New Britain, 
Connecticut 

a + Mfg. Corp., 37 West 65th St., 
3 


Elkhart, 


N., Min- 
Bedford, Ohio 


New York 

Lapp ht al Co., Inc., 35 Gilbert St 
ork 

LARKIN—Central Transformer Corp. 

LaRose & Associates, Inc., W. T., 
Cohoes, New York 

LARRA—Curtis Lighting, Inc. 

LaSalle Products, Inc., 143 Seneca St., 
New York 

LAST WORD—Starrett Company 4 

Lastik Products Co. Inc., 203 ewe Bidg., Pittsburgh 
13, Pennsylvania 

LATROSE—Fullman Manufacturing Co. 

Lau Blower Co., 2013 Home Ave., Dayton 7, Ohio 


Le Roy, New 


31 Ontario St 


Buffalo 3 
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LAUNDROMAT 
iv.) 

Laurel Lamp Manufacturing Co., Inc 
New York 1, New York 

Laurence Company, R. G., 45 Highwood Ave., 
New Jersey 

LAVOLAIN—Star Porcelain Co 

LAWN BEETLE—Hainke Mower Corp. Inc., Paul 

LAYTEX—United States Rubber Co. 

LE CARBONE—Carbone Corp 

Leader ay Mfg. Co., 476 Broome St., N. 13, N. Y 

LEADER-LI Be T Electric Mfg. Co 

Leckie Electric Utensil Co., Inc., 525 West Willett St 
Rome, | York . 

LECTRICK-ICE—Ur 


Westinghouse Elec. Corp. (Appliance 


230 Fifth Ave 


Tenaft 


flow Manufacturi ng Co 

LECTRO-HOST—Lindemann & Hoverson Co., A. J 

Lectro Speed Company, 12005 North Burgard S ort 
land 3, Oreg 

LECTRO ter Leckie Electri 


Utensil Co., In 
Lectrohn 1 5560 


Vorthwest Highway, Chicago 3 


G.H 
s Exoane on Bolt Co. 
Q., 1102 First Ave., S. E., Aberdeen 
Dakota 


ectric, Ir 132 Beck 


with = Patersc N. . 
ng Co > Clearwater St 


LF ESONA 
Leetonia Tool Co 
Leffel & Co 

L 


l 142 | M. ain St é Leetonia, Ohio 


st., Sprinafield, 9 


acturing C 22nd St. & Second Ave 
g.. % Bi 


St., Dayton 2 Ohi 0 
ey vine %& ind 
fa] 
igton St., Boston 


nM 


Lenkurt Elect | n 1105 County Rd., San 
ar California 

Len nox Furnace Co 0 South 12 Ave., Marshal!towr 
LENOX Day-Brite Lighting, Inc 


Leonard Electric Manufacturing Co., 3907 Perkins Ave 
eland 14. Ohio 
H q quency Laboratories In 


de 77 


54-18 37th 
Jew York 
ons Rope Co A 


mM 


S 5909 Kennerly, St 
Hanovia Chemical & Manufacturing Co 

LEV-0-LET Ley ton Manufarturing Co. In 
LEV-0-LOCK eviton Manufacturina Co. In 

Leviton Manufacti aring Co Inc., 236 Greenpoint Ave 

Brooklyn 22. N 
LEVOLIER—-McGill Manu ifacturing Co. Inc 
Lewis- Shepa rd Products, Inc., 125 Walnut St., Water- 


town 72. Massachusetts 


tien Electric Products Co. Inc 
Newark 5, New Jersey 

Libbey-Owens-Ford Glass Co 
Svivan Ave, Toledo 6, Ohio 

LIBERTY Johr son Belting Co. Inc 

Liberty Bel! ufacturina Co., Short St., Minerva, 0 

Lidseen Gus‘ave, 832 South Central Ave.. Chi- 
cago 44, Illinois 

LIFE-LINE—Westinghouse Electric Corp 

LIFE LITE—Uitra-Violet Products, Inc 

LIFE-LUBE—Wood’s Sons Co., 

LIFE SPAN—Page & Hill Inc 

LIFETIME-INDUSTRIALS Lighting Products, Inc 

Lift Truck, Inc., 2425 Spring Grove Ave., Cincinnati 
14, Ohio 

LIFTRUK—Silent Hoist & Crane Co. 

LIGHT-IN-LINE—Moe-Bridges Corp 

LIGHT-0-MATIC—Nevco Scoreboard Co 

Light & Power Utilities Corp., 1035 Firestone Blvd 
Memphis 7, Tennessee 

LIGHT WARDEN—Electric Cord Company 

LIGHTGUARD—Electric Storage Battery Co 

Lighting Products, Inc., 1549 Park Ave., 
Park, Illinois 

LIGHTNIN Mixing Equipment Co., Inc 

Lightolier, Inc., 346 Claremont Ave., 
New Jersey 

LIGHTRON—CCondi-Lite Corp 

Lima Electric Motor Co., Findlay Rd., Lima, Ohio 

LIMITEMP—Westinghouse Electric Corp 

LINCOLN—Sangamo Electric Company 

Lincoin Electric Co., 22801 St. Clair Ave., 
17, Ohio 

LINCOLNWELD—tLincoln Electric Co. 

LINCWELDER—Lincoin Electric Co 

Linde Air Products Co., Div. Union Carbide 
Corp., 30 E. 42nd St., New York 17, N 

Lindell Electric Co., 115 East 58th St., 
19, Minnesota 

Lindemann & Hoverson Co., A. J 
Ave., Milwaukee 15, 

Line Material Co., Div. McGraw Electric Co., 700 
West Michigan St., Milwaukee, Wisconsin 

LINE-0-LAMPS—Wiremold Company 

Linemaster Switch Corp., Woodstock, Connecticut 

LINESTARTER—Westinghouse Electric Corp 

LINOLITE—Frink Corp 

Lint Company, Clyde W., 2323 West 18 St., 
8, Illinois 

Lipe-Rollway Corp., 
ew York 

LIQUI-BLENDER—Scovill 
ton Beach Co. Div 

LITE LINE—Benjamin Electric Mfg. Co 

Lite-Mor Elect. Mfg. Corp., 527 Main St., 
Pennsylvania 

Litecontrol Corp., 
Massachusetts 


12 Chapel St., 


Plaskon Division, 2112 


we 


Highland 


Jersey City 5 


Cleveland 


and Carbon 
Y 
Minneapolis 


, 601 West Cleveland 
Wisconsin 


Chicago 
806 Emerson Ave., Syracuse 1, 


Manufacturing Co., Hamil- 


Irwin, 


36 Pleasant St., Watertown 72, 


ELECTRICAL CONSTRUCTION AND MAINTENANCE .. 


COMPANY AND TRADE NAME DIRECTORY 


aft Manufacturing Corp 

York 16, New York 
LITEMASTER—Art Specialty Co 
Lithonia Lighting Products Co 
Georgia 

ttelfuse, Inc., 1865 Miner St., Des Plaines, 
LITTLE DEVIL—-Ohmite Manufacturing Co. 
LITTLE GIANT—-Gelber Co., Samuel S$ 
LITTLE MAJOR—Arro Expansion Bolt Co 
LITTLE-SIX—-Burgess Battery Company 
LITTLE WONDER—American Pressboard Co. Inc 
LITTLE WONDER—Bartlett Manufacturing Co 
Littleford Bro Inc., 453 East Pearl St., Cincinnati 
2, Ohio 
LIVE-SPIRAL—-Ge 
LIVELYAIRE 


, 8 East 36th St., New 


Box 206, Lithonia, 


Illinois 


neral Electric Co., Carboloy Dept 

Westinghouse Electric Corp 

LLOYD—-Johr Manufacturing Co., Inc 

Lloyd Meter Manufacturing Co., 3549 North 
St Chicago 13, Illino 

Lloyd Products Co., 225 
Rhode Island 

LO-BRITE—Holophane Company, Inc 

LO-HED—American Engineering Co 

9 VOLT—Industrial Device Inc 
0O-X-—BullDog Electric Products Co 

LOADG UARD—R T & E Co 

LOBAY——Holophane Company Inc 

LOCK-TITE—Thomas & Betts Co 

Locke Department—see General Electric Co 

Lockley energy Co 310 Grove St New Castle, 
Pennsylvan 

LOCKLITE Westi nghouse Electric Corp., Lighting Div 

LOCOR-—-K. W. Battery C Ir 

LOGAN—-Genera! Time Corp., W 

Logan Co., 201 Cabel St., 

LOGROCAP— Westinghouse 

LOKATOR—Edwards 

LOKTITE 


Lonergan 


Clark 


Chapman St., Providence 5, 


Ay 


stclox Div. 
Louisville 6, Kentucky 
Electric Corp 
Company, Inc 
U. S. Expansion Bolt Co 
Manufacturing Co Edison 
Albion, Michigan 
Long-Bell Lumber Co., 910 R. A. Long Bidg., 926 
srand Ave., Kansas City 6, Missouri 
Lord-Taber Co., Inc., 40 Ontario St., 
New York 
Louthan Manufacturing re) 200 
86, East Liverpool on; ) 
Louverall Lighting Corp 
Chicago 13, Illino 
Lovejoy Flexible Coupling Co., 
Chicago 44, Iilinoi 
Lovell Manufacturing Cor 
Pennsylvania 
LOVEX—Day-Brite Lighting, Inc 
Lovsted & Co., Inc., C. M., 4000 West Marginal Way, 
Seattle 6 Washington 
LOWBOY—Fogel Refrigerator Co 
Lowell Wrench Co., 54 Commercial St., 
Massachusetts 
Lubriplate Div.—see Fiske Brothers Refining Co 
LUCETTE—-Versen Company, Kurt 
LUCO—tLukens Metal Co., Thomas F 
Ludiow Manufacturing & Sales Co., 
Boston 5, Massachusetts 
Lufkin Rule Co., Hess Ave 
Lukens Metal Co., Thomas F., 
Philadelphia 37, Pennsylvania 
Lumenite Electronic Co., 407 South Dearborn St., 
Chicago 5, Illinois 
Lumidor Manufacturing Co., Inc., 4801 East 50th St 
Los Angeles 58, California 
LUMINETTE—Neo-Ray Products Inc 
LUSTERIZED—American Electric Cable Co 
LUSTERLAC—American Electric Cable Co. 
Lustrolite Cleveland Corp., 2439 St. Clair Ave., 
land 14, Ohio 
LUV-R-LOK—Lighting Products, Inc 
Lux Clock Manufacturing Co. Inc., 
Waterbury, Connecticut 
LUX-GRILL—House-0-Lite Corp 
LUXSOLITE—Westinghouse Electric Corp., Lighting Div 
LUXTRON—Bradley Laboratories, Inc. 
Lynbrook Company—see Associated Stove Manufacturers 
Lyon Rural Electric Co., 2075 Moore St., San Diego 12, 
California 
LYONS—Price Battery Corp 
LYTECASTER—Lightolier 


& Clark Sts., 


Canandaigua, 
Harvey Ave Box 


1770 West Berteau Ave., 


4949 West Lake St., 
pany, 1301 French St., Erie, 


Worcester 8, 


211 Congress St., 


Saginaw, Mich 
Hedley & Bath Sts. 


Cleve- 


95 Johnson St., 


M 


MB Manufacturing Co. In 
Haven 11, Connecticut 
MGC—Motor Generator Corp., Hobart Brothers Affiliate 

M.1.C Molded Insulation Company 

MIF—Malleable Iron Fittings Co 

MP8—Miniature Precision Bearings, Inc 

M-R-C—Marlin-Rockwell Corp 

M. S. W. Mfg. Co. Inc., 1527-1529 Niagara St., Buf- 
falo 13, New York 

M & T—Metal & Thermit Corp 

MTC—Flexonics Corp 

M. & W. Electric Mfg. Co., Inc 
East Palestine, Ohio 

MacArthur Products, Inc., 
Orchard, Massachusetts 

Macbeth Corp. & Subsidiaries, P. 0. Box 950, New- 
burgh, New York 

MacGillis & Gibbs Co., 
2, Wisconsin 

MACHETA-—Aerovent Fan Co. Inc. 

Macmillan Company, 60 Fifth Ave., 
New York 

Macwhyte Company, 2910 14th Ave., Kenosha, Wisconsin 

MADE RITE—Dominion Electric Corp. 

MAGI-TROL—Westinghouse Electric Corp 


1060 State St., New 


, 89 South Walnut St., 


34 Front St., Indian 


1615 East Royall Pl., Milwaukee 


New York 11, 


MAGIC-—Basic 
MAwIC AkKy 
MAGIC-GRIP—All.s- ch Imers Nanutacturing C 
MAGIC LITE—Guth Company, Edwin F 
MAGIC TIP—Hunter Sales Co. Inc., R. N 
MAGICORES—-Crowley Co. Inc., Henry L 
MAGNA FLO—Benjamin Electric Mfg. Co 
MAGNA-LITE—Metalcraft Products Co., Ir 
MAGNADUR—Ferroxcube Corp. of America 
MAGNALAIRE—Westinghouse Electric Corp 


Products 


Lighting 


Div 
MAGNALITE 
MAGNALUX 

Div 
Magnatran, Inc 248 Schuyler 

Jersey 
Magnatrol Valve Corp., 


Light & Power Utilities Corp 
Westinghouse Electric Corp hting 


Avenue, Kearny, New 


67 Fifth Ave., Hawthorne, New 
Jersey 

MAGNE-FILTER—Amer 
Cor 

MAGNECLUTCH—-Vickers In 

Magnethermic Corp., 3990 Simon Rd., P. 0 
Youngstown 7, Ohio 

Magnetic Engineering & Mfg. Co 
Clifton, New Jersey 

Magnetrol, Inc., 2110 South Marshall Blvd 
23, Illinois 

MAGNETTE 

MAGNIVOLT—INET, Inc 

MAGNORITE—Norton Company 

MAJESTIC—Dominion Electric Corp 

Majestic Manufacturing Co., 4550 Gustine Ave St 
Louis 16, Missouri 

MAJOR—Gem Electric Mfg. Co., Inc 

Makepeace Co., Div., D. E see Union Plate & Wire Co 

MAL-LEAD—Arro Expansion Bolt Co 

Malco Tool & Mfg. Co., 4025 West Lake St 
24, Illinois 

Mall Tool Co., 
Illinois 

MALLDRILL—Mall Tool Co 

Malleable Iron Fittings Co., 

MALLSAW—Mall Tool Co 

MALTESE CROSS—Hewitt-Robins Inc 

MAMCO—Master Appliance Mfg. Co 

MANCHEX—Electric Storage Battery Co 

MANGANEND—Arcos Corp 

MANITOWOC—Copper Boiler and Heater Works 

Manitowoc Equipment Works, 621 Quay St., Manitowoc, 
Wisconsin 

MANSON-—Okonite Co 

Marathon Electric Mfg. Corp., Wausau, Wisconsin 

MARBELITE—Pacific Union Metal Co 

Marble Card Electric Co., 12th & Superior 
1, Michigan 

Marcus hg ae Co., 32-34 Montgomery St., Hill- 
side 5, New Jersey 

MARINER'S PATHFINDER ~Raytheon 
Co 


Radiator & Stand. Sanitary 


Box H, 
815 Van Houten Ave 
Chicago 


Heinemann Electric Co 


Chicago 


7740 South Chicago Ave., Chicago 19 


Branford, Connecticut 


Gladstone 


Manufacturing 


Marion Electrical Instrument Co., 
chester, New Hampshire 

Mark & Co., Clayton, 1900 Dempster St., 
Illinois 

MARKARRIER-—Chisholm-Ryder Co., Inc., 
ucts Div 

Markel Electric Products, Inc., 145 Seneca St 
3, New York 

Marks Manufacturing Co., 
Chicago 22, Illinois 

Marlatt Battery Div., 
Illinois 

Marlin-Rockwell Corp., 
York 

Marlun Mfg. Co., Inc 
New York 

Marquette Electric Switchboard Co., 
plaines St., Chicago 6, Illinois 

MARTHA WASHINGTON—Gray & Dudley Company 

Martin Brothers Electric Co., 3620 Perkins Ave., 
Cleveland 14, Ohio 

Martin Electric Co., 
Michigan 

Martin Fan & Blower Co., 
Chicago 50, Illinois 

Martin-Parry Corp., P. 0. Box 964, Toledo 1, Ohio 

Martin & Sons, H. P., 801 West 12 St., P. 0. Box 
475, Owensboro, Kentucky 

Martindale Electric Co., 1309 Hird Ave., 
Ohio 

MARVAIR—Muncie Gear Works, Inc 

MARVEL—Electric Blower Company 

MARVEL—United Electric Motor Co 

Marvel Lamp Company, 307 Newark St 
Jersey 

Marvel Rack Manufacturing Co., 
Minneapolis 1, Minnesota 

Maryland Bolt & Nut Co., Box 5321, Mt 
Station, Baltimore 9, Maryland 

Maryland Lava Co., Box 205, Bel Air, 

Mason Silk, Inc., 25 East 26 St., 
York 

MASS GEAR—Massachusetts Gear & Tool Co 

Massachusetts Gear & Tool Co., 30 Nashua St., Wo- 
burn, Massachusetts 

Massey, Inc., A. H., 200 Longbrook Ave., 
Connecticut 

Masson Co. Inc., M. Ross, 
dianapolis 2, Indiana 

Master Appliance Mfg. Co., 
Racine, Wisconsin 

a 4 Electric Company, 126 Davis St., 
hio 


400 Canal St., Man- 
Evanston, 
Premax Prod- 
Buffalo 
700 North Carpenter St., 
1112 Industrial Ave., Danville, 
Chandler St., Jamestown, New 
, 60-06 37th Ave., Woodside 77, 


311 North Des- 


3040 East Outer Dr., Detroit 34, 


4634 West 2ist Place, 


Cleveland 7, 


Hoboken, New 


24-North First St 


Washington 


Marviand 
New York 10, New 


Stratford, 
2160 Montcalm St., In- 
Fourth & Ontario Sts., 
Dayton 1, 


MASTER-LIGHT—Carpenter Manufacturing Co 

Master Manufacturing Co., 811 West Cabrini St., Chi- 
cago 7, Illinois 

Master Rule Manufacturing Co. Inc., 


40 Mulberry St 
Middletown, New York 


‘ 
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Master Viurator Co., 108 Davis Ave., Dayton 1, Ohio 

MASTERPHONE—Kellogg Switchboard & Supply Co 

Matchless Electric Co., 1700 Washington Bivd., Chi- 
cago 12, Illinois 

Matthews & Co., James H., 
burgh 13, Pennsylvania 

Matthews Div., W. N.—see Chance Co., A. B 

Maurey Manufacturing Corp., 2907-23 South Wabash 
Ave., Chicago 16, Iilinois 

MAXAWS—Cummins-Chicago Corp 

MAXDRIL—Cummins-Chicago Corp 

Maxon Premix Burner Co, 201 East 18th St ; 
Indiana 

Maxson Corp., W. L., Unimax Switch Div., 
34 Street, New York 1, N 

MAYFAIR—Amer. Radiator & Standard Sanitary Corp 

Mayhew Steel Products, Inc Sears St. Extension 
Shelburne Falis, Massachusetts ‘ 

MAZZELLA—-Wire Rope Corp. of America, Inc 

McCabe-Powers Auto Body Co., 5900 North Broadway, 
St. Louis 15, Missouri 

McCarthy Electric Co., 2112-16 East Woodbridge St 
Detroit 7, Michigan 

McColpin-Christie Corp., 
Angeles 43, Calif 

McCorkle Co., D. H., 833 Bancroft Way 
California 

McDONALD~—-Sierra Electric & Manufacturing Co 

merous Mfg. Co., A. Y., 12th & Pine Sts., Dubuque 
owa 

McFarland Co., L. D., 
Idaho 

McGill Manufacturing Co. Inc., 

McGrath St 
Minnesota 

McGraw Electric Co., Clark Division 
St., Chicago 38, IIlinoi 

McKay Chemical Co. Inc 
38, New York 

McKinley-Mockenhaupt Co., 626 West 
Chicago 6, Illinois 

McLauthlin Co., Geo. T., 120 Fulton St 
Massachusett 

McMahan Co., A. B 
Minnesota 

McMillan Manufacturing Cc 7th Floor 
4th & Rosabel Sts., St. Pau! 1, 

MECHANI-CUT—-Peerles: 

Mechanical Products, In 
Michigan 

MEGGER—Biddle Co., James G 

MEGOHMER—Sticht Co., Inc., Herman H 

Meier Electric & Machine Co., Inc., 3525 East Wast 
inton St., Indianapol 7, Indiana 

Meierjohan-Wengier, 1102 West Ninth St 
3 hio 

Meletron Corp., 950 North Highland Ave., Los 
38, California 

MELMAC American Cyanamid Co 

MELOCALL—Edwards Company, Inc 

MELODY—-General Time Corp., Westclox Div 

MEMCO—-Magnetic Engineering & Mfg. Co 

Mend-It Sleeve Mfg. Co., 136 Bonita Ave 
11, California 

Mepco, Inc., 35 Abbett Ave., Morristown 

Mephisto Tool Co. Inc., Box 16, Hudson 

Mercoid Corp., 4201 Belmont Ave 
nor 

MERCURY—Production Instrument Co 

MERCURY — Vulcan Electric Co 

Mercury Manufacturing Cc 4044 South Halsted St 
Chicago 9, Iilinois 

MERCURYSTAT—-Westinohou 

MERION-—Wood Company, Johr 

Merit Coil & Transformer Coro 
St., Chicasco 40. Iilinoi 

Merkle-Korff Gear Co., 213 North Moraan St., Chi 
cago 7, Illinois 

Merwin Manufacturing Co., 19th 
Pennsylvania 

MET-L-FLEX—Robinson Aviation, Inc 

Metal Forming Corp., 1937 Sterling Ave 
Indiana 

Metal & Thermit Corp 
17, New York 

METAL ZIPPER—Mid-State 

Metalcraft Products Co., Ine 
Sts Philadelphia 33. Pens 

METAMETER—Bristol Company 

METEOR —Chisholm-Moore Hoist Corp 

Meteor Electric Co., Ir e Leviton Manufacturing 
Co. In 

Meteor Manufacturing Corp., 1441 Main St 
9, New York 

METER-ALL Vete Manufacturing ( 

Meter Device ( U4 C Ave 
6. Ohio 

METER-MATIC —-! 

Meter I 5353 
20, ‘India 

METRON—W 


3946 Forbes St., Pitts- 


Muncie 
460 West 


3410 West 67th St., Lo: 


Berkeley 2 


McFarland Bidg., Sand Point 


Valparaiso, Indiana 
Paul Co., 242 East Fifth St., St. Paul 1 


5201 West 65th 
880 Pacific St., Brooklyn 
Jackson Blvd 
Boston 13 
693 Raymond Ave., St. Paul 14 
Lindeke Bldg., 
Minnesota 


Machine Co 
1824 River St Jack 


Cincinnati 


Angele 


Piedmont 
New Jersey 


New York 
Chicago 41, Illi 


Electric Coro 


4427 North Clark 


& German Sts Erie 


Elkhart 
100 East 42nd St., New York 
Welder Mfa. Co 

Masche & Lippincott 


ylvania 


Buffalo 


OS. Er 
MIAMI CAREY 
uM 1 
’ 


M « 


ELECTRICAL CONSTRUCTION AND MAINTENANCE 


MICO—Mica Insulator Co 

MICRO—New Hampshire Ball Bearings, Inc 

Micro Division—see Minneapolis-Honeywell Regulator 
O) 

MICROFLASH—General Radio Company 

MICROLYTIC—Micamold Radio Corp 

MICROMOTOR—Redmond Company, Inc 

Mid-States Welder Mfg. Co., 6025 
Ave., Chicago 36, Ililinois 

Mid-West Chandelier Co., 15th & Gentry, North Kansas 
City 16, Missouri 

Mid-West Metal Products Co., 112 Southwest Second 
St., Muncie, Indiana 

Midget Heater & Specialty Co., 2801 Pacific Ave., Ta- 
coma 2, Washington 

MIDGET-LITE—Swivelier Co., Inc 

Midwest Electric Mfg. Co., 1639 Walnut St., Chicago 
12, Illinois 

Midwest Electric Products Inc 
Mankato, Minnesota 

Midwest Lighting Products Co., 12156 Triskett Rd., 
Cleveland 11, Ohio 

Midwest Mower Corp., 1006 Olive St., St. Louis, Mis- 
sour 

Miehle Printing Press & Mfg. Co.—see Star-Kimble 
Motor Div 

MIGHTY MIDGET—Coffing Hoist Company 

MIJAKON—Fast & Co., John E 

MIKASUB—Fast & Co., John E 

Miles Co., Franklin S., 2427 
Philadelphia 33, Pennsylvania 

Miles Reproducer Co. Inc., 812 Broadway, New York 
3, New York 

MILFORD—Thompson & Son Co., Henry G 

Miller Company, 99 Center St., Meriden, Connecticut 

Miller & Carrell Mfg. Co., 1051 Santa Fe Dr., Denver 4 
Colorado 

Miller Equipment Co., Inc., 13th & New St 
lin, Pennsylvania 

Miller Harris Instrument Co., 601 E 
Milwaukee 2, Wis 

Miller Machine & Elevator Co., Wm. A., 920 North 
First St., St. Louis 2, Missouri 

Miller Manufacturing Co., 9425 Seymour Ave 
Park, Illinois 

Millerbernd Manufacturing Co., P. 0. Box 130, Winsted 
Minnesota 

Millers Falls Co 
chusetts 


MILLITE 


South Ashland 


1515 North Front 


North Mascher St., 


Frank- 


Ogden Ave 
Schiller 


57 Wells St., Greenfield, Massa- 


Westinghouse Electric Corp., Lighting Di- 
vision 

MILWAUKEE—Northern Light Company 

Milwaukee Electric Tool Corp., 5352 West State St., 
Milwaukee 8, Wisconsin 

Milwaukee Parts Corp., 60715 South Sixth St., Mil- 
waukee 4, Wisconsin 

Milwaukee Resistor Co., 700 West Virginia St., Mil- 
waukee 4, Wisconsin 

Mimar Products, Inc., 138 Spencer St., 
New York 

MIMARVEL—-Mimar Products, Inc 

Mimms Company, E. N., 908 Mason St 
Kentucky 

MINALITE—wWestinghouse Electric Corp., Lamp Div 

Mine Safety Appliances Co., Braddock, Thomas & Meade 
Sts., Pittsburgh 8, Pennsylvania 

MINERALITE—-Ultra-Violet Products, Inc 

Minerallac Electric Co., 25 North Peoria St 
7, Iltinois 

MINI-BREAKERS—Mechanical Products, Inc. 

MINI-VOLT—-Industrial Devices, Inc 

Miniature Precision Bearings, Inc., 101 Carpenter St., 
Keene, New Hamoshire 

MINITROL—Westinghouse Electric Corp 

Minneapolis Electric & Construction Co 

St., Minneapolis 3, Minnesota 
meapolis-Honeywell Regulator Co 

Ave., S., Minneapolis 8, Minnesota 

Minveanolis-Honeyvwell Regulator Co 
Freeport, 'linois 

Minnesota Mining & Manufacturing Co., 900 Fauquier 

Ave., St. Paul 6, Minnesota 

nesota & Ontario Paper Co., National Pole & 

Treating Div., 500 Baker Arcade Bidg., Minneapoli 

2, Minnesota 

MINUTE MAN 

MINUTE-METER 

MINUTE-MINDER 


Brooklyn 5 


Louisville 4 


Chicago 


80 South 12th 


M 2753 Fourth 


Micro Division 
Mw 


Pyrene Manufacturing Co 
Lux Clock Manufacturing Co. Inc 
Lux Clock Manufacturing Co. Inc 
MIRAC-—Mitchell-Rand Insulation Co 
Miracle Paint Rejuvenator Co., 500 North Robert St 
St. Paul 1, Minnesota 
MIRAFLEX—Mitchell-Rand Insulation Co 
MIRAGLAS—-Mitchell-Rand Insulation Co 
MIRALITE—Mitchell-Rand Insulation Co 
MIRROSCOPE—Simy f 
Misener Mfg. Co 
New York 
kella Infra-Red Co 13rd ' Cleve 
land 4, Ohio 
MISSING LINK—Mid 
Company 
MISSISSIPPI DELUGE-—McDonald Mfg. Co Y 
MIS‘ ISSIPP] MASTER NM fy { Mia 
Missouri Belting Co., 1021 S$ h Gra 
+ Mi 


facturing 


Mixing Equipment Co., Inc., 135 Mt. Read Blvd., 
Rochester 11, New York 

MOBILAIRE—Westinghouse Electric Corp 

MOBILEX-——Day-Brite Lighting, Inc 

Modern Art Products Co. Inc., 1320 Agnes Ave., 
Kansas City 27, Missouri 

Modern Light Co. of St. Louis, 7809 Maplewood In- 
dustrial Court, St. Louis 17, Missouri 

MODERNAIRE—National Gas Equipment Co., Inc 

MODERNPHONE—Radio Corp. of America 

MODU-AIRE—United States Air Conditioning Corp 

MODU-WAVE—Skiaky Bros., Inc 

MODUFLOW—WMinneapolis-Honeywell Regulator Co 

MODULE—Mitchell Manufacturing Co 

MODUTROL—M inneapolis-Honeywell Reguiator Co 

MODUTRON—W inneapolis-Honeywell Regulator Co 

Moe-Bridges Corp., 1415-1425 Illinois Ave., Sheboygan, 
Wisconsin 

Moe Light, Inc., 700 Oak St., Fort Atkinson, W 
consin 

MOEDAPTERS—Moe Light, Inc. 

MOISTURE MAGNET—Remington Corp 

Molded Insulation Company, 335 East Price St., Phila- 
deiphia 44, Pennsylvania 

Mole-Richardson Company, 937 North Sycamore Ave., 
Hollywood 38, California 

Moline Elevator Co.—see Montgomery Elevator Co 

Moloney Electric Co., 5390 Bircher Blvd., St. Loui 
20, Missouri 

MONARCH—Curtis Lighting, Inc 

MONARCH—Hewitt-Robins Inc 

Monarch Elevator & Machine Co., 435 Morehead Ave 
Greensboro, North Carolina 

Monarch Fuse Co., Ltd., 118 East First St., Jame 
town, New York 

Monarch Lighting Fixture Corp.—see Ender-Monarch 
Corp 

MONARCH WHYTE—Macwhyte Company 

MONEND—Arcos Corp 

MONITOR—Production Instrument Co 

MONITOR—General Time Corp., Wesiclox Div 

MONO BOLT—Specialty Device Co 

MONO-LAG—Monarch Fuse Co., Ltd 

MONOGRAM— Quincy Stove Mfg. Co 

MONOLARM—Russell & Stoll Company 

MONOPHONE—Automatic Electric Co 

MONOPOINT—Gotham Lighting Corp 

MONOSET—Telex, Inc 

MONOTUBE—Tuttle & Kift, Inc 

MONOTUBE—Union Metal Manufacturing Co 

MONOWATT—General Electric Co., Wiring Device Dept 

MONSON SLATE—Portland-Monson Slate Co 

Montgomery & Company, Inc., 53 Park Place, New 
York 7, New York 

Montgomery Elevator Co., 30-20th St., Moline 

MOONBEAM—General Time Corp., Westclox Div 

Moon Manufacturing Co., 708-128 North Jefferson St 
Chicago 6, Illinois 

Moore Company, 808 
Missouri 


Moore & Co., Samuel, Main & Orchard St 
Ohio 


I!linois 


South Missouri, Marceline 


Mantua 


— Heater Corp., 2176 East 76th St 
hio 
MORFLEX—Morse Chain Company 
Morrison Steel Products Inc., 601 Amherst St., Buffalo 
7, New York 
rrow 400 West Madison St., Chicago 6, Illinois 
Morse Company, Frank W., 1300 Soldiers Field Rd 
Boston 35, Massachusetts 
Morse Chain Company, 7601 
Michiaan 
MOT-0-TRO! 
MOTO MITF 


Cleveland 3 


M 


Central, Detroit 10 

Westinghouse Electric Corp 

Globe Industries, Inc 

Moto-Truc C 1953 Fast 59, Cleveland 3, Ohio 

MOTODRIVE—Reeves Pulley Co. Inc 

Generator Corp Hobart 
Hobart Souare. Troy 1, Ohio 

Motor Products Corp., Deepfreeze Appliance Div., 2301 
Davis St.. North Chicago, Illinoi: 

MOTOR SENTINFL—°ryant Electric Co 

MOTOR SENTINEL—Westinohouse Electric Corp 

Motor Specialty, Inc., 12317-18th St.. Racine, Wisconsin 

MOTOR WATCHMAN —Westinahouse Electric Corp 

MOTORDOR—RProan Manufacturing Co., Inc 

MOTOREDUCE®S—Falk Corn 

Motoresearch Company, 1600 Junction Ave Racine 
MA ) 


Motor Brother Affiliate 


MOTORLITE 
Motorola | 
Iilino 

VOTORSTAIRS 
MOVAL—M, r 
Mucon Corp., 9 

Mueller Electr 
Ohio 

Mullenbach Electr Mfg. C 2200 East 27th St 
Los Angeles 58, Calif 

Mult-A-Frame Div ee Ainsworth Mfg. Corp 

Multi-Clean Product 1 2277 Ford Parkwz 
Paul 1, Minnesota 

Multi Electric Mfg 
ago 24, Illinois 

MULTI-GATE—Hamn 

Multi-Products Manu 


Angele 


Ave., L¢ 
Speer C 


Nard Leonard Electric Co 


4545 West Augusta Blvd., Chicago 51 


New Jersey 
Cleveland 14 


MULTIFLEX 
MULTILUX-—West 
MULTIPLE-SHOT 
MULTIPLE UNI 
VULTIRO McGil 
MULTISCOPIC—Kul 
VULTITAP—Cha 
ULTITROL—Gri 1 ¢ V 
ULTIVANE—Westinghouse Ele 
LTIVOLT—Ohmite Manufacturin 
VULTUMITE—I-T-E Circuit Breake 
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Muncie Gear Works, In 


Indiana 

Mund Boilers, Inc 1600 
Angeles 63, California 

MUREX—Metal & Therr 

Murphy Elevator Company 
Louisville 2, Kentucky 

Murray Company, In D. A., 632 North Mill St 
Tipton, Indiana 

Murray Company of Texas Ir 
Georgia 

Murray Manufacturing Co., D. J., 
Wausau, Wisconsir 

Murray Manufacturing Corp 
Brooklyn 16, New York 

MUSTANG—Continental Battery Mfg 

of Am 


East Wysor St., Muncie, 


North Indiana St., Los 
t Corp 


Ir 128 East Main St 


P. 0. Box 1517, Atlanta 
1002-24 Third St 
1250 Atlantic Ave 


Corp 


Clifton Bivd., Cliftor 


onal Electric Product 
Porcelain C 


NE Nat 
N.J.—New Jersey 
NTC—Keystone Carbon Cc 
NWL—Nothelfer Winding Lat 
NYF—New York Fluorescent 
NA-ALD—Alden Products 
NALCO 

NALCO—Nortt 

NAMCO— Nations 

Napier Saw W 


National A 


Clemson Bro Ir 
70 East 131 St., Cleveland 
West 


Vernor Highway 


York St Newport 


| Cart ; [ Carbide & Cart 
Corp., 30 East 42 St 18, N. Y 
itional Copper & Smelting C 1862 East 
Cleveland 6, Ohio 
nal Decale 
Philadelphia 39 
ational Electric Cor 
Chicago 2 Ill 
ational Electr Corp .. @ 
Pittsburgh 30, Pennsylvania 
ational Elec Welding Machines Co 
| Bay City, Michigan 


248 E 149 St 


123 St 
mar 


230-244 North 60 St 


70 Glenwood Ave 


Box 897 
1846-1916 


Bronx 


Ir P. 0. Box 443 
ational = Inter-Commu 
North Milwaukee Ave 
Lead Company, 11] 
New York 
ational Pole & Treating Div et 
Ontario Paper Co 
ational P e Ser 


System Inc 
icago 22, Illinois 
Broadway, New 


1130 


National 
i 


York 6 
Minnesota & 


Henderson-Hazel Corp 
1902 Howell St 


National Specialties Cx Ir 


Fort 
1946 North 13 St 
416, Pittsburgh 3¢ 

100 Superior Ave 

21200 Wyoming Ave 


34 Pilgrim Rd. Marble 
aA 
’ 


head , 
ATURLITE t Power Utilitie 
ar re 211 d > Ave 


} Corp 
ity Woodbridge, Nev 
Jersey 

FASRESTUS 

ed Compa 


Products Corp 


Walthar 


1 
pany 


Ave Seattle 


ELECTRICAL 


COMPANY AND TRADE NAME DIRECTORY 


New Haven Quilt & Pad Co., Inc 
St., New Haven 11, Connecticut 
New Jersey Fire Alarm Co. Inc., 37 South Eighth St 
Newark, New Jersey 
ew Jersey Meter Co 

feld, New Jersey 
New Jersey Porcelain Co 
New Jersey 
New Jersey Zinc Co., 
ew York 
Vew London Instrument Co., P. 0 
don, Connecticut 
Vew York Belting 
Passaic, N. J 
ew York Fluorescent Mfg. Co 162 Bowery 
York 12, New York 
York Pressing Machinery 880-888 
way Cor. 19 St., New York New York 
Newcomb Audio Products C 6824 Lexington Ave 
Hollywood 38, California 
ewcomb Spring Corp 3902 
32, New York 
EWGARD—- Multi 
ewman Industries (America) Inc 
York 4, New York 
NIAGARA—-Johnson Belting Co. Ir 
IAGRITE-— -Johns-Manville 
iICAD—-Nicke! Cadmium Battery Corp 
Ball Bearing Cc 30th & Hunting 
Philadelphia 40, Pennsylvania 
ichols Wire & Aluminum Co 
Davenport, lowa 
holson File Co., 1078 
25, Pennsylvania 
NICHROME-—Driver-Harris Co 
CKEL-ARC-—Alloy Rods Company 
cel Cadmium Battery Corp., Plea 
ton, Massachusett 
ICKELEND——Arco 
ICKEND—Arcos 
NICOPRESS—-Nat!. Telephone Supply Co 
ICUEND—Arcos Corp 
IGHTINGALE—-Adjustable Fixture Co 
NIGHTROL—Paragon Electric Company 
Nikoh Tube Co., 5000 South Whipple St 
I}linoi 
sson Electricai 
New York 13, New York 
VIMBLE-LITE—-Swivelier Co., In 
9000 ARC—-Mid-States Welder Mfg. Co 
NITEHAWK—-Industrial Lamp Corp 
NO FLAME COR—Cornish Wire Co. Inc 
NO NOTCH—+Hilco Engineering Co 
NO-SHOK—Bell Electric Company 
NOARK—Federal Electric Products Co 
JOBATRON—-Sorensen & Company, In 
NOSLELOY—Continental Carbon In 
NOBRUSH—-Georator Corp 
NOKORODE—Dunton Co., M. W 
Noma Lite Inc., 55 West 13th St 
ew York 


STRIP 


120 Waynewood Park 


600 Plum St., Trenton 8 


160 Front St., New York 38 


& Packing Ce 1 Market St 


Corr Broad 


Seventh Ave 
Electric 


Mfg., Inc 


Park Ave 
1725 Rockingham Rd 
Frankford Ave Philadelpt 
ant St., Easthame 


Corp 
Corp 


Chicage 


Laboratory, Inc., 103 Lafayette St 


NON 
NORBIDE 
rdberg Mfg. Co., 3073 
1, Wiscc 
roe Div ee 
rth Americar 
St. Louis 6, Missouri 


Griffin Co., G. W 
Norton Company 
South Chase Ave Milw 
in 

Bora-Warner Corp 
Electric Lamp Co., 1014 Tyler St 


rthern Manufacturing Cort 


NORTH-LITE—Great ! 
Ir Lamp Cx 18 


Northerr candescent 
boken, Ne Jersey 
Light Compa 


2, Wiscor 


North Water St 


Jortherr ny, 1661 
waukee 
Norton Company 
achusett 
Norton Electrical Instrument Ce 71 
chester 
elfer Wi 


f 
N 


Hilliard St 
Connecticut 
jing Lat 
Jersey 
Lighting 


Ohio 


120 Albemarle Ave., Trent 


Corr 2480 East 22 St 
“x W Electri Sr aity Cc 


G 
Meier Electric & Machine Co., Inc 


York Pressing Mach 
ctric Arc Ine 


ery Core 


NULITE — De 
UMECHRO? 
Tone, | 
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78-86 Franklin 


Plain- 


Box 189, New Lon- 


New 


Brooklyr 


43 Broad St., New 


New York 11 


aukee 


Hudson Pl., Ho- 
Mil- 
1 New Bond S Worcester 6, Mas- 


Man- 


Cleveland 


MID-SEPTEMBER 


OASIS—Ebco Manufacturing Co 
OBROUND—Crouse-Hinds Co 
Ocram Corp., Seneca Falls, New York 
OCT-0-DUCT—Soapstone Duct Co 
OCTA-TUBE—Millerbernd Manufacturing Co 
OCTO-GRIP—-Snap-on Tools Corp 
OCTOPUS—Chelsea Fan & Blower Co., Inc 
Stove Manufacturing Co., 342 West 
Pennsylvania 
ODOR-RIDD—Standard Products Corp 
ODOROUT—Westinghouse Electric Corp., Lamp Div 
OHIO—Round Bridgeport Chain & Mfg. Co 
Ohio Carbon Co., 12508 Berea Rd., Cleveland 11, Ohio 
Ohio Crankshaft Co., 3800 Harvard Ave., Cleveland 1 
Ohio 
Ohio Textile Specialty Co., 3438 West 54 St., 
land, Ohio 
Ohio Window Glass Co., 4045 St 
14, Ohio 
OHMEX—Chemex Corp 
Ohmite Manufacturing Co., 
Chicago 44, Illinois 
OHMOID-—Wilmington Fibre Specialty Co 
OHMSPUN— States Co 
OHMSTONE —Johns-Manville 
OIL TITE—Westinghouse Electric 
OILDRAULIC—Rotary Lift Co 
OILIFTER—A-P Controls Corp 
OILITE—-Amplex Mfg. Co 
OKLIP—-Burndy Engineering Company 
OKOLITE—Okonite Co 
Okonite Co., 220 Passaic St., Passaic, 
OLDFORGE—Quality Tools Corp 
Olin Industries, Inc., Electrical Div., 275 
Ave., New Haven 4, Connecticut 
Olin Industries, Inc., Ramset Div.—see 


12th St., 


Cleve- 


Clair Ave 


Cleveland 


urnoy Ss 


4835 West FI 


Corp 


New Jersey 


Winchester 
Ramset Fast- 
eners ne 
Oliver Iron & Steel Corp., Oliver Bidg., Pittsburgh 22, 
Pennsylvania 
OLOF-—Thompson, Inc., 0 
OLOTAN—Raniville Co., F 
OLOTAN—Ton-Tex Corp 
OLYMPIA—Benjamin Electric Mfq. Co 
OLYMPIC-——Washinaton Stove Works 
OMNI-GLOW—Industrial Devices, Ir 
On-A-Lite Corp., 113 Circle Rd., Peoria ‘ 
Onan & Sons Inc., D. W., University Ave 
at 25th.. Minneapolis 14, Minnesota 
1000’ LINE—Wakefield Brass Co., F. W 
ONE TIME—Ware Fuse Corp 
Op-Al Elect. & Manufacturing Co 
Ave., Indianapolis 2, Indiana 
OPALITE—Lightolier, Inc 
Operadio Mfg. Co.—-see DuKane Cory 
OPTIPLEX—Lightolier, Inc 
Orange Roller Bearing Co., Inc 
New Jersey 
Orangeburg Manufacturing Co., Inc 
Orangeville Mfg. Co., Orangeville 
ORTO—Line Material Co 
OSMOPLASTIC-——Osmose Wood Preserving Co 
Osmose Wood Preserving Co., 9f0 Ellicott St 
9, New York 
Oster Manufacturing Co., 2057 East 61 
land 5, Ohio 
Oster Manufacturing Co., 
Wisconsin 
OSTERFTT 
OSTERIZER 
OUR PRIDE 
OVALDUCT 


Illinois 
Southeast 


809 North Senate 


557 Main St., Orange, 


Orangeburg, N. Y 
Pennsylvania 


Buffalo 


Place, Cleve- 


John, 1 Main St Racine 


Oste, Manufacturing Co., John 
Oster Manufacturing Co., John 
Champion DeArment Tool Co 
National Electric Products Corp 
OVALITE—-Line Material Co 
Overbagh & Ayres Mfo. Co 
Chicago 7, Iilinois 
Owatonna Tool Co 
Minnesot 
Ox-Wall Products Mfg. Co., Ir 
New Jersey 
OXOFF— Anaconda Wire & Cable Co 
Oxwall Tool Co see Ox-Wall Product 
OZITF—G & W Electric Snecialty Co 
OZONE-LITE—New York Fluorescent Mfg. ( 


411 South Clinton St., 


250 North Cedar St., Owatonna, 


, 50 Wall St., Oxford 


Mfg. Ce Ine 


P 


A-X 
P&C 


Automatic Electric ¢ 
hand Forged Tool Co f 
P. O., Portland 22, Oregon 
PCP—Osmose Wood Preserving ¢ 
P.D.C.P Phelps Dodge Copper Pr 
PD-X—-Pnelps Dodge Cop Product 
P-G—Post-Glover Electric ( 

PAH Page & 
P_M.G.—Phelt 
> Q.—-Pekcu C 
P2R-— Potter 
£5-—P 
Prec 


1953 





COMPANY AND TRADE NAME DIRECTORY 


Paine Company, Fullerton Ave., & Westgate Rd., Aadi- 
son, Illinois 

PAK-A-WAY-—Schaefer, Inc. 

PAL—Palnut Company 

Paley Manufacturing Corp., 244 Herkimer St., Brooklyn 
16, New York 

PALLETIER—Crescent Truck Company 

Paim, Fechteler & Co., 85 Maple St., Weehawken, 
New Jersey 

Palmer Welloct Tool Corp., R. D. 3, Meadville, Penn- 
sylvania 

Painut Company, 61 Cordier St., Irvington 11, New 
Jersey 

PAMCO—Paraplegics Manufacturing Co., Inc 

PAN-I-LITE—Alden Products Co. 

PAN-L-HEAT—Jensen Specialties, Inc 

Panalarm Products, Inc., 6312 North Broadway, Chi- 
cago 40, Iilinois 

PANCAKE—Wiremold Company 

PANELUX—Lighting Products, Inc 

Panelyte Division—see St. Regis Paper Co. 

PAPCO——Penn Brass & Copper Co. 

PAR-BEAM-LITE—-Swivelier Co., Inc. 

PARACORE— United States Rubber Co 

PARAGON—Campbell-Hausfeld Co. 

Paragon Electric Company, 1614-12th St., Two Rivers, 
Wisconsin 

PARALINE—Allis-Chalmers Manufacturing Co. 

Paramount Industries, Inc., G-1080 Ballenger Rd., Flint 
4, Michigan 

Paranite Wire & Cable Div.—see Essex Wire Corp 

Paraplegics Manufacturing Co., Inc., 10068 Franklin 
Ave., Franklin Park, Illinois 

PARK AVENUE—General Lamps Mfg. Corp 

Parker Electrical Mfg. Co., 221 Washington St 
Oakland 7, California 

Parker McCrory Mfg. Co., 2609 Walnut St., Kansas 
City 8, Missouri 

Parks-Cramer Company, Newport St 
chusetts 

PARMAK——Parker McCrory Mfg. Co 

Parr Electric Co., 40 Austin St 
Jersey 

Partlow Corp., New Hartford, New 
York 

Patrick & Wilkins Co., Phila- 
delphia 6, Pennsylvania 

Partridge Lumber Co., T. M., 731 Lumber Exchange 
Bidg., Minneapolis 1, Minnesota 

Pass & Seymour, Inc., Syracuse 9, New York 

PATENT-FLEX—Wil-Son Manufacturing Co. 

PATTERNLITE—Associated Lighting Service 

Peck & Harvey, 5650 North Western Ave., Chicago 45, 
Illinois 

Peco-McClintock——-see Protection Equipment Co. Inc. 

PEDRIFUGAL—Allis-Chalmers Manufacturing Co. 

Peelle Co., 47 Stewart Ave., Brooklyn 37, New York 

Peer, Inc., 1200 Milton St., Benton Harbor, Michigan 

PEERLESS—Electric Service Manufacturing Company 

PEERLESS—-General Cable Corp 

PEERLESS—Plastic Wire & Cable Corp. 

Peerless Electric Co., 1401 West Market St., Warren, 


Fitchburg, Massa- 


, Newark 5, New 


2 Campion Rd., 


North Seventh St., 


Ohio 

Peerless Machine Co., 1601 Junction Ave., Racine, 
Wisconsin 

Peeriess Manufacturing Corp., 1400 West Ormsby Ave., 
Louisville 10, Kentucky 

PEERLITE—-Guth Company, Edwin F 


Pekcu Company, 
New York 
Peiham Elect. Mfg. Corp., 16th & German St., Erie, 
Pennsylvania - 

PEMCO-——Parker Electrical Mfg. Co. 

PEMCO— Philadelphia Electrical & Mfg. Co. 

PENDLUM—Versen Company, Kurt 

PENDOME.—Versen Company, Kurt 

Penetray Corp., 615-623 Front St., Toledo 5, Ohio 

PENFIELD—Wood Company, John 

Penn Brass & Copper Co., 20th & Powel! Ave., Erie, 
Pennsylvania 

Penn Controls, Inc., Goshen, Indiana 

Penn Fibre & Specialty Co., 2024-2030 East Westmore- 
land St., Philadeiphia 34, Pennsylvania 

Penn Fluorescent Light Mfg. Co., Wm., 1429-30-31 
South 23 St., Philadelphia 46, Pennsylvania 

Penn-Union Electric Corp., 321 State St., Erie, Pa. 

Pennsylvania Transformer Co., Div. McGraw Electric 
Co., Box 330, Canonsburg, Pennsylvania 

Pennwood Numechron Co., 7249-51 Frankstown Ave., 
Pittsburgh 8, Pennsylvania 

PENOTE—Cleveland Trencher Co 

PENTA—Chapman Chemical Co. 

PENTA—Page & Hill Inc. 

Perfect-Line Mfg. Corp., P. 0. Box 65, Old Country 
Rd. & R. R. Ave., Hicksville, New York 

PERFECTAIRE—Perfect-Line Mfg. Corp. 

PERFECTION—-Boston Woven Hose & Rubber Co. 

ory Stove Company, 7609 Platt Ave., Cleveland 
, Ohio 

Perkin Engineering Corp., 345 Kansas St., El Segundo, 
California 

Perkins Machine & Gear Co., Circuit Ave., West Spring- 
field, Massachusetts 

PERM-ALIGN—Cummins-Chicago Corp. 

PERMACEL—-Industrial Tape Corp. 

PERMAFLECTOR———Pittsburgh Reflector Co. 

Permanent Magnet Co., Inc., 4437 Bragdon St., 
Lawrence 26, Indiana 

PERMATOX—Chapman Chemical Co. 

Perrine Battery Corp., 55 Rumford Ave., Waltham 54, 
Massachusetts 

PET—Portable Electric Tools, Inc. 

Petersen Manufacturing Co., Inc., Dewitt, Nebraska 

PETTIFOGGER—Parks-Cramer Company 

Phalo Plastics Corp., 25 Foster St., 
Massachusetts 


1227 McDonald Ave., Brooklyn 30, 


Worcester 8, 


Phelps Dodge Copper Products Corp., 40 Wall St., 
New York 5, New York 
Phelps Fan Manufacturing Co., 715 Thomas, Little Rock, 
Arkansas 
Pheoll Manufacturing Co., 5700 Roosevelt Rd., Chicago 
50, Illinois 
PHIL-TROL—Phillips Control Co. 
Philadelphia Electrical & Mfg. Co., 1200-36 North 31 
St., Philadelphia 21, Pennsylvania 
Philadelphia Expansion Bolt Co.—see Stewart & 
Romaine Mfg. Co. 
Philadelphia Gear Works, Inc., G St. below Erie Ave. 
Philadelphia 34, Pennsylvania 
Philadelphia Steel & Wire Corp., Penn St. & Belfield 
ett ne 44, Pennsylvania 
iladelphia Thermometer Co., 4401 North Six . 
Philadelphia 40, Pennsylvania ’ Pe Me 
Phillips Control! Corp., 84 West Jefferson St., Joliet 
Iilinois ; 
Phillips Mfg. Co., Inc., 2816 Aldrich Ave., S., Minne- 
a & Minn - 
joenix ectric anufacturing Co., 7 s 
St., Chicago 6, Illinois , a 
PHOMAIDE— Pyrene Manufacturing Co 
PHOMAIRE—Pyrene Manufacturing Co 
PHOMENE—-Pyrene Manufacturing Co. 
PHONETALARM—American District Telegraph Co 
Phosphor Bronze Corp., 20 Franklin St., Seymour 
Connecticut : 
PHOTO-TROLILER—Westinghouse Electric Corp 
vemeeen Company, 116 Nassau St., New York 38, New 
or’ 
Photoswitch In 2 
—— Inc., 77 Broadway, C; mbridge 42, Massa- 
PHOTOX-—Westinghouse Electric Corp 
PHOTRONIC—Weston Electrical Instrument Corp 
vie Renewable Fuses, Inc., Box F, Leicester, New 
or ‘ 
PIERCEWAY—Clifton Conduit C c 
PIKE—-Abbeon Supply Company 5 ing: 
PILOTSTAT -Minneapolis-Honeywell 
PINCOR—Pioneer Gen-E-Motor Corp. 
Sean's a Controls Co. Inc 
joneer Gen-E-Motor Corp. s 
cist 39, Illinois P., 5841 West Dickens Ave., 
lectri-Cord Manufacturi 
PISTOGRIP—wall Ream meee Rg “i 
tea Roller Bearing Company of America 
ittsburg eflector . i 
; nen dhs Co., Oliver Bldg., Pittsburgh 22, 
ittsburgh Screw & Bolt Cor 27 
rane 33 Peamyieanin’ ee ne 
ittsburg tandard Conduit Co., ri 
mame e 23, Pennsylvania 2 Site &., Tm, 
ould-National Batteries, | 
PLASCENE—Chester Cable Corp. 
Plaskon Division—see Libbey-Owens-Ford Glass Co. 
Plaster-Eye Company, 2560 Noblestown Rd., Pittsburgh 
5, Pennsylvania 
PLASTIC EYE—Gits Molding Corp. 
Plastic Wire & Cable Corp., East Main St., Jewett 
City, Connecticut 
PLASTICAL—C & D Batteries, Inc. 
PLASTICLINER—Duro-Test Corp 
PLASTICORD—Chester Cable Corp. 
PLASTICORE—Chester Cable Corp. 
PLASTICOTE—Chester Cable Corp. 
Plasticraft Products Co., 1 Station Plaza, West Nyack, 
New York 
Paya Whitney Blake Company 
latt Corp., 1415 Key Highway, Baltimor , 
PLEXICON.—Erie Resistor Corp. ne 
PLEXILUX—Sun-Lite Manufacturing Co. 
PLEXLUME—Gruber Lighting 
PLEXOLINE—Day-Brite Lighting, Inc 
PLIA-CABLE—Empire Wire & Cable Co. 
PLUG MOLD—wWiremold Company 
PLYMOUTH—Gray & Dudley Company 
POCKETSCOPE—Waterman Products Co., Inc 
POCO—Pure Oil Co. 
POLEMASTER—Klein & Sons, Mathias 
Poles, Inc., East 706 Sprague Ave., Spokane 3, Wash. 
Pollak Luminescent Corp., 732 South Federal St., Chi- 
cago 5, Illinois 
POLY-ROPE—Industrial Products Co 
Polyken Products Dept.—see Kendall Co. 
POMONA—Fairbanks, Morse & Co. 
Poole Foundry & Machine Co., 1700 Union Ave., 
Woodberry, Baltimore 11, Maryland 
POP-0-MATIC—Dominion Electric Corp. 
POPPER CHEF—Dorinion Electric Corp. 
POPPER-PLUS—-Wyndale Manufacturing Corp. 
Porcelain Products, Inc., 422 West Sandusky St., Find- 
lay, Ohio 
PORT-A-PONY—Thread-Ezy Mfg. Co 
PORTA-FLEX—Gardner Products Co 
Portable Electric Tools, Inc., 320 West 83 St., Chi- 
cago 20, Illinois 
PORTALITE—Carpenter Manufacturing Co. 
Porter Corp., J. E., Ottawa, Illinois 
Porter-Cable Machine Co., 
Syracuse 8, New York 
Porter Metal Products, Inc., 121 Ingraham St., Brook- 
lyn 37, N. Y. 
Portiand-Monson Slate Co., 465 Congress St., Port- 
land 3, Maine 
PORT-0-REEL—lIndustrial Electrical Works 
PORTO-POWER—Blackhawk Mfg. Co. 
PORTO-SHEARS—Black & Decker Mfg. Co. 
PORTOSTRIP—Hesse! Company, Inc., 
POSITECT—S & C Electric Company 
Positive kock Washer Co., Avenue A & Miller St., 
Newark 5, New Jersey 
POSITROL—S & C Electric Company 
Post-Glover Electric Co., 221 West Third St., Cincin- 
nati 2, Ohio 
POST-LITE—Great Northern Manufacturing Corp. 


Regulator Co. 


1714 North Salina St., 


Potter & Brumfield, 64 East Road, Princeton, Indiana 

Potter Instrument Co., Inc., 115 Cutter Mill Rd 
Great Neck, New York 

Potter & Rayfield, Inc., P. 0. Box 1042, Atlanta, Ga 

Powder Power Too! Corp., 7526 Southwest Macadam 
Ave., Portiand 1, Oregon 

POWER BLOW—Master Vibrator Co. 

POWER MASTER—Lewis-Shepard Products, Inc. 

POWER OX—Barrett-Cravens Co. 

POWER-PLUS—Neptune-Power Plus Products Co 

POWER STREAK—American Electric Cable Co 

POWERAIRE—Westinghouse Electric Corp., (Spring- 
field) 

POWERBEL—Auth Electric Company, Inc 

POWERCONS—Cornell-Dubilier Electric Corp 

Powercraft Corp., 2215 DeKalb St., St. Louis 4, Mo 

POWERDUCT—Anaconda Wire & Cable Co. 

POWEREEL—Industrial Electrical Works 

POWERFLEX—Griffin Co., G 4 

POWERHOUSE—Fairchild Camera & Instrument Corp 
Fairchild Industries Div 

POWERLINE—Chelsea Fan & Blower Co., Inc 

POWERS-AMERICAN—-McCabe-Powers Auto Body Co 

POWERSTAT—Superior Electric Co 

POWR-RIB—Ohmite Manufacturing Co 

Powrex Switch Company, 36 Pleasant St., Watertown 
72, Massachusetts 

Practical Electric Products Inc., 330 East 148 St 
New York 51, New York 

PRAK-T-KAL—Practical Electric Products Inc 

Prat-Daniel Corp., Thermobloc Div., 2 Meadow St., 
South Norwalk, Connecticut 

PRE-MARX—Chisholm-Ryder Co., Inc., Premax Prod- 
ucts Div. 

PRECIPITRON—Westinghouse Elec 


Corp., Sturtevant 


Div. 

Precise Products Corp., 1328-30 Clark St., Racine 
Wisconsin 

Precision Manufacturing Co., Inc., 88 King St., Dover, 
New Jersey 

Precision Products Co., 26 Bedford St., Waltham 54, 
Massachusetts 

Precision Transformer Corp., 660 West Grand Ave., 
Chicago 10, Illinois 

Precision Tube Co., Inc., Wissahickon Ave. & Church 
Rd., North Wales, Pennsylvania : 

Precision Welder Mfg. Co., 660 W Grand Ave., Chicago 
10, Ill 


lil. 

Preformed Line Products Co., 5349 St 
Cleveland 3, Ohio 

PREGWOOD—Formica Co. 

Premax Products Div.—see Chisholm-Ryder Co., Inc 

Prentice Products Co., Lincoln Highway East, Fort 
Wayne, Indiana 

Prentiss Wabers Products Co., 1430 Second St., N., 
Wisconsin Rapids, Wisconsin 

PRES-SURE—Buchanan Electrical Products Corp. 

Prescolite Manufacturing Corp., Box 188 Station A 
2229 Fourth St., Berkeley, California 

PRESSMASTER—Automatic Steam Products Corp 

PRESSURE MAID—Campbell-Hausfeld Co. 

PRESSURE PRINCESS—Campbell-Hausfeld Co 

PRESSURE QUEEN—Campbell-Hausfeld Co. 

PRESSURETROL—M inneapolis-Honeywell Regulator Co 

PRESTAL—Tal Bender, Inc. 

PREST-0-LITE—Linde Air Products Co. : 

Presto Electric Co., Inc., 600 Fulton St., Elizabeth, 
New Jersey 

PREWAY—Prentiss Wabers Products Co 

Price Battery Corp., Grand St., Hamburg, Pennsylvania 

Price Electric Corp., East Church & Second Sts., 
Frederick, Maryland 

Primary Battery Div.—see Thomas A. Edison, Inc 

PRINCESS—Curtis Lighting, Inc. 

PRO-TEK-TROL—ETC, Inc. 

PROBTROL—Automatic Control Co 

PRODUCTIMETER—Durant Manufacturing Co 

Production listrument Co., 710 West Jackson Bivd., 
Chicago 6, Illinois ; 

Progress Mfg. Co., Inc., Castor Ave. & Tulip St., 
Philadelphia 34, Pennsylvania 

Progressive Welder Sales Co., 3070 East Outer Dr., 
Detroit 34, Michigan 

PROPELLAIR—Robbins & Myers, Inc 

PROTECT-0-SHIELD—Gits Molding Corp. : 

Protection Equipment Co. Inc., North 9 Main St., 
N.E., Minneapolis 13, Minnesota 

PROTECTOLINK—Chance Co., A. B., W. N. Matthews 
Div. 

PROTECTORELAY—Minneapolis-Honeywell Regulator Co. 

PROTECTOSTAT—Minneapolis-Honeywell Regulator Co. 

PROTEX—Danie!l Woodhead Co. 

Proto Tools, 2209 Santa Fe Avenue, Los Angeles 54, 
California 

PRY-LITE—Pryne & Company, Inc ; 

Pryne & Company, Inc., P. 0. Box 698, Pomona, Cali- 
fornia 

Pryne-Rittenhouse Sales Corp., 130 Adams St., New- 
ark 5, New Jersey 

Pullman Vacuum Cleaner Corp., 33 Allerton St., Bos- 
ton 19, Massachusetts 

PULSARC—Westinghouse Electric Corp. 

PULSESCOPE—Waterman Products Co., Inc. 

PULVERATOR—Given Mfg. Co. 

Punch-Lok Co., 321 North Justine St., 
Illinois 

PUR-AR-LITE—House-0-Lite Corp. 

Pure Oi! Co., 35 East Wacker Dr., 

PURELUBE—Pure Oil! Co. 

Puritan Lighting Fixture Co., 21 Boerum St., Brooklyn 
6, New York 

PUROCO—Pure Oil Co 

PUROLENE—Pure Oil Co. 

PUROPALE—Pure Oi! Co. 

PUSHMATIC—Bul!Dog Electric Products Co. ; 

Pyle-National Co., 1344 North Kostner Ave., Chicago 
51, Illinois 


Clair Ave., 


Chicago 7, 


Chicago 1, Illinois 
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PYLE-0-FLEX—Pyle-National Co 
PYLETS—Pyle-National Co 
Pyott Foundry & Machine Co., 
St., Chicago 7, Illinois 
PYRALITE—Gruber Lighting 
Pyramid Electric Co., 1445 Hudson Bivd., North Ber- 
gen, New Jersey 
Pyramid Instrument Corp., 630 Merrick Rd., Lynbrook, 
New York 
PYRANOL—-Gene Electric Co 
Pyrene Manuiacturing Co., 
8, New Jersey 
Corning Glass Works 
Pyroferric Company, Inc., o21 East 216 St., Br 
New York 
PYROSTAT 
PYROTITE 
PYROTROL 
PYROTRON 
PYROVISOR 


328 North Sangamon 


Apparatus Sales Div 
560 Belmont Ave., Newark 


x 67 
~Minneapolis-Honeyw Regulator C 
Westinghou F ric Corp 

Bristol Company 

Bailey Meter 

Bristol Company 


Q 


QIKLUG—Burndy Engineer 

QUAD— Quadrangle Mfg. Co 

Quadrangel Mfg. Co., 32 South Peoria St 
Illinois 

QUAKER—Mor-Flo Heater Corry 

Quaker City Electric Mfg. € 2810 East Pacific St 
Philadelphia 34, Pennsylvania 

Quality Tools Corp., New Wilmingtc Per 

Queen Products Co., Inc 13th & Row 
ville 3, Kentucky 

Queen Stove Works, In 
Minnesota 

QUELARC—-Pyle-National Co 

Quicfrez, Inc 105 Oak Place, Fond 
sin 

QUICK-CLEAN—-Allis-Chalmers Manufacturing Co 

QUICK DRY—Scovill Manufacturing Co Hamilton 
Beach C Div 

QUICK-HOT—Wen Products, Inc 

QUICKLAG—Westinghouse Electric Corp 

QUICKSTART—New York Fluorescent Mfg. Co 

QUIET—-Robbins & Myers, Inc., Fan Division 

Quiet-Heet Manufacturing Corp., 46 Oliver St New 
ark 5, New Jersey 

QUIET KOOL—Quiet-Heet Manufacturing Corp 

QUIETONE—Cornell-Dubilier Electric Corp 

QUIETTE—Arrow-Hart & Hegeman Electric Co 

Quijada Too! Div ee Gaines-Collins Co 

QUIK-LABEL—Brady Co., W 

QUIK-LIFT—Coffing Hoist Company 

QUIKHETER—Adam Electric Co., Frank 

QUIKLIFT—Lewis-Shepard Products, In 

Quincy Manufacturing Co., Wall & Hudson St., Tiffin 
17, Ohio 

Quincy Stove Mfg. Co., 825 South Front St., Quincy 
Illinois 

QUINORGO 

QUINTERRA 


g Company, Inc 


Chicago 


isylvania 
an St Louis- 


505 Front St., Albert Lea 


lu Lac, Wiscon- 


Johns-Manville 
Johns-Manville 


R 


R-ASE—All-Steei Equipment Inc. 

RBC—Roller Bearing Company of America 

RCA—-Radio Corp. of America 

RCD—Rotary Concrete Drill Co 

RCP—Radio City Products Co., Inc 

RCS Tool Sales Corp., P. 0. Box 1434 (200 Moen 
Ave., Rockdale), Joliet, Illinois 

R & D Corp., Virginia Ave. Extension, Bristol, Tennes- 
see 

R. E. C. Corp., 2 Pelham Rd 
York 

R-K—Ruggles Klingemann Manufacturing Co 

R & M—Robbins & Myers, Inc 

R-P & C. Valve Div.—see American Chain & Cable Co 
Inc 

RPM—Montgomery & Company, Inc 

RSA—Anaconda Wire & Cable Co 

R T & E Co., 632 North Eighth St 
Wisconsin 


New Rochelle, New 


Milwaukee 7 


Rab Electric Mfg. Co., Inc., 113 E. 138th St., New 
York 51, N. Y 
RACO—AlI-Steel Equipment Inc 


RADARANGE—Raytheon Manu‘acturing Co 

Radex Corp., 2076 Elston Ave., Chicago 14, IIlinois 

RADI-AIRE—-Reynolds Electric Co 

RADIA—Shepler Manufacturing Co 

Radiant Heater Corp., 1 East 35 St., 
New York 

Radiant Lamp Corp., 300 Jelliff Ave., Newark 8, New 
Jersey 

RADIASTAT—Ward Leonard Electric Co 

Radio City Products Co., Inc., 152 West 25th St 
New York 1, New York 

Radio Cores, Inc., 9540-50 Tulley Ave 
Illinois 

Radio Corp. of America, RCA Victor Division, Front & 
Cooper Sts., Camden 2, N. J 

Radio Corp. of America, Theatre-Indus. Mkt. Div 
Engrg. Prod. Dept., Front & Cooper Sts., Camden 2, 
New Jersey 

Radio Receptor Co., Inc 
11, New York 

Radionic Transformer Co., 411 South Sangamon St., 
Chicago 7, Illinois 

RADIX—Versen Company, Kurt 

Radix Wire Co., 26260 Lakeland Bivd., Cleveland 23, 
Ohio 


New York 16 


Oak Lawn 


251 West 19 St., New York 
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Rae Motor Corp., 2009 Kewaunee St., Racine, Wis 

RAINBOW—Precision Manufacturing Co., Inc 

RAINIER—American Crossarm & Conduit Co 

RAISED LAY—Union Plate & Wire Co., D. E. Make- 
peace Co. Div 

Rakit Corp., 711 South 50 St 
Pennsylvania 

RAKSCOPE—Waterman Products Co., Inc 

RAM—Ambory Corp. 

RAMLIFT—Shepard Elevator Co 

Ramset Fasteners, Inc., 12117 Berea Rd., Cleveland 
11, Ohio 

RANCHO—Westinghouse Electric Corp 

Mitchell-Rand Insulation Co., 51 Murray St., New York 
7 Y 


Philadelphia 43 


Randall Graphite Bearings, Inc 
Lima, Ohio 
RANGELUGS—-Franke!l Connector Co 
RANGESPLICES—-Frankel Connector Co 
Raniville Co., F., 241 Pearl St., N. W 
2, Michigan 
Rapid Electroplating Process, Inc 
Ave., Chicago 5, Illinois 
RAPIDAYTON—Dayt Pump & Manufacturing Co 
RAPIT-HEET—Eitzen Co., Louis C 
Rattan Mfg. Co., 10 Wall St., P. 0. Box 1745, New 
Haven 7, Connecticut 
Rattray & Co., Im 
Jamaica, New York 
RAWLORILL-—Rawlplug Co. Inc 
RAWLDRIVE—-Rawiplug Co. Inc 
Rawiplug Co., Inc., 271 Church St., 
New York 
Rawson Electrical 
Cambridge 42 
Ray-0-Vac Co 
Wisconsin 
RAYMASTER—Gates & Co., Inc., Geo. W 
Raytheon Manufacturing Co., 100 River St 
Massachusetts 
Raytheon Manufacturing Co., Receiving Tube Div., 55 
Chapel St., Newton 58, Massachusetts 
RE-CIRK-I1T—Heineman Electric Co 
REACH-INS—wUnited Refrigerator Co 
Reading Crane & Hoist Corp., 2100 Adams St., Reading, 
Berks, Pennsylvania 
Reading Elevator Co., Inc., 
St., Reading, Pennsylvania 
REAIRE—-Versen Company, Kurt 
RECAL-——Versen Company, Kurt 
RECAME—-Versen Company, Kurt 
RECIPROMOTOR—Trombetta Solenoid Corp 
RECO—-Reynolds Electric Co 
Recora Company, 56 West 
Iilinois 


RECTI-CHARGER—Raytheon Manufacturing Co 

RECTI-FILTER—Raytheon Manufacturing Co 

RECTODYNE—McColpin-Christie Corp 

RECTOMATIC—Westinghouse Electric Corp 

RECTOX—Westinghouse Electric Corp 

RED BAND—Howell Ejiectric Motors Co 

Red Devil Tools, 130 Coit St., Irvington 11, New 
Jersey 

RED END-—Simonds Saw & Steel Co 

RED RIDER—Industrial Products Co 

Red Seal Electric Co., 6321 Detroit Ave., 
Ohio 

RED-STRAND—Leschen & Sons Rope Co., A 

RED STREAK—National Super Service Co., Inc 

RED TANG—Simonds Saw & Steel Co 

REDEGE—National Electric Products Corp. 

REDFLASH—Amer. Radiator & Stand. Sanitary Corp 

REDILIFT—Lewis-Shepard Products, Inc 

Redmond Company, Inc., Owosso, Michigan 

REDOME—-Versen Company, Kurt 

REDUCO—Versen Company, Kurt 

Reed-Prentice Corp., 677 Cambridge St., 
Massachusetts 

REEL AWAY-——Eypper & Co 

REELITES—Appleton Electric Co 

Reeves Pulley Co. Inc., 1225 Seventh St., 
Indiana 

REFLEX—Versen Company, Kurt 

Rego Insulated Wire Co., 830 Monroe St., Hoboken, New 
Jersey 

REGULITE—Ward Leonard Electric Co 

Reichert Float & Manufacturing Co., 2238 Smead Ave., 
Toledo 6, Ohio 

Reilly Tar & Chemical Corp., 1615 Merchants Bank 
Bidg, 11 S Meridian St., Indianapolis 4, Indiana 

Reimers Electric Appliance Co., Inc., Martinsburg Pike 
Clearbrook, Virginia 

Reiter Corp., 1917 Henry Ave., S. W. (P. 0. Box 408) 
Canton 1, Ohio 

REJUST—Versen Company, Kurt 

RELIABLE—Standard Electric Co., Inc 

Reliable Battery Co.—see Standard Electric Co., Inc 

Reliable Electric Co., 3145 Carroll Ave., Chicago 12 
Illinois 

RELIANCE—Chicago Belting Co 

RELIANCE—Trine Manufacturing Corp 

RELIANCE—United States Steel, American 
Wire Div 

Reliance Automatic Lighting Co., 1927-29 Mead St., 
Racine, Wisconsin 

RELIATRON—Westinghouse Electric Corp 

RELIO—-United States Rubber Co 

RELITE—Minneapolis-Honeywell Regulator Co. 

RELOU—Versen Company, Kurt 

RELUX—Versen Company, Kurt 

Rembrandt Lamp Corp., 259 East 
11, Illinois 

Remington Corp., Willey St., Auburn, New York 

Remington Arms Co. Inc., 939 Barnum Ave., Bridge- 
port 2, Connecticut 


Greenlawn & Lake Sts 


Grand Rapids 


1414 South Wabash 


George, 92-32 Union Hall St 


New York 13 
Instrument Co 


Massachusetts 
212 East Washington Ave., 


110 Potter St., 


Madison 3, 


Waltham 


636-644 South Seventh 


103 St., Chicago 28 


Cieveland 2, 


Worcester 4, 


Columbus, 


Steel & 


Erie St., Chicago 


Remington Rand Inc., Electric Shaver Div., 
St., Bridgeport 2, Connecticut 

Remler Company, Ltd., 2101 Bryant St., San Francisco 
10, California 

REMOTAIRE—Amer. Radiator & Stand. Sanitary Corp 

REMOTROL—Templeton Kenly & Co. 

REPOR—Versen Company, Kurt 

Republic Creosoting Co., 1615 Merchants Bank Bidg., 
11 South Meridian St., Indianapolis 5, Indiana 

Republic Steel Corp., Steel & Tubes Div., 224 East 131 
St., Cleveland 8, Ohio 

RESEARCH—-Graton & Knight Co 

RESOTRON—-General Electric Co., X-Ray Department 

RESPOT—-Versen Company, Kurt 

Respro Inc., 530 Wellington Ave., Cranston 10, Rhode 
Island 

RESPROID—Respro Inc 

Revere Copper & Brass Inc., 230 Park Ave 
17, New York 

Revere Electric Mfg. Co., 6009-17 Broadway, Chicago 
40. Illinois 

REVERSWITCH—lIron Fireman Manufacturing Co., Elec- 
tronics Div 

Revolvator Company, 86th St. at 
1 & 9, North Bergen, New Jersey 

REX—Chain Belt Company 

REX—Cleveland Heater Co., 

REX—tTitchener & Co, E H 

REX-AIRATE—-Cleveland Heater Co 


60 Main 


New York 


Tonnelle Ave. Rts 


Air Controls, Inc. Div 
Air Controls, Inc 


Div 

Rex Rhoeostat Co., 3 Foxhurst Rd., Baldwin, New York 

REX-TUBE—Flexonics Corp 

Rex Welder & Engineering Co 
Kansas City 8, Missouri 

REXAIR—Martin-Parry Corp 

REXSELEN—Electrical Facilities, Inc 

Reynolds Electric Co., 3000 River Rd., River 
Illinois 

Reynolds Metals Company, 2500 South 
Louisville 1, Kentucky 

REZISTOR—Thompson & Son Co., Henry G 

RHINO—Bridgeport Hardware Mfg. Corp. 

RHINOBESTOS—Westinghouse Electric Corp. 

Rhoads & Sons, J. E., 35 North Sixth St., Philadelphia 
6, Pennsylvania 

Rhode Island Insulated Wire Co., Inc., 
Ave., Cranston, Rhode Island 

Rich Fan Manufacturing Co. Inc., Phil, 2900 Caroline 
St., P. 0. Box 8036, Houston 4, Texas 

Richards Company, J , P. 0. Box 482, Carnegie 
Pennsylvania 

Richards Co., Inc., Arkley S., 101 Winchester St 
Newton Highlands 61, Massachusetts 

Richards Mfg. Co. Ltd., 25 Rankin St., 
New Jersey 

Richardson-Allen Corp., 
Point, New York 

Richlyn Company—see Associated Stove Manufacturers 

Ridge Tool Co., 400 Clark St., Elyria, Ohio 

Rinehart Books, Inc., 232 Madison Ave., N. Y. 16, N. Y 

RIPFLEX—Continental Copper & Steel Indus., Inc 
Hatfield Wire & Cable Div 

RITEOHM—Ohmite Manufacturing Co 

Rittenhouse Company, Inc., East St., Honeoye Falls 
New York 

RITZ—Marlun Mfg. Co., Inc 

RIVIERA—Westinghouse Electric Corp. (Springfield) 

RO-FLO—Allis-Chalmers Manufacturing Co 

RO-TWIN—Allis-Chalmers Manufacturing Co 

Roanwell Corp., 662 Pacific St., Brooklyn 17, New York 

ROAST-0-PLATE—Meynell Manufacturing Co 

RCBARN—Rome Cable Corp 

Robbins & Myers, Inc., 1345 Lagonda Ave., Spring- 
field, Ohio 

Robbins & Myers, Inc., Fan Division, 387 South Front 
St., Memphis 2, Tennessee 

7 Toledo Rubber Co., 1200 Prospect, Toledo 6, 
hio 

Robertson Co., H. H., 2400 Farmers Bank Bldg., Pitts- 
burgh 22, Pennsylvania 

Robinson Aviation, Inc., Teterboro, New Jersey 

Robinson Ventilating Co., Zelienople, Pennsylvania 

ROBOT—-Miller Harris Instrument Co. 

Robot Appliances, Inc., 13165 Prospect Ave., Dearborn, 
Michigan 

Rochester Manufacturing Co., Inc., 100 Rockwood St., 
Rochester 10, New York 

Rochester Metal Etching Co. Inc., 
Rochester 6, New York 

ROCK ISLAND—Birtman Electric Co 

Rockbestos Products Corp., Nicoll & Canner Sts., New 
Haven 4, Connecticut 

Rockwell Company, W. S., 200 Eliot St., 
Connecticut 

Rodale Manufacturing Co., Inc., Sixth & Minor Sts., 
Emmaus, Pennsylvania 

Roe & Sons, Inc., Justus, 1 Roe Court, 
New York 

Roebling’s Sons Corp., John A., 640 South Broad St., 
Trenton 2, New Jersey 

ROEGLAS——Roebling’s Sons Corp., John A, 

ROEPLASTIC—Roebling’s Sons Corp., John A 

ROETEMP—Roebling’s Sons Corp., John A 

ROEVAR—Roebling’s Sons Corp., John A 

ROFLEX—Rome Cable Corp. 

Rogers Electronic Corp.—see Rogers Industries Inc 

Rogers Industries, Inc., 43-49 Bleecker St., New 
York 12, New York 

ROKON—Eitzen Co., Louis C 

Roll-A-Reel, 327 W. Fourth St., Cincinnati 2, Ohio 

Roller Inc., Wm. G., 159 Liberty Ave., Mineola, N.Y 

Roller Bearing Company of America, Sullivan Way, 
West Trenton, New Jersey 

Rolier-Smith Corp., 1000 Eighth Ave., 
Pennsylvania 

Rollway Bearing Company, Inc., 541 Seymour St., 
Syracuse 4, New York 


409 Southwest Blivd., 


Grove 


Third St 


50 Burnham 


Newark 3, 


116-15 15th Ave., College 


100 Lake Ave., 


Fairfield, 


Patchogue, 


Bethlehem, 


47 





COMPANY AND TRADE NAME DIRECTORY 


ROLOTAC-—Elwell-Parker Electric Co 

ROMARINE—Rome Cable Corp 

Rome Cable Corp., Ridge St., Rome, New York 

ROME-EMT—Rome Cable Corp 

ROME-RIGID—-Rome Cable Corp 

ROMEX—-General Cable Corp 

RONEON—-Rome Cable Corp 

Roots-Connersville Blower Corp., 900 West Mount St 
Connersville, Indiana 

ROPRENE—Rome Cable Corp 

Rose & Company, Inc., J., 68 
New York 

Rostan Corporation 
New York 

Rotary Concrete Drill Co., 
Pasadena 1, California 

Rotary Lift Co 1054 
Tennessee 


ROTISS-A-RANGE 


Jay St., Brooklyn 1, 


5660 59th St Maspeth 78 


650 South Arroyo Parkway 


Kansas St., Memphis 2 

Odin Stove Manufacturing Co 

ROTO CLIPPERS Falls Product Inc 

Roto-Sho Co see General Die & Stamping Cx 

ROTO STRIP—Neo-Ray Products Ir 

ROTO-TEST—-Meter Devices Co 

ROTOBROIL—-Jay Broiler Co 

ROTOCUREBoston Woven Hose & Rubber Co 

ROTOFORMER—Westinghouse Electric Corp 

ROTOTROL— Westinghouse Electric Corp 

Round & Son, David, Box 883, Cleveland 22, Ohio 

Round Bridgeport Chain & Mfg. Co., 964 Crescent Ave 
Bridgeport 7, Connecticut 

Rowan Controller Co., 2313-15 Homewood Ave 

Maryland 

General Lead Batteries Co 

United States Rubber Co 

ROYAL.—Waveland Electric Co 

Royal Electric Company, Inc., 95 
tucket, Rhode Island 

Royal Electric Manufacturing Co 
Chicago 19, Illinois 

ROYAL-NOARK—Royal Electri 

Royal Switchboard Co. Inc 
11, New York 

Royal Vacuum Cleaner Co, 540 East 
Cleveland 8, Ohio 

Royal Ventilator Co., 415 Locust St 
Pennsylvania 

ROYVALASTIC—United States 

ROZONE—Rome Cable Corp 

Ruby Chemical Co., 68-70 McDowell St.. Cé 
Ohio 

Ruby Philite Corp 32-02 Queer Blvd Long Island 
City 1 

RUBYFLUID 


Balti 

more 18 
ROYAL 
ROYAL 


Grand Ave., Pav 


1122 East 87 St., 
Company, Inc 
460 Driggs Ave., Brooklyr 
105th St 
Philadelphia 6 
Rubber Co 


lumbus 8 


Y 

Ruby Chemical Co 

Ruqgles Klingemann Manufacturing Co Foster 
P. 0. Box 550, Salem, Massachusett 

RUNABOUT—-Barber-Greene Co 

Runzel Cord & Wire Co 4723-31 West 
Ave., Chicago 41, Ilinoi« 

RUPTAIR—Allis-Chalmers Manufacturing Co 

RUPTOR—Allis-Chalmers Manufacturing Co 

Rural Transformer & Equipment Co eeRTAE 

RURALFORMER—R T & EF Co 

RURALITEFitz Water Wheel Co 

RUREX—United States Rubber Co 

RURLAY— General Cable Corp 

Rusgreen Manufacturing Co 
Detroit 4, Michiaan 

RUSH Eraser Company, Inc 

Russell & Stoll Company, Inc 125 Barclay St New 
York 7, New York 

Rustic Crafts Co. Inc., 
ew Jerse 

RUSTICLITE—Gruber Lighting 

Ryan Industries Ine 1025 East Excelsior Ave 


Minnesota 


Court 


Montrose 


14262 Birwood Ave 


29 Humphrey St., Englewood 


Hopkir 


Ss 


S & C Electric Company, 443 
cago 40. IIlinois 
CP.—Superior Carbon Products Co 
FO.—Solit Ballbearing Corp 
S K F Industri In Front St. & Erie Ave 
’ 2, Pe ylvani 
SKJ Electrical Product r » Jay Broiler Cc 
SNC Manufacturing C ( x 277, Oshkosh 
Wisconsin 
SS UNIT —-Allis-Cha!me 
SACO—-Stephens-Adan 
SAF-T-AIR—United Ele 
SAF -T-LAG—-Jeffer 
SAF -T-RAY—Westin 
SAFA—Ansley Electror 
Alarm Div 
SAFE-T-AIRE— Ha 
SAFE-T-CLIP-—-Industri 
SAFE-T-KOOL— Active ° 
SAFE-T-MATIC ~ Safety 
Safe-T-Seal Div e Che 
SAFE-TEMP.—Westinghouse 
SAFE WAY—Safety Live L 
SAFECOTE-——Roebling’s Sor Sort 
SAFETY-CIRCLE-—Allis-Chalmer 
pafety Electric C 53 W 


Raven 


ood Ave., Chi- 


Phila 


via Cher 


Safety Live Line Tool Ce 
California 
Safety Nail Driver ¢ 
Jersey 
SAFEWAY—-Woodhead { 
Safeway Heat Element Ir 
1109), Middletown, Conne 
SAFLEX— Square D Company 
SAFREEN—-Duro-Test Corp 


SAFRONT—Square D Company 


SAGINAW—Ironbound Operating Co 

St. Louis Malleable Casting Co., 7701 North Conduit 
Ave., St. Louis 15, Missouri 

St. Louis Screw & Bolt Co., 6900 North Broadway 
St. Louis 15, Missouri 

St. Regis Paper Co., Panelyte Division, 230 Park Ave 
New York 17, New York 

SALADMASTER—Burpee Can Sealer Co 

SALI—Adalet Mfa. Co 

Salisbury & Co., W. H., 401 North Morgan St., Chi- 
cago 22, Iilinois 

Salton Manufacturing Co., Inc 
York 32, New York 

SAMSON-—Couch Company, Inc., 

SAND BRUTE—Nedco Company 

Sangamo Electric Company, llth & Converse 
field, Illinois 


29 Jumel Place, New 
S. H 


Spring- 


SANITAIRE—Sanitron, Inc 

Sanitary Refrigerator Co see Quicfrez, Inc 

Sanitron, Inc., 24-10 40th Ave 
New York 

SANIVENT—Stove & Company, Roy C 

5401 South Boyle Ave 


Long Island City 1 


Santa Fe Tank & Tower Co., 
Los Angeles 58, California 
Saratoga Industries, P.O. Box 422, Ballston 
gress Aves., Saratoga Springs, New York 
Sauereisen Cements Company, 1045 North Canal St 
Pittsburgh 15, Pennsylvania 

Savage Arms Corporation, 86 Broadway 
Massachusetts 

SAW GUN—Mid-States Welder Mfg. Co 

Saylor Electric Products Corp., 1014 Lynn St 
11, Michigan 

Schaefer, Inc., 801 Washington Ave. N 
1, Minnesota 

Scharf Manufacturing Co J. H 
Omaha 4, Nebraska 

Scharff Inc., J. H., 36 Main St 

Schauer Manufacturing Corp 
cinnati 36, Ohio 

Schieren Co., Chas. A., 
New York 

SCHOOLMASTER—-Great 

Schwartz Belting Co., 
Gardens 18, New York 

Schwitzer-Cummins 
dianapolis 7, Indiana 

Sciaky Bros Inc 4915 West 67 St 
Illinoi 

sCOOT-CRETE-—Getman Brother Manufacturing Div 

SCOOT-LITE-Woodward Machine Co 

SCOTCH-—Minnesota Mining & Manufacturing Co 

SCOTCHLOK——Minnesota Mining & Manufacturing C« 

SCOTCH-MUND—-Mund Boiler Inc 

Scott, Inc., Hermon Hosmer, 385 Putnam Ave., Cam- 
bridge 39, Massachusetts 

Scovill Manufacturing Co 
Racine, Wisconsin 

Scranton Battery Corp., 300 


& Con- 


Chicopee Fal 


Detroit 
Minneapol 
6120 Binney St 


Orange New Jersey 

4500 Alpine Ave., Cin- 
30-38 Ferry St., New York 38 
Northern Manufacturing Corp 
Metropolitan Ave., Kew 


1125 Massachusetts Ave In 


Chicago 38 


Hamilton Beach Co. Div 


Delaware St., Archbald 
a 

SCREEN-ETCH—-McKay Chemical Co.' Inc 

Scruggs Co., Loyd, 1022 North Sixth St., St. Lou 
Missouri 

SCRUGUN—Black & Decker Mfe. Co 

SCRULUG—-Burndy Engineering Company, Inc 

Seaboard Electric Co., 417 Canal St New York 13 
New York 

Seabreeze Engineering Co Ir 8500 East Garvey 
Ave., P.O. Box 8, South San Gabriel, California 

Seager Carbon Co., 291 Church St New York 13 
New York 

SEAL-CLADAllis-Chalmers Manufacturing Co 

SEAL-0-CIDE—-Continental Car-Na-Var Corp 

SEAL VENT-—Cornell-Dubilier Electric Corp 

SEALED-DISC—Alsop Engineering Corp 

SEAL MASTER—Stephens-Adamson Mfg. Co 

SEALTITE—American Brass Co 

SECURITYFLEX—Anaconda Wire & Cable Co 

SEECO—Southern Electrical Equipment Co 

SEELUX—Guth Company, Edwir 

SEEWEL—-Weldon Mfa. Co 

Seail Co., L. J., 2500 West 
Illinoi 

SELECT-A-CALL—-Natl 
Inc 

SELECT-A-SPEDE—-Allis Co., | 

SELECTOMATIC——Westinghouse 
City) 

SELETRON 


North Ave., Chicago 47 


Inter-Communcation System 


Electric Corp. (Jerse 
Radio Receptor Cc Tr 
Self-Lifting Piano Truck Co 423 
Findlay, Ohio 
Self Winding Clock Co., Inc 
Brooklyn 5, New York 
SELFLUBE—Keystone Carbon C 
Sell Electrical Mfg. Co., H. H., 3240 Dakota Ave 
Minneapolis 16, Minnesota 
SELPO— Self-Lifting Piano Truck Co 
SEMOTOR—Trombetta Solenoid Corr 
Sensation Mower Inc., 7577 Burlir 
Nebraska 


SENTINEL 


North Main St 


205-211 Willoughby Ave 


Cincinnati Tim 
SENTINEL—Photobell Comms 
SENTINEL Westinghouse E 
SENTRY—-Industrial Starter 
sepco Corp., 860 Cr 

SEQUENSTART—Sola El 
Sequoia c Corp 
d City 


Ma 


lle Ave 


Somerv 


Auto Body Co 


SERVIT——Burndy Engineering Company, Inc 
SEVERN—Amer. Radiator & Stand. Sanitary Corp. 
SEW-GEM—Gellman Manufacturing Co 
Seyler Manufacturing Co., P. 0. Box 9564, Pittsburgh 
23, Pennsylvania 
SHAFT-KING—American 
Shakeproof Div.—see Illinois Tool Works 
Shalicross Controls, Inc., 2217-2221 North 31 St 
Milwaukee 8, Wisconsin 
Shalicross Mfg. Co., Lincoin Ave., 
SHARPFLEX—Griffin Co., G. W 
SHAWMUT—Chase-Shawmut Co 
Shelby Electric, Inc., 636 South Noble St., Shelbyville, 
Indiana 
Shell Oil Company, 50 West 50th St., New York 20 
New York 
Sheller Manufacturing Corp., Dryden Rubber Div 
South Kildare Ave., Chicago 24, Illinois 
Shelton Plane & Tool Mfg. Co., 1-19 Maple St., Shel- 
ton, Connecticut 
Shepard Elevator Co., 5000 Brotherton Rd., Cincinnati 
9, Ohio 
Shepler Manufacturing Co., 1229-43 Goebel St., Pitts- 
burgh 33, Pennsylvania 
SHERARDUCT—-National Electric Products Corp 
Sherman Industrial Electronics Co., 505 Washington 
Ave, Belleville, New Jersey 
Sherman Mfg. Co., Inc., 4243 West Easton, St. Loui 
13, Missouri 
Sherman Mfg. Co 
Michigar 
Shetland Co., 69 Bennett St., Lynn 
SHIELD-ARC—Lincoln Electric Co 
SHOCK-PAK—Duro-Test Corp 
SHOK-ABSORBER—Royal Electric Company, Inc. 
SHOK-FENCE—-International Electric Fence Co., 
SHOP KING-—Precision Welder Mfg. Co 
SHOPLIFTER—Economy Engineering Company 
Shopmaster, Inc., 1214 South Third St., Minneapoli 
15, Minnesota 


Shox-Stok, Inc 


Pulley Co 


Collingdale, Pa 


1014 


H. B., 22 Barney, Battle Creek 


Massachusett 


1000 Main St., Wellington 
Shrader Co 5788 West 
Culver City, California 
SHUR-MOUNT—Swivelier Co., Inc 
Shure Brothers, Inc., 225 West Huron St 
Iitinoi 
SHURLOK—Pass & Seymour, Inc 
Sibley Mfg. Co. Inc., Edw. L., 
Bennington, Vermont 
SIDALARM—New Jersey Fire Alarm Co. Inc 
SIECO—Sherman Industrial Electronics Co 
Siegler Heater Corp., Siegler Enamel Range Co 
Ave Centralia, Illinois 
Sierra Electric & Manufacturing Co 
Los Angeles 11, California 
SIERRALITE—Sierra Electric & Manufacturing Co 
SIGHT SAVER—Laurel Lamp Manufacturing Co., In 
SIGHT SAVERS—Silvray Lighting, Inc 
SIGHTLITE—Associated Lighting Service 
SIGHTRON—-Lightolier, I 
Signal Electric Mfg. Co 
Michigan 
Signal Engineering & Mfg. Co., 
New York 11, N 
Signal Flare Div 
Signal Mfg. Co 
Signalite Inc 
Jersey 
SIL-STIK—-Sun 
Products Div 
SIL-THIN-BESTOS——Sun 
Technical Products Div 
SIL-THIN-GLASS—Sun Chemical 
nical Products Div 
SILASTIC——Dow Corning Corp 
SILBESTOS—-Sun Chemical 
Products Div. 
SILECTRON—Arnold Engineering Co. 
SILENT BREEZE—Meier Electric & Machine Co., In 
SILENT CHIEF—Continental Car-Na-Var Corp 
Silent Hoist & Crane Co., 841-877 63rd St., Brook 
lyn 20, New York 
SILENT SENTINELS—wWestinghouse Electric Corp 
Silex Co. Inc., 80 Pliny St., Hartford 2, Connecticut 
SILIC-0-NETIC-—Heinemann Electric Co 
SILICOHM—Dale Products, Inc 
SILIMITE—Allis-Chalmers Manufacturing Co 
SILOTEX—Anaconda Wire & Cable Co 
SILV-A-FLEX—Alphaduct Wire & Cable Co 
SILVER FLASH—Borg-Warner Corp., Atkins Saw Div 
SILVER KING—Boston Woven Hose & Rubber 
SILVER SPOT—Silvray Lighting Inc 
SILVER STEEL—Borg-Warner Corp., Atkins Saw Di 
SILVER-TIP—-Hunter Sales Co. Ir R. N 
SILVERSTAT——Westinghouse Electr Cort 
Silvey Pipe Bender Co., 2215 Brighton Ave 
,o7 MW 


ay Lighting 


Ohio 
Washington Bivd 


Chicago 10 


222 West Main St 


Wilsor 


544 East 31 St 


ne 
1821-13th. St., Menominee 


154 West 14th St 
see Standard Railway Fuse Corp 
69 Bennett St., Lynn, Massachusetts 
37-41 Neptune Highway, Neptune, New 
Electro-Technica 


Chemical Corp 


Chemical Corp., Electro- 


Corp., Electro-Tech- 


Corp Electro-Technical 


Cit ouri 


Silv 100 West Mair 

ay Jer 
SIM-PLY-TROL-—A 
Saw & Steel Co 


ok 
embly Products, Inc 
Simond 470 Ma 
Massac! 


Simplet Electric Co., 3600 West P 
sy tilinos 


SIMPLEX—-Desmo 
SIMPLEX 
SIMPLEX——Templet 
SIMPLEX Ne 
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Simpson Screen Co 
California 

SIOUX—Albertson & Co. I 

Sireno Co., Inc 214 William St 
N. Y 


1050 East Eighth St., Oakland 6, 


Sittler C 

SKAN G-M Lat 
SKEDOODLE—Reyr 
Sk Corporati 
KILLET 
SKILSAW 


APIT 
O-FLAKE 
Calif 
SODEREZE ps [ oper Product nai 
> Elect — ag 2 Cort 
lili 
SOLAR 
SOLAR 
solar L 
Chicag 
SOLARLITE 
SOLAVOLT 
SOLDERALL—Bra 
SOLDERMASTER 
SOLDERSEAL-—Genera wT & Steatite Cort 
SOLLITE—Westinghouse Electri “ Liahti 


SOLVO-MISER—Hoyt Ma oe 


: 1 Ave., Stamford 


Soren & 
Connecticut 
rgel Ele 


National Ave., Mil- 
Aukes 


Kwikheat Mfg. Co 


California 


22 East Colfax Ave 


Div mr, Lester, Penna 
th Chester Corp 
14 Atando Ave., Charlotte 1 

Currier St., N. E 
7-18th St., § 
Towers St., Ar 
Box 989, Chat 
4 Equipment Co 308 West Bland 


a ; e 3, North Carolina 
5 uther Elevator ( 221 South Ash St.. P 0. Box 
SOUTHLAND talic Battery Co te 
Southwire Compa Carrolit Ore 
SPACELITER—Steber Manufacturing — 
SPACEMASTER Lewis-Shepard Product Ine 
SPAN 2 CENTRAL—National Supply Co 
SPANGLEAM—National Supply Cc 
>pargo Wire Comp Railroad 
SPARTAN—{ § ght C 
< \ * 155 

Sa \ 152 Fisk Ave., 


St., Rome, New York 
oF “hye ne Springfield 
>paulding Fibre Company Inc 310 
onawanda, New York : 
SPAULDITE Spaulding Fibre 
Specialties Inc., 2936 §S 
Pennsylvania 
Specialty Battery Ce 
Madison, Wisccnsir 
Specialty Device Co 
Ohio 
SPEE-DEE—Peck & Harvey 
SPEED—Tinnerman Products In 
SPEED-FREEZE—Ideal Cooler Corp 
SPEED HEATER—We tinghouse Electric Corp. 
SPEED-MASTER—Peck & Harvey 
SPEED SORT—Associated Research Inc. 
SPEED SPIRAL—Super Too! Co 
SPEED-TROL—Sterling Electric 
Speed Way Manufacturing Co 
Cicero 50, Illinois 


Wheeler St 


Company, Inc 
ramento St., Pittsburgh 4 
212 East Washington Ave 


1940 River Rd., Cincinnati 29 


Motors, Inc 
1834 South 52 Ave 


COMPANY AND TRADE NAME DIRECTORY 


SPEEDAIRE—Dayton Electric Mfa. Co 

SPEEDLIFT—-Lewis-Shepard Products Inc 
SPEEDLITE—Boston Woven Hose & Rubber 
SPEEDMOUNT—Bell Elect Company 
PEEDSTER—Miller & Carr ) Co 


>peer Carbon C There 


Daytor 
124, Sa 
Haddon Ave 


6 South Ave Whitmar 
Iv l p., Siqnal Flare Div., P. 0 
30 dha ights 94, Ma 
tandard Rolling Mil 196 Diamond St 
n 22, New York 
indard Transformer Co., 
Ohio 
fard former Corp 3580 Elston Ave Chi 
cago 18, Ilflinoi 
standard Transmissior 


30x 
Brook 
yn 


140 Dana St., N.E 


Warrer 


7 Equipment Cc 70 West Unio 
>t Pasadena 1, Califor 

STANEO General Cable Corp 

tanley Toc Britain, Connecticut 

STAR—American Brass Co 

STAR—Clemson Bros., Inc 

TAR—-Standard Electric Co., In 

STAR—-Wakefield Brass Co W 

Star-A Electric Manufacturing Co Inc 
Meserole St., Brooklyn 6, New York 

Star Bit & Tool Co., 1149 Railroad Ave 
Illinois 

Expansion Bolt Co., Inc 147 

York 6, New York 

star Fuse Co., Inc., 235 Canal St., New York 13 
Vew York 

tar Glow Electric Products, Inc 
Chicago 10, Iilinois 

Star-Kimble Motor Div., Miehle Printing Press & Mfg 
Co., 200 Bloomfield Ave., Bloomfield, N. J 

Star Light, Inc ee Moe Light, Inc 

STAR-LINER—Garden City Plating & Mfg. Co 

Star Porcelain Co., Muirhead Ave Trenton 9, New 
Jersey 

STARFLECTOR—Mimar Products, Inc 

Starrett Company, L. S., 50 Crescent St., 
Massachusetts 

STARTZIT—-Aircraft Specialtie Inc 

States Co., 19 New Park Ave., Hartford 6, Connecticut 

STATESMAN—Industrial Lamp Corp 

STATICATOR—Hewson Co., John 

STATICON-—Formica Co. 

Stauffer Chemical Company, 420 Lexington Ave., New 
York 17, New York 

STAVOLT—-McColpin-Christie Corp 

STAYSALITE—Klein & Sons, Mathias 

STAZ-RITE—Utilities Service Company 

Steam Electric Mfg. Co., 3456 South Grand Bivd., 
St. Louis 18, Missouri 

Stearns Magnetic Inc., 690 South 28th St 
46, Wisconsin 

Steber Manufacturing Co., 2700 Roosevelt Rd., Broad- 
view, Illinois 

STEBERLITE—Steber Manufacturing Co 

Steel Co., Herman D., 225 Lafayette Bldg., Philadel- 
phia 6, Pennsylvania 

Steel City Electric Co., 
burgh 33, Pennsylvania 


269-271 
Rockford 


Cedar St., New 


5 West Hubbard St 


Athol 


Milwaukee 


1231 Columbus Ave., Pitts- 


Steel Tape Co. of 
City, N. J 
STEELFLEX—Falk Corp 
STEELGRIP-——Armstrong-Bray & Co 
STEELWELD—Cleveland Crane & Engineering Co 
STEEMCO-—Steam Electric Mfg. Co 
STEEMETTE—Steam Electric Mfg. Cc 
STEEMRITE—Steam Electric Mfg. C 
STELCO—-Standard Electric Co., In 
Stephens-Adamson Mfg. Co Ridge y Ave 
Lilinois 
STERILAIRE—Uitra-Violet Product lr 
STERILAMP—Westinghouse Electric Corp 
STERILITE Moe-Bridges Corp 
STERITRON—Hanovia Chemical & 
sTERLING—Diamond Saw Works, li 
STERLING—Waldorf Heater Company 
Sterling Electric Motors, | 5A 
Los Angeles 22, California 
tern-Brov Inc., 42-24 0 


America, 506 Grand St., Jersey 


City 1, New York 
ve Appliance Truck Co., P 
Augusta, Georgia 
oTEVENS ESCORT 


t nufactur 


Stockwell Transform 
90 Rd., Akron 1, Ohio 
STOK-FOUNT— Internatior 
Stokes Machine Co., F. J 
phia 20, Pennsylvania 
stokes Molded Product Ine 
Trenton 4, Ne Jersey 
Stonco Electric Products Co 
worth, New Jersey 
Stone Paper Tube Co., 900 Franklin St., NE 
ington 17, District of Columbia 
Stop-Fire, In 125 Ashland Place 
STORE-LITER—Curtis Lighting, Inc 
STORM-KING—-Lighting Product Inc 
Stove & Company, Roy C Box 150 
Indiana 
Stow Manufacturing Co., 443 State St 
New York 
STRATA-WO00D 
Stratfield Co., 434 Grand St 
STRATO-RAY—Pryne & Co., Inc 
STRING-A-LITE—-Joy Manufacturing C 
Connector Div 
STRINGER—-Utilities Safety Supply Co. Ir 
STRIPMASTER—lIdeal Industries, Inc 
STROBOLUX—General Radio Company 
STROBOTAC—-General Radio Company 
Stromberg Time Corp., 109 Lafayette St., New York 
13, New York 
STRONGHOLD—-Rhoad 
Struthers Dunn, Inc., 
7, Pennsylvania 
Stupakoff Ceramic 
STURDIFLEX 


al Electric Fer ( In 
5500 Tabor Rd., Philadel- 


Taylor & Webste t 


333 Monroe Ave., Kenil 


Wash 


Brooklyn 1, N. Y¥ 


Valparaise 
Binghamtor 


For nica Co 
Bridgeport 4, Conr 


Electrical 


& Sons, J. E 

150 North 13 St., Philadelphia 

& Mfg. Co., Latrobe 

Steber Manufacturing Co 

Sturtevant Division—see Westinghouse 

STYLITE—Prescolite Mfg Corp 

STYROFLEX—Pheips Dodge Copper 

SUBALOX—-Subox Inc 

Subox Inc., Fairmount Plant, Hackensack 

SUDDEN DEPTH—Paine Company 

Suflex Corp., 33-40 57th St., Woodside 77 

SUMMER BREEZE-—Taylor Corp 

SUN-AIRE—Sun Kraft Health Products, In 

Sun Chemical Corp., Electro-Technical Products Div 
113 East Centre St., Nutley 10, New Jersey 

Sun Electric Products, Inc., 28 South Day St., 
New Jersey 

Sun Kraft Health Products, Inc 
Ave., Chicago 11, Illinois 

Sun-Lite Manufacturing Co 
Detroit 7, Michigan 

Sun Oil Company, 1608 Walnut St., 
Pennsylvania 

SUNARC—Battle Creek Equipment Co 

Sunbeam Lighting Co., 777 East 14th Place 
Angeles 21, California 

SUNETTE—-Versen Company, Kurt 

SUNNETTE—Hanovia Chemical & Mfg. Co 

SUNNY—WMaster Appliance Mfg. Co 

SUNOCO—-Sun Oi) Company 

Sunroc Company, Gien Riddle, Pennsylvania 

SUPER DUTY—Portable Electric Tools, Inc 

Super Flow Solder Co., Inc., 90 State St., 
New York 

Super-Grip Anchor Bolt Co., Inc., 3333 North 22nd St., 
Philadelphia 40, Pennsylvania 

SUPER HUSKIE—Mercury Manufacturing Co 

SUPER-INDUSTRIAL—-National Specialties Co., Inc 

SUPER-LUX—Westinghouse Electric Corp., Lighting 


Pennsylvania 
Electric Corp 
Products Corp 
New Jersey 


New York 


Orange 
156-64 East Grand 
2555 Bellevue Ave 


Philadelphia 


Albany, 


Div 
SUPER-NEMCOITE—New England Mica Company, Inc 
SUPER POINT—Springfield Electrical Specialties, Inc 
SUPER SAW-—-RCS Tool Sales Corp 
SUPER SERVICE—General Cable Corp 
SUPER SLUGGER—Tempo Products Co 
SUPER SOLAR—Battle Creek Equipment Co 
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SUPER-SPEED—RCS Tool Sales Corp. 

SUPER-STERLING—Diamond Saw Works, Inc. 

SUPER-STIK——Superior Insulating Ta h 

SUPER SUCTION—National Super ice Co., Inc. 

Super Tool Co., 21650 Hoover Rd., Detroit 13, 
Michigan 

SUPER XX—Super Flow Solder Co., Inc. 

SUPERBILT—Heatrite, Inc. 

SUPERFAN—Queen Stove Works, Inc 

SUPERFLAME—Queen Stove Works, Inc 

SUPERIOR—National Supply Co 

SUPERIOR—Wall Manufacturing Co., P 

Superior American Fire Alarm Div.—see Ansley Elec- 
tronics, Inc 

Superior Appliance Co., 73-39 Central Ave., Glendale 
Brooklyn 27, New York 

Superior Carbon Products Co., 9115 George Avenue, 
Cleveland 5, Ohio 

Superior Electric Co., 83 Laurel St., Bristol, Connecticut 

Superior Insulating Tape Co., 3100 Lambdin Ave., St. 
Louis 15, Missouri 

Superior Porcelain Co., 9312 Market St., Parkersburg, 
West Virginia 

SUPERADJUSTABLE—Williams & Company, J. H. 

SUPERSEAL—-Anaconda Wire & Cable Co. 

SUPERSEAL—-Springfield Electrical Specialties, Inc. 

SUPERSHEATH—General Cable Corp. 

SUPERSTAR—Stern-Brown, Inc. 

SUPERTAN—Ultra Violet Ray Labs., Inc 

Supreme Elect. Products Co., 194 Vassar St., Rochester 
7, New York 

Supreme Lighting Co., 600 East 
Angeles 12, California 

SUR-LITE—House-0-Lite Corp. 

Surco Products, Inc., 1637 Southwest 27th Ave., 
Miami 35, Florida 

SURE GRIP—Specialty Device Co 

S'JRE-GRIP—Wasselle Metal Products Co 

SURE-GRIP—Wood’s Sons Co., T. B 

SUREGRIP—Bridgeport Hardware Mfg. Corp 

Surelite Products Co., 904 Courtiandt Ave., New York 
56, New York 

SURF—G-M Laboratories Inc 

SURFACEDUCT—-National Electric Products Corp 

SURFEX— Pass & Seymour, Inc 

SURFINDICATOR—Brush Electronics Co. 

SURFOLET—Porcelain Products, Inc. 

Surprenant Mfg. Co., 199 Washington St., Boston 8, 
Massachusetts 

Surrette Storage Battery Co., Inc., 
Salem, Massachusetts 

Sutton Corp., 0. A., 1812 West Second St., Wichita, 
Kansas 

Sweden Freezer Manufacturing Co., 3401-17th Ave., 
W., Seattle 99, Washington 

Swift & Anderson, Inc., 952 Dorchester Ave., Boston 25, 
Massachusetts 

SWIFTY—Eastern Metal Products Co 

SWING-WA—General Electric Company, Trumbull Elec- 
tric Dept 

Swiss Jewel Co., 225 Lafayette Bidg., Philadelphia 6, 
Pennsylvania 

SWITCHMAT—Recora Company 

SWIVEL LITE—Prescolite Mfg. Corp. 

—— Co., Inc., 43-34th St., Brooklyn 32, New 
or’ 

SWIVELITES—-Amplex Corp 

SWIVO-BASE—Swivelier Co., Inc. 

SWIVOMATIC—Swivelier Co., Inc 

Sylvania Electric Products Inc., 1740 Broadway, New 
York 19, New York 

SYLVER-CLAD-C & D Batteries, Inc. 

SVRCHRO-GPERATOR Allis-Chalmers 


0 
SYNCHRO-VALVE—Bristo! Company 
SYNCHROGLIDE—-Westinghouse Electric Corp. (Jersey 


Turner St., Los 


Jefferson Ave., 


Manufacturing 


City) 
SYNCHROVERTER—Bristo! Company 
SYNCRO-BREAK—Square D Company 
SYNCROGEAR—U. S. Electrical Motors Inc 
SYNCROSTAT—Iron Fireman Manufacturing Co., Elec- 
tronics Div. 
SYNPOR—Stokes Molded Products, Inc. 
SYNRUB—United States Rubber Co 
SYNTHINOL—Rome Cable Corp 
SYNTHOL—Crescent Insulated Wire & Cable Co 
SYNTHOLVAR—Varflex Corp 
Syntron Company, 690 Lexington Ave., Homer City, 
Pennsylvania 


T 


T-D—Chase-Shawmut Company 

TEC—Circle F Mfg. Co. 

T-GRID—Electric Furnace Co. 

TIC—-Technology Instrument Corp. 

TK——Tuttle & Kift, Inc. 

TAB-WELD— Electric Controller & Mfg. Co. 

Vane West Corp., 525 North Noble St., Chicago 22, 

inois 

TAKK—Hewson Co., John 

Tal Bender, Inc., 417 North Water St., Milwaukee 2, 
Wisconsin 

Talk-A-Phone Company, 1512 South Pulaski Rd., Chi- 
cago 23, Illinois 

2 Cooper, Inc., 75 Front St., Brooklyn 1, New 


or 

TANGLE-PROOF—Hobbs Manufacturing Co. 

TANKMOBILE—Campbeli-Hausfeld Co. 

Tann Corp., Congress Drives Div., 3750 East Outer Dr., 
Detroit 34, Michigan 

TANNATE—-Rhoads & Sons, J. E. 

TARGET—Alden Products Co. 

Taylor Corp., 837 South Mahoning Ave., Alliance, Ohio 


7“ Company, Halsey W., 137 North St., Warren, 


io 

Taylor Bros. Churn Co., 4460 Finney Ave., St. Louis 13, 
Missouri 

be -“aeaane Corp., Mahoning Ave., N. W., Warren, 


io 

TEAMEX—Chemex Corp. 

Tech Laboratories, Inc., Bergen & Edsall Blvds., Pali- 
sades Park, New Jersey 

Technology Instrument Corp., 531 Main St., Acton, 
Massachusetts 

TEEL—-Dayton Electric Mfg. Co. 

TEELON—Benjamin Electric Mfg. Co. 

TEFLON—Electronic Mechanics Inc. 

Tel-E-Lect Products, Inc., 10001 Minnetonka Bivd., 
Minneapolis 16, Minnesota 

TELAPPROACH—American District Telegraph Co. 

TelAutograph Corp., 16 West 61 St., N. Y. 23, N.Y. 

TELE-COM—Recora Company 

TELE-VISION—-Pennwood Numechron Co. 

a oe Reoreducer Co. Inc. 
elephonics Corp., Park Ave., Huntington, New Yor 

TELEPRENE—Whitney Blake besae” - 

TELESCOPIC—Kulka Electric Mfg. Co. Inc. 

TELETALK—Webster Electric Co. 

TELETHERM—American District Telegraph Co 

TELETROL—Airgard Manufacturing Co. 

TELEVOLT—Sola Electric Co 

TELEVOX—Westinghouse Electric Corp. 

Telex, Inc., 1633 Eustis St., St. Paul 1, Minnesota 

TEMCO—Thermo Electric Manufacturing Co. 

TEMCOMETER—Thermo Electric Manufacturing Co 

TEMFLEX—Irvington Varnish & Insulator Co. 

TEMP-CHEK—Waage Manufacturing Co. 

Templeton Kenly & Co., 1020 South Central Ave., 
Chicago 44, Iilinois 

TEMPMASTER—Crown Controls Co. Inc. 

Younes Products Co., 2075 East 65 St., Cleveland 3, 

io 

Temprite Products Corp., P. 0. Box 72, East Maple 
Rd., Birmingham, Michigan 

TENSILEND—Arcos Corp. 

TERMEND—Buchanan Electrical Products Coro. 

Termite Drills, Inc., 99 North Lotus Ave., Pasadena 
8, California 

Terry Steam Turbine Co., P. 0. Box 1200, Hartford, 
Connecticut 

TESCO—Eastern Specialty Co 

TEST-O-LITE—Brach Manufacturing Corp. 

TEST SPECIAL—New York Belting & Packing Co 

TETCO—Electric Tachometer Corp. 

TEXCEL—-Industrial Tape Corp. 

TEXDRIVE—Allis-Chalmers Manufacturing Co. 

TEXIRON—Allis-Chalmers Manufacturing Co. 

TEXROPE—Allis-Chalmers Manufacturing Co. 

TEXSLIDE—Allis-Chalmers Manufacturing Co. 

TEXSTEEL—-Allis-Chalmers Manufacturing Co. 

TEXWAY—Allis-Chalmers Manufacturing Co. 

Theatre-Industrial Market Division—See Radio Corp. of 
America 

THEATRELITE—Associated Lighting Service 

Ther Electric & Machine Works, 17 South Jefferson 
St., Chicago 6, Illinois 

THERM-A-TAP—Beckley Electric Co., Inc. 

THERMAC—-Macarthur Products, Inc. 

Thermador Electrical Manufacturing Co., 5119 District 
Bivd., Los Angeles 22, California 

Thermal Syndicate, Ltd., 14 Bixley Heath, Lynbrook, 
New York 

THERMALASTIC—Westinghouse Electric Corp. 

THERMALL—La Rose & Associates, Inc., W. T. 

THERMAX—General Cable Corp. 

Thermo Electric Manufacturing Co., 
Dubuque, Iowa 

THERMO-GRIP—lIdeal Industries, Inc. 

THERMO-HUMIDIGRAPH—Bristol Company 

THERMO VERTER—Bristol Company 

Thermobloc Div.—See Prat-Daniel Corp. 

THERMOGUARD—Westinghouse Electric Corp. 

Thermoid Company, Trenton, New Jersey 

THERMOLAIN—Star Porcelain Co. 


465 Huff St., 


Long Island 


THERMOLITE—Emeralite Company, Inc. 

THERMOPHORE—Battle Creek Equipment Co. 
New York 

THERMOSWITCH—Fenwal Inc. 

Thiel Tool & Engineering Co. Inc., 1417 North Mar- 

THIN-PANEL—Garden City Plating & Mfg. Co. 

Thomas & Betts Co., 36 Butler St., Elizabeth 1, N. J. 
Keokuk, Iowa 

Thompson, Inc., 0., 44-18 Purvis St., 

Thompson-Bremer & Co., 1640 West Hubbard St., 
Chicago 22, Illinois 
Connecticut 

Thompson Electric Co., 1111 Power Ave., Cleveland 

i 

Thompson Manufacturing Co., Geneva, 
Illinois 

Thompson & Son Co., Henry G., 277 Chapel St., New 
Haven 5, Connecticut 

THOR—Price Battery Corp. 

Thor Corp., 2115 South 54 Ave., Chicago 50, Illinois 
IHinois 

THOROBRED—Dayton Rubber Co. 
Mich. 

THRED-0-MATIC—-Gaines-Collins Co., Quijada Tool Div. 

THREE ‘G’’—Gruber Lighting 

3 HEAT—-Waage Manufacturing Co. 


Thermoray Corp., 141 East 44 St., New York 17, 
ket, St. Louis 6, Missouri 
Thomas Truck & Caster Co., 71 Mississippi River, 
City 1, New York 
Thompson Clock Co., H. C., 38 Federal St., Bristol, 
14, Ohio 
611 Stevens, 
Thomson Industries Inc., Manhasset, New York 
Thor Power Tool Co., 175 North State St., Aurora, 
Thread-Ezy Mfg. Co., 360 N. Shiawassee St., Corunna 2, 
THREE E—Electrical Engineers Equipment Co. 
THREE-U-LITE—Northern Incandescent Lamp Co. 


THRIFTEE—Master Appliance Mfg. Co. 
THRIFTOMATIC—Miller & Carrell Mfg. Co. 
THUNDER-CORE—New England Carbide Tool Co., Inc. 
THUNDER-TWIST— New England Carbide Too! Co., Inc. 
TIFFIN—Quincy Manufacturing Co. 
TIGER—Boston Woven Hose & Rubber Co. _ 
Tilden Too! Manufacturing Co., 209 Los Molinos, San 
Clemente, California 
TIMBERHOG—Reed-Prentice Corp. 
TIME-ALL—lInternational Register Co. 
TIME-0-STAT—Minneapolis-Honeywell Regulator Co. 
TIME-0-SWITCH—M inneapolis-Honeywell Regulator Co. 
TIME SPOT—Tork Clock Co. Inc. 
Tinnerman Products Inc., P. 0. Box 6688, Dept. 16, 
Cleveland 1, Ohio : 
TINY CHIEF—Cornell-Dubilier Electric Corp. 
TINY-GLOW—Industrial Devices, Inc. 
TIP-TOP—General Cable Corp. 
TIREX—Simplex Wire & Cable Co 
TITAN—Detroit Hoist & Machine Co. 
TITAN—General Lead Batteries Co 
Titan Manufacturing Co., Inc., 701 Seneca St., Buf- 
falo 10, New York : , 
Titchener & Co., E. H., 67 Clinton St., Binghamton, 
New York 
TiTE-BITE—Thomas & Betts Co. 
TITEBILT—Phelps Dodge Copper Products Corp. 
Titeflex, Inc., Great Western Fuse Div., 500 Freling- 
huysen Ave., Newark 5, New Jersey 
TITRILOG—Consolidated Engineering Corp. 
Toast-O-Lator Co. Inc., 10-23 Jackson Ave., 
Istand City 1, New York 
Toastswell Company, 620 Tower Grove Ave., St. Louis 
10, Missouri 
TOCCO—Ohio Crankshaft Co. 
Todd Products Corp., 156 Gramatan Ave., Mount Ver- 
non, New York 
Toledo Commutator Co., 1111 Beehler St., 
Michigan : 
Toledo Pipe Threading Machine Co., 1445 Summit St., 
Mtn aa It Manufacturing Corp 
THU ulton u x 
al Sales & Engineering Co., 4864 Woodward Ave., 
troit 1, Michigan 
Torte. Corp., 247 Pearl St. N. W., Grand Rapids 2, 
Michigan 
TONEPAK—Lee Electric, Inc. 
TOOL-ARC—Alloy 7. a 
TS-E—Lovsted o., Inc., C. M. 
Toofight Tape Co., 160 East Ninth Ave., York, Penn- 
sylvania 
TOPHBESTOS—Driver Co., Wilbur B. 
TOPHET—Driver Co., Wilbur B. s 
TORCH-O0-MATIC—Mine Safety Appliance Co., Velocity 
Power Tool Co. Div. 
Torit Manufacturing Co., 292 Walnut St., St. Paul 
2, Minnesota 
Tork Clock Co. Inc., 1 Grove St., Mount Vernon, New 
York 
TORNADO—Breuer Electric Mfg. Co. , 
Torrington Co., Field St., — Connecticut 
TORVIC—Victor Products Corp. 
Touch-Plate Mfg. ae (P. 0. Box 
1970), Long Beach 13, California 
Towmotor Sales & Service, Inc., 2940 East 96th St., 
Chicago 17, Illinois 
TOWN & COUNTRY—Cal-Det Products Co. 
TRA-BAK—Great Northern Mfg. Co. 
Trade-Wind Motorfans, Inc., 5725 South Main St., 
Los Angeles 37, California 
TRADELITER—Duro-Test Corp. 
TRANCELL—VJohns-Manville 
Trane Company, Third & Cameron Aves., La Crosse, 
Wisconsin 
TRANSCO—Coi!l Company of America, Inc. 
Transformers, Inc., 532 North St., Endicott, New York 
TRANSPORTER—Automatic Transportation Co 
TRANSRIDER—Automatic Transportation Co. 
TRANSTACKER—Automatic Transportation Co. 
TRANSTRACTOR—Automatic Transportation Co. 
TRANSVEYOR—Automatic Transportation Co. 
TRAP-DRI—A-P Controls Corp. 
TRAPIT—A-P Controls Corp. 
TRENCHLAY—General Cable Corp. ; 
TRI-CLAD—Gen. Elec. Co., Apparatus Sales Div. 
TRI-CORE—Alpha Metals, Inc. , 
Tri-Part Manufacturing Co., 934 Plum St., Detroit 1, 
Michigan 
TRI-PHOON—Le John Manufacturing Co. 
TRI-PLEX—Sta-Warm Electric Co. 
TRI-SNAP—wWestinghouse Electric Corp. 
TRI-TEMP—Diamond Saw Works, Inc. ; 
Triad Transformer Corp., 4055 Redwood Ave., Venice, 
California 
TRIANGLE—Epco Electronics, Inc. 
Triangle Conduit & Cable Co. Inc., Triangle & Jersey 
Aves., New Brunswick, New Jersey 
Triangle Equipment Co. Inc., 45 River Rd., Nutley 10, 
New Jersey 
Trico Fuse Manufacturing Co., 2948 North Fifth St., 
Milwaukee 10, Wisconsin 
TRIEX—Triangle Conduit & Cable Co. Inc. 
TRIG—Rostan Corporation 
TRIG-R-HEAT—Wall!l Manufacturing Co., P. 
TRILITE—Artistic Lamp Mfg. Co., Inc. 
TRIMMASTER—Brittan & Co., Inc., E. F. 
TRIMPOT—Bourns Laboratories 
= Products, Ltd., 17 East 23rd St., Chicago 16, 
llinois 
Trine Manufacturing Corp., 1430 Ferris Pl., New York 
62, New York 
TRION—Chase-Shawmut Co. 
Trion Inc., 1000 Island Ave., McKees Rocks, Pennsy!- 
vania 
TRIONET—Chase-Shawmut Co. 
TRIONIZED AIR—Trion Inc. 
TRIOPRENE—Triangle Conduit & Cable Co. Inc. 


Long 


Owosso, 
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TRIOSEAL—tTriangle Conduit & Cable Co. Inc. 

TRIPLE A—Hobbs Battery Co 

Triplett Electrical Instrument Co., Harmon Re., Bluff- 

- ton, Ohio 

TRIPLOC—Pyle-National Co. 

TRIPLOX—Nemco Electric Co. 

TRIWAY—U. S. Expansion Bolt Co. 

TROJAN—Detroit Hoist & Machine Co. 

TROJAN—Hexacon Electric Co. 

Trombetta Solenoid Corp., 329 North Milwaukee St., 
Milwaukee 2, Wisconsin 

TROPICAPS—Micamold Radio Corp. 

Trotter & Co., E. T., 594 Johnson Ave., Brooklyn 37, 
New York 

TRU-FLANGE—American Brass Co 

TRU-SET—Olin Industries, Inc., Ramset Div 

TRU-WHITE—Duro-Test Corp 

TRUCOLITE—Guth Company, Edwin F. 

TRULITES—Molded Insulation Company 

Trumbull Electric Dept.—see General Electric Company 

TRYLON—wWind Turbine Co 

TUFFERNELL—wWestinghouse Electric 

TUG—Mercury Manufacturing Co. 

TUMB-L-TITE—U. S. Expansion Bolt Co 

TURBINATOR—Martin Brothers Electric Co 

TURBO-JET—Allis-Chalmers Manufacturing Co 

TURBO-RUPTOR—Allis-Chalmers Manufacturing Co 

—= Company, 909-17 St., N. E., Cedar Rapids, 
owa 

Turner Brass Works, 821 Park Ave 

TURNLOK—Pass & Seymour, Inc 

Tuttle & Kift, Inc., 1823 North Monitor St., Chicago 
39, Illinois 

20 CENTURY—Roller Bearing Company of America 

TWIN-LINE—Glatthar Lighting Co 

TWIN-SIX—Burgess Battery Company 

TWINSET—Telex, Inc. 

TWIST-LOCK—Hubbel! Inc 

TWIST-TITE—Hubbell Inc., Harvey 

TWO-TIMER—Vocaline Co. of America, Inc 

Typhoon Air Conditioning Co. Inc., 794 Union St., 
Brooklyn 15, New York 


U 


U-C-Lite Manufacturing Co., 1050 West Hubbard St., 
Chicago 22, Illinois 
U-RE-LITE—1I-T-E Circuit Breaker Co. 
U. S.—see United States 
USCO Power Equipment Corp., 829 North 36th Way, 
Birmingham 6, Alabama 
USMC—United Shoe Machinery Corp. 
U-W—Upson-Walton Co. 
Ulanet Company, George, 413-415 Market St., Newark 
5, New Jersey 
ULTRA-AIRE—Mine Safety Appliances Co. 
Ultra-Violet Products, Inc., 145 Pasadena Ave., South 
Parag oe — 
ta Violet Ray Labs., Inc., 100 Fif A 
York 11, New York i way Pisce 
UNAFLOW—Skinner Engine Company 
UNDARK—United States Radium Corp. 
UNI-CRIMP—Sherman Mfg. Co., H. B. 
UNI-FLOW—WMitchell Manufacturing Co. 
UNI-GLOW—Miskella Infra-Red Co, 
UNICLAMP—Chance Co., A. B.. W. N. Matthews Div 
UNICLOSED—U. S. Electrical Motors Inc. 
Uniflow Manufacturing Co., Erie, Pennsylvania 
Uniform Tubes Inc., Level Rd., Collegeville 2, Pa. 
UNILARM—Russell & Stoll Company, Inc. 
UNILETS—Appleton Electric Co. 
Unimatic Corp., 53 East Center St., Nutley, N. J. 
Unimax Switch Div.—see Maxson Corp., W. L 
UNION—Mult* Electric Mfg., Inc 
Union Carbide & Carbon Corp., 30 East 42 St., New 
York 18, N. Y. 
Union Electrical Porcelain Works 
Trenton, New Jersey 
Union Insulating Co., Box 351, 
Virginia 
Union Metal Manufacturing Co., 
E., Canton 5, Ohio 
Union Plate & Wire Co., D. E. Makepeace Co. Div., 
Dunham & Pine Sts., Attleboro, Massachusetts 
UNIRACK—Alden Products Co 
Unistrut Products Co., 1013 West Washington Bivd., 
Chicago 7, Illinois 
= Westinghouse 


Corp. 


Sycamore, I|linois 


Harvey 


Inc., P. 0. Box 762, 
Parkersburg, West 


1432 Maple Ave., 


Electric Corp., Sturtevant 


iv 
UNITE-A-LITE—Moe-Bridges Corp. 


United Blower Co., Inc., 193 Centre St., N. Y. 13, N. Y. 

United Electric Controls Co., 85 School St., Water- 
town 72, Massachusetts 

United Electric Machinery Co., 
Court, Elmwood Park, Illinois 

United Electric Motor Co., 178 Centre St., New York 
13, New York 

United Pressed Products Co., 741 West Harrison St., 
Chicago 7, Illinois 

United Refrigerator Co., Locust & Walnut Sts., Hud- 
son, Wisconsin 

United Shoe Machinery Corp., 140 Federal St., Boston 7, 
ass 

United States Air Conditioning Corp., Como Ave. South- 
east at 33rd., Minneapolis 14, Minnesota 

U. S. Electrical Motors Inc., 200 East Slauson Ave., 
Los Angeles 54, California 

U a Electrical Tool Div.—see Emerson Electric Mfg. 
0) 

U. S. Expansion Bolt Co., State St. & Pennsylvania 
Railroad, York, Pennsylvania 

U. S. Graphite Co. Div.—see Wickes Corp. 

United States Instrument Corp., 409 Broad St., Sum- 
mit, New Jersey 

U. S. Mica Company, Inc., Jordan Ave. & Van Dyke 
St., East Rutherford, New Jersey 
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U. S. PEERLESS—United States Rubber Co 

United States Radium Corp., 535 Peart St., New York 
7, New York 

U. S. REVERE—United States Rubber Co. 

United States Rubber Co., 1230 Avenue of the Amer- 
icas, New York 20, New York 

United States Steel, American Steel & Wire Div., 
— Offices—Rockefeller Bidg., Cleveland 13, 
hio 

United Transformer Co., 150 Varick St., N. Y. 13, N. Y. 

United Wire & Supply Corp., 1497 Elmwood Ave., 
Providence 7, Rhode Island 

UNITOP—Allis-Chalmers Manufacturing Co 

UNITRANE—Trane Company 

UNITROL—Cutler-Hammer, Inc., 

UNITYPE—Superior Appliance Co 

UNIVERSAL—Brush Electronics Co 

UNIVERSAL—Landers, Frary & Clark 

UNIVERSAL—Mueller Electric Co 

Universal Electric Co., 300 East 
Michigan 

Universal Electric Stage Lighting Co., Inc 


Main St., Owosso, 
~—see Kliegl 


ros 

Universal Gear Corp., 1452 East 19th St., Indianapolis 
7, Indiana 

Universal Major Elec. Appliance Co., East Kibby St 
Lima, Ohio 

Universal Scientific Co. Inc., 1103 Shelby St., Vin- 
cennes, Indiana 


UNIVERSAL UNAFLOW—Skinner Engine Company 

Universal Welder Corp., 735 Carnegie Ave., Cleveland 
15, Ohio 

Universal Winding Co., P. 0. Box 1605, Providence 1, 
Rhode Island 

University Loudspeakers Inc. 
White Plains, New York 

UP-N-DOWN—General Lamps Mfg. Corp. 

Up-Right Scaffolds, 1013 Pardee St., 
California 

UPLIFTER—Revolvator Company 

UPPCO—United Pressed Products Co. 

Upson-Walton Co., 12500 Elmwood Ave., Cleveland 20, 
Ohio 

Uptegraff Manufacturing Co., R. E., P. 0. Box 182, 
Scottdale, Pennsylvania 

Uret!, Inc., Tioga, Pennsylvania 

U. S.—See United States 

USAIRCO—United States Air Conditioning Corp 

USCOLITE—United States Rubber Co. 

USCOLOID—United States Rubber Co. 

USEX—United States Rubber Co. 

USKON—United States Rubber Co 

USKORONA—United States Rubber Co. 

UTAH—Boston Woven Hose & Rubber Co. 

Utica Drop Forge & Tool Corp., 2415 Whitesboro St., 
Utica 4 New York 

Utilities Safety Suoply Co. Inc., 3112 Indiana Ave., 
Kansas City 3, Missouri 

Utilities Service Company, 
Pennsylvania 

Utility Electric Co.—see Toastswell Company 


80 South Kensico Ave., 


Berkeley 10 


1 Pine St., Allentown, 


Vv 


V-BEAM—Duro-Test Corp 

V.1.Z.—Molded Insulation Company 

V. V. Fittings Co., 705-715 Cherry St., Philadelphia 
6, Pennsylvania 

VAC-IT—Doyle Vacuum Cleaner Co. 

Vaco Products Co., 317 East Ontario St., Chicago 11, 
Illinois 

VACU-BREAK—BullDog Electric Products Co. 

VACUUM-GRIP—Snap-on Tools Corp 

VALIMITOR—-Electric Controller & Mfg. Cc. 

Valley Fan Manufacturing Co., North Macon St., Fort 
Valley, Georgia 

Valley Welding & Boiler Co., 1602 Water St., Bay 
City, Michigan 

VALUEBILT—Heatrite, Inc 

Van Cleef Bros., Inc., 7800 South Woodlawn Ave., 
Chicago 19, Illinois 

Van Cleff, 36 West 25 St., New York 10, New York 

Van Dyke Div.—see General Lamps Mfg. Corp. 

Vanadium Tool Co., Box 322, Athens, Ohio 

Vanderman Manufacturing Co., Mansfield Ave., Willi- 
mantic, Connecticut 

VANO—Coppus Engineering Corp 

VAPOR TIGHT—Benjamin Electric Mfg. Co. 

VAPROTEX—Woodhead Co., Daniel 

Varflex Corp., 305 North Jay St., Rome, New York 

Varflex Sales Co., Inc.—See Varflex Corp. 

VARFLO—Varflex Corp. 

VARGLAS—-Varflex Corp. 

VARI-HOT—-Snap-on Tools Corp 

VARI-PITCH—Allis-Chalmers Manufacturing Co 

VARI-SPEED—Reeves Pulley Co. Inc. 

VARIAC—-General Radio Company 

VARIATOR—Cleveland Worm & Gear Co. 

VARICELL—Superior Electric Co. 

VARIDRIVE—-U. S. Electrical Motors Inc 

VARIFORM—Lighting Products, Inc. 

VE-E-ZY—Ton-Tex Corp. 

Vector Manufacturing Co., 5616 Lawndale Ave., Houston, 
Texas 

VEELITE—Battle Creek Equipment Co. 

VEGMART—Fogel Refrigerator Co 

Velocity Power Tool Co., 201 N. Braddock Ave., Pitts- 
burgh 8, Pa. 

VENTAIR—Coppus Engineering Corp 

VENTILETTE—Dieh! Manufacturing Co. 

VENTILIER—Active Specialty Corp. 

VENTROLA—National Appliance Co. 

VENTURA—American Blower Corp. 

Verd-A-Ray Corp., 615-623 Front St., Toledo 5, Ohio 

VERI-TELL—Taco West Corp 


VERONA—Woodings-Verona Tool Works 

Verpiex Co., 100 Middlesex Turnpike, Essex 1, Con- 
necticut 

VERSA—vVersen Company, Kurt 

VERSA-TOOL—Phillips Manufacturing Co. Inc. 

VERSAL—Versen Company, Kurt 

VERSALINER—Peck & Harvey 

VERSATIL—Versen Company, Kurt 

VERSATRY—Versen Company, Kurt 

VERSATU—Versen Company, Kurt 

Versen Company, Kurt, 4 Slocum Ave. 
New Jersey 

VERSIL—Versen Company, Kurt 

VERSITAP—Burndy Engineering Company, Ix 

VERTOLITE—tLine Material Co. 

VERTSUM—Versen Company, Kurt 

VI-TITE—Penn-Union Electric Corp. 

Viber Company, 726 South Flower St., Burbank, Cali- 
fornia 

VIBRACODE—Motorola, Inc 

VIBRO—-Burgess Vibrocrafters 

VIBROGROUND—Associated Research Inc 

VIBROTEST—Associated Research Inc 

Vickers Inc., Electric Div., 1897 Locust St., St 
3, Missouri 

VICTOR—Ludlow Manufacturing & Sales Co 

Victor Insulators, Inc., Victor, New York 

Victor Products Corp., 901 Pope Ave., 
Maryland 

Victor Saw Works, Inc.—See Clemson Bros., Inc 

Victor Specialties, 775 Main St., New Rochelle, New 
York 

Victor Ventilator Co 
Cincinnati 15, Ohio 

VICTRON—-Victor Ventilator Co 

VIETOR—Smith & Sons Corp., James H 

VIKING—Forsberg Manufacturing Co 

VIKING—-Progressive Welder Sales Co, 

Viking Air Conditioning Corp., 5601 Walworth Ave., 
Cleveland 2, Ohio 

Viking Copper Tube Co., 16700 St. Clair Ave., 
Cleveland 10, Ohio 

VIS-A-RAY—Duro-Test Corp 

VIS-O0-MATIC—Co-Operative Utilities Co. Inc 

VISE-GRIP—Petersen Manufacturing Co., Inc 

VISGAGF—Eitzen Co., Louis 

Vicion Aids. Inc.—See Silvray Lighting, Inc 

VISIONAIRE—Sunbeam Lighting Co 

VISUALIER—Garden City Plating & Mfg. Co 

Vitalic Battery Co., Inc., 2040 Amelia St., Dallas 19, 
Texas 

VITALITE—Adjustable Fixture Co. 

VITALLOY—Billinas & Spencer Co. 

VITREOSIL—Thermal Syndicate, Ltd 

VITROHM——Ward Leonard Electric Co. 

VITROLAIN—Star Porcelain Co. 

VITRON—Glass Fibers Inc. 

VITRONAMEL.—Anaconda Wire & Cable Co. 

VITROTEX—Anaconda Wire & Cable Co 

VIXEN—Heller Brothers Co. 

VIZ-AID—Day-Brite Lighting, Inc. 

Vichek Tool Co., 3001 East 87 St., Cleveland 4, Ohio 

Vocaline Co. of America, Inc., Coulter St., Saybrook, 
Connecticut 

VOCATRON-—-Vocaline Co. of America, Inc. 

VOGHE-! ITE—Swivelier Co., Inc 

VOKALCALL—<Auth Electric Company, Inc 

Voltare Tubes, Inc., 44 Cross St., Norwalk, Con- 
necticut 

VOLTBOX—Superior Electric Co. 

VORNADO—Sutton Corp., 0. A. 

VULCAN—Illinois Iron & Bolt Co 

VULCAN—Williams & Company, J. H 

Vulcan Electric Co., 88 Holten St., Danvers, Massachu- 
setts 

Vulean Tool Manufacturing Co., 41 Liberty St., Quincy 
69, Massachusetts 


Englewood, 


Louis 


Hagerstown, 


320 South Wayne Ave., Lockland, 


Ww 


WB—Ware Fuse Corp 

WW—Western Wire Products Co 

Waage Electric Inc., 720 Colfax Ave., 
New Jersey 

Waare Manufacturing Co., 632 North Albany Ave., 
Chicago 12, Illinois 

Waco Manufacturing Co., 3565 Woodale Ave., Minn- 
eapolis 16, Minnesota 

Wadsworth Electric Manufacturing Co. Inc., 20-34 
West llth St., Covington, Kentucky 

Wagner Electric Corp , 6400 Plymouth Ave., St 
14, Missouri 

Wagner Malleable Products Co., 222 West Adams St., 
Chicago 6, Illinois 

Wagner Manufacturing Co., 350 West Adams St., Jack- 
son, Missouri 

Wahi Clipper Corp., 407 East Third St., 
I}linois 

WAHLQUIST—Nilsson Electrical Laboratory, Inc 

Wakefield Brass Co., F. W., Vermilion, Ohio 

WAKEFIELD CEILING—-Wakefield Brass Co., F. W 

Walco Industries Inc. of Philadelphia, 10-12 North 
Union Ave., Lansdowne, Pennsylvania 

Waldorf Heater Company, 1421 Chestnut St., Philadel- 
phia 2, Pennsylvania 

Waldron Corp., John, P. 0. Box 791, New Brunswick, 
New Jersey 

Walker Brothers, End St., Conshohocken, Pennsylvania 

Walker Electrical Co. Inc., 70 Bennett St., Ww 
Atlanta, Georgia 

WALKERFLEX—Walker Brothers 

WALKERPRENE— Walker Brothers 

WALKIE-RECORDALL—-Miles Reproducer Co. Inc 

Wall Manufacturing Co., P., Erie St., Grove City, 
Pennsylvania 


Kenilworth, 


Louis 


Sterling, 
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COMPANY AND TRADE NAME DIRECTORY 


WALLURNLITE 

WALLY—Wall Mfg. Co 

Walser Automatic Timer C 
Lexington Ave York 

WALTON-—Abbeon Supply C 

Walton Laboratorie Inc 

Wama Co., 501 East 
and 

Ward Leonard Electric Co 115 
S., Mount Vernon, f 

Ware Fuse Cort 


Gruber Lighting 
ro 

17 
mpany 
Irvingtor 


Prest St “Ba 


Gra 


New New 


Y rk 
4410 West Lak 
Waring Product 


Philade|l 
TERTITE 
f ‘ 


NA 


ago 40. i 
NAXER KING 
VAXMASTER 
NEAR-AR( 

A 


A 
Al 


Veave 
r . 
) Viissouri 


Elect 


mpa 
f 


Nebste 


in 
WECOLATOR—Che P A 
NEDG-TITE—-American Pulley 
NEDGE-GRIP—-Sherman Mfaq 
Wedge Protectors Inc 
9, Ohio 
WEDGEBELTS 
WEDGELOCK 
NEDGIE Ir 
WEDGTITE— 
WEED KUTTER 
Weiss & Biheller Merchan 
New York 12, New York 
WEL-RAY—-Weldon Mfg. ¢ 
Welbilt Stove Company 
Maspeth 78, New York 
Welch Company, W. W 
St., Cincinnati 2, Ohio 
WELCO-—Welsh 
WELD-BILT 
Weldon Mfg 
New York 
WELDPOWER-— Raythe 
Weller Electric Corp 
yivania 
Wellington Machine Co 
Ohio 
Wells Manufacturing Corp 
Rivers, Michigan 
Welsh Mfg. Co., 9 Magnolia St 
Island 
WELSHADE—-Welsh Mfg. Co 
WELSHARD—Welsh Mfg. Co 
WELSHWELD—-Welsh Mfa. ( 
Weltronic Company 19500 
Detroit 19, Michigan 
Product Inc 5808 Northwest 
IHine 


Artisti 


2gne 
19 


Pp 
Mia. ¢ 
Ma 


American 
Adalet 
ulation 
ouse-Hinds ( 


Inters 


facturer 


atic ! 


Mia 
West 
Co., 


Co 
Bend Equipment 
461-463 Broome S 


n Manufacturir 
808 Packer St 


133 De Wolf 


5853 


Prov 


West & 


We 

3] 
Wendel Lighting Corp 

York 19. New York 
WENDELIGHT—Wendel Artistic 
WESCO —Westinghouse Electric 
Wesix Electric Heater Co., 
5 California 
d Equioment 
W 


730 


Suoply 
390 First 
{ co 
West Be 
Bend 
West 
ington 
Westchester Brickote 
liamsbridge Rd 
Westclox Div.—see 
WESTCO-— Fairbank 
Western Automatic Mach 
Foster Ave., Elyria. Ohio 
Western Electro-Mechanical 
Oakland 7, California 


Corp 16 W 


Products 
Bronx 61 
General 


Morse 


Ce., | 
New Yor 


& Co 
Screw Co 


Co 


Ine 


MacQu 


Corp N 


g Co 


Jefferson 


Highway 


Lighting Corp 


on t 
Wind Corp., 1800 Airport Way, Seattle 4. Wash- 


Time Corp 


Western Insulated Wire 
Angeles 58, California 
Western Lithograph Co., \ tline 
East Second St., Li gele 
Western Wire Product 
St. Louis 4, Missour 
Westinghouse Electric 
Pennsylvania 
estinghouse 
field 


2425 East 30 St 
Div., 
a 


18 


Co Los Winpower Mfg. Co., 1207 First Av 


420 Product 
54 Califorr 


1415-35 South 


WINTERWARM—E lectric 
WIRE-NUTS—lIdeal Industrie 
t Wire Rope Corp. of America, In 

St., St. Joseph, M 
WIRECO—Wire Rope Corp. of 
WIREDHEAT—Wesix Electric Heat 
VIREDUCT—Wiremold Company 
Wiremold Company, Hartiord 1 C 
wISCO n Storage 
v Fc 


or inum dry Co. Ir 


ybar Bidg 600 Parts C 


York 
c 
> 
ll, New Jersey 


Itimore 2, Mary 


our 
Box ) Pittsburgh 
ter 


Parkway W Spring- 


Wiscor 
n Alur 
t Manitowoc, W 

Carbon Corp 


U 
0 


> 


4IRLAIRE 
POC tand 


( »., Gr 


array 


4 E 

k Re Manufact 

kson St 

te Company 15 
husett 


i] 
12 


M 
o. €., 21 Hermon St., Worcester 8, 
CANNERS—Bost en H g 
CHIEF Car ‘ 
CLOUD—Louveral! Lig 
CROSS—Chicago & tr 
CNIGHT—Metalcraft 
fountain Fr Co 
Hampshire 

Rodgers E 


HITE 
HITE 
HITE 
HITE 


VHITE 


% Rubber Co. 


ectric C 

€ Viissouri 

HITING—Round Bridgep use 

hitney-Blake Company 65 Dixwe enu Ne ; ther Washer 
Haven 14, Connecticut : 7 n 
Vhitney Chain Company, 237 It f 

nnecticut 

HIZ-SAW 


l 


A 
Mf 


Forsberg Manufactur 
NVICK-O-LITE—North American Ele 
Nickes Corp., U. S. Graphite Co 
Ave., Saginaw, Michigar 
IDE-SPRED— Holophane 
and Co., Edwin L., 7 
Pennsylvania 
Nil-Son Manufacturing Co 
Nilde Drop Forge & Tool Co 
City 8, Mo 
Manufacturing Co 
Railroad, Port Jervis 
Niley, Inc R. & W 
New York 
Niley & Sons, Inc., 
16, New York 
illard Storage Battery 
Cleveland 1, Ohio 
Williams & Company, J. H., 400 Vulcan St 
New York 
Williams, Brown & Earle 
Philadelphia, Pa 
Williams Manufacturing Co 
Dallas 10, Texas 
Nilliams Products 
Carthage, Missouri 
Wilmington Fibre Specialty Co 
Wilmington 99, Delaware 
Wilson Rubber Co., 1200 Garfield Ave., 


St. & Thorne 


Div 

XDUCT-—National Electr 
XELA—Klein & Sons, Mathia 
x1T—LIona Ventilator Co., Inc 
XTENSION DUCT— National 


Come 
637 


ny, Ie 

Thomas BI 
Electr 
Cloverport, Kentucky ; 
2938 Fairmount, Kansas 


Y 


Ider Inc Mechanic 
New York 
119 Dearborn 


St. & Eri 


New York 13 
Buffalo 7 
ER-EAS—Electro Compound Co 
YAGER—Benson Co. Inc., Alex 
YAK—Mercury Manufacturing Co 
Yale & Towne Mfg. Co 
Roosevelt Bivd. Halderman 
Pennsylvania 
YANK—Mercury Manufacturing Co 
YANKEE Stanley Tool 
YEATS—New Haven Quilt & 
Yeats Appliance Dolly Sales Co 
Milwaukee 5, Wisconsin 
YELLOW-FLASH—Justrite 
York Corporation, Roosevelt 
Young & Bertke Co., 2219 
Ohio 
Young Brothers Co 
hio 


Easton, Penn John, 440 Fourth Ave., New York R. 


St., Wellingtor N Co East 131 St 


at Av 


St.. Three Buffaio 7, 


idence 9. Rhod In 904-06 Chestnut St 


Hugh B., 2946 Oak Lane 


Mfg. C 
Ave 


Buck 


Co., H. E 106 South Main 


ght Mile Rd 


P. 0. Drawer 102% 
Chicago 1831 Columbus 


S.W., Canton 


Fifth Ave New 6 hio 

NINCHESTER-OLIN—Olin Industries, In Electrical 
Co 
St 


Winco Mfg. Corp., 29 Haviland St., South Norwalk, 
Connecticut 
Wind Turbine 


Z 
San Frar 
Co., East Market 
West Chester, Pennsylvania 
WIND-O-VENT—Dieh! Manufacturing Co 
Wind-Way Fan & Ventilator Co., 531 St 
Orleans 12, Louisiana 
WINDMAKER—Rich Fan 
WINDOLITE 
Winfield, Inc., 
Illinots 
Wing Manufacturing Co., L 
Rd., Linden, New Jersey 
WINGFOIL—-Wing Manufacturing Co., L. J 
WINNER—Curtis Lighting, Inc 


St. & Penna. R. R 


ater 


St 


West 


Zenith Electri 
Illinois 


Co 


Joseph, New 
ZEPHR-TROL—Welbilt Stove 


nc ZEPHYR—Portable Electric Tools 


a 


1528 Wil Manufacturing Co 
Liaht & Power Utilities Cor 


1934 West North Ave., 


Inc., Phil 
p 
Chicago 22, 


2300 Vreeland Mills 


New York 
ZERO-START—Phillips 
ZIP—Mid-States Welder Mfg. Co 
ZIPON—Ironbound Operating Co 
Z00—Aero-Motive Manufacturing C 
ZOREX—Adjustable Fixture Co 


Woodland at 


J., 
300 Broadway 
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Products 


e 


orp 
Inc 


609 


Battery 


j. Co 


Ave 


E 
WINTERGARDE—Pyrene Manufacturing Co 


Ameri 


Newtor 


A 


Corp 


I 


Orct 


Corp 


Product 


e 


Pad Co 


0 


York, 


St., 
Rd 


Inc 


0. 


Ir 
2124 North 


152 West Walton St 


North 


S 


12tt 


Cincinnati 


Pennsylva 


Yale Materials Handling Div 
Philadelphia 


14 


Cleveland 13 


Chicago 


ZEPHAIR—Hunter Fan & Ventilating Co 


Company, Inc 


Manufacturing Co 


Inc 


Zernickow Company, 0., 15 Park Row, New York 


10 


32 








MANUFACTURERS’ PRODUCT DATA SECTION 





THIS SECTION CONTAINS PRODUCT DATA PRE- 
SENTED BY MANUFACTURERS OF ELECTRICAL 
APPARATUS AND SUPPLIES, UTILIZATION EQUIP- 
MENT, COMPONENTS, TOOLS AND ACCESSORIES. 
A WIDE RANGE OF ELECTRICAL AND ALLIED PROD- 
UCTS IS DESCRIBED IN DETAIL, INCLUDING PER- 
FORMANCE CHARACTERISTICS AND INSTALLATION 
AND APPLICATION DATA. 

THESE ADVERTISEMENTS DO NOT NECESSARILY 
COVER ALL OF THE PRODUCTS OF THE MANUFAC- 
TURERS REPRESENTED. THE MANUFACTURERS 
ARE LISTED IN THE PRODUCT DIRECTORY SECTION 
UNDER THE HEADINGS FOR THE PRODUCTS THEY 
MANUFACTURE. 
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A DIGEST OF DAY-BRITE DATA 


DIRECT TYPE FIXTURES 


LAMPS | FIXTURE DIMENSIONS =| CATALOG 
SLIMLINE “RANGER” | 0? TE eee ree ATA 
é NO.| SIZE | LENGTH | WIDTH | HEIGHT | APPLICATION —Unit or continuous. MOUNTING—Surface or suspen- 





== AZM ? 2 ] 75-W 19514 , 7" | 4a" | 96260 | sion. CONSTRUCTION —Die-formed and welded heavy-gauge steel 
—_ t | T T on | FINISH—HOT-BONDED SUPER-WHITE enamel. WIRING—TURRET’ 
J 2 | 60-W |71' 7 4 66260 | sockets. Instant start HPF 430-milliompere Certified ballasts. UL approved 


“OPEN TYPE FIXTURE 2 | 40-W | 472" | 7” 4%" | 46260 


LAMPS FIXTURE DIMENSIONS CATALOG LENS PLEXOLINE DATA 


NO] SIZE | LENGTH | WIDTH | HEIGHT | NUMBER 
| 


— 


| @®G.&.Co 
re aad 


SLIMLINE ‘‘PLEXOLINE-2” 











APPLICATION — Unit or continuous. MOUNTING— Surface or suspen- 
—a T ei iF T sion. CONSTRUCTION-—Die-formed steel. One-piece enclosure and 
2 |75-W |96% 12% 4 97720 chassis. Reflector plates for 100% direct distribution. SHIELDING— 

] ] No. 9015 Controlens* in separable hinged frames. WIRING—ETL Cer- 

tified ballasts. Individually wired for unit, continuous, surface or suspen- 
LOW BRIGHTNESS t t t sion installation. UL approved 
915 HOLOPHANE CONTROLENS* 2 |40-W 48%" (12% | 4” | 47720 


+ + 


a 


— 2 |60-w |72%” |12%" | 4” | 67720 


FLUORESCENT ‘“‘MOBILEX”’ 2 LAMP FLUORESCENT t 3-LAMP FLUORESCENT 4-LAMP FLUORESCENT | APPLICATION-—Single unit, end to end, 
£ LAMP FIXTURE CATALOG | LAMP FIXTURE CATALOG | LAMP FIXTURE CATALOG side to side. MOUNTING — Recessed into 
ANEW SIZE |DIMENSIONS Nt | SIZE | DIMENSIONS NO SIZE (DIMENSIONS NC grid type suspended ceiling. Fixture rests 
RECESSED | 


} ) ‘ om , = ) on interlocking ‘‘tees'’ which also support 
0-W -W 
LIGHTING 2 24° x24") 24272) 20-W |24 x24°'| 24372 | 20 (24 x24 (24472 
SYSTEM 


Fiberglas* Ceiling Board. Flange type 
FOR USE WITH 


+ + 4 
40-W| 24x48” 44272 | 40-W |24x48"|44372 | 40-W 24°x48" 44472 Mobilex also ovailable for conventional 
7 
Z plastic panels. FINISH—HOT-BONDED 
GRIDTYPE | Ani ee» 
starters on 20-watt units. All 40-watt units 
Ly ® Owen-Corning S— 
| FLANGE TYPE SNAP-IN TYPE TROFFER DATA 
ALZAK PARABOLIC : 
et LENGTH | 
275-W 96” | ¢/ y 

\hi CATALOG NO low brightness contrast. Center ‘'V"' louver 
in standard fluorescent and with fill-in 
CONTROLENS* b, / Includes 11-inch wide (No. 9030 Inter- 
SHOWN j . : ; controlens. Available also in standard 
2/75-W T | 93225-8 | 96 93215-8 Four shielding elements available: ribbed 
Controlens. Each shielding element is 

fluorescent. Fill-in sections available. 





LOUVERS| GLASS 











PLASTIC 

















ceilings. SHIELDING — Skytex glass 
40-W |24''«48" 44282 | 40-W 24'«48"'| 44382 | 40-W |24' «48 44482 SUPER- WHITE enamel. WIRING—Sockets, 
SUSPENDED , 
aiaat T _ T 5 ) furnished with RAPID-SMOOTH START 
Owen Corning 40-W | 24x48" 44292] 40-W|24"x48"| 44392 | 40-W 24"x48" 44492 | bolosts Ula yanevenaeay 
| FIXTURE . FIXTURE | | 
FLANGE TYPE LAMPS | PARABOLIC 
' 4 
CATALOG NO L. 12 and lateral louvers interlocked for 
sections 
mediate and 9031 End) Controlens. Lens 
FLANGE TYPE 
fluorescent. Fill-in sections available 
c 
LAMPS FIXTURE CATALOG FIXTURE CATALOG 
} } , , Skytex glass panels, Boxco louvers, egg- 
LOW BRIGHTNESS 
HINGED GLASS ] | separably hinged, allows hinging from 


20-W 24x24" 24282 | 20-W | 24"x24"| 24382 |20-W 24x24" 24482 | Ponels, Boxco@louvers, or moulded 
Certified ballasts and NO-BLINK type 
CEILING 20-W | 24x24" 24292 | 20-W | 24'x24"| 24392 | 20-W 24°x24 24492 
ballasts. UL approved. 
LENGTH Se a a Va | 
SHOWN rr \ 2/75-W 96" | if \ Diffuse Alzak aluminum troffers provide 
1" | 
92275-8 92265-8 strength. Available also in all-white finish, 
11-INCH CURVED ( 0 CURVED CONTROLENS* 
lock prevents accidental displacement of 
—S LENGTH NUMBER LENGTH | NUMBER HINGED SERIES 
3/75-W 93325-8 93315-8 crate louvers and low brightness 901 5-DB 
either side. Also available in standard 
ENCLOSED et : | 


FLANGE TYPE C2 GENERAL 
SHOWN es ~~ -—" ; | CONSTRUCTION—Die-formed through- 


out. Removable wireway cover. Con- 


| tinuous wiring channel. FINISH—HOT- 
Same basic channel available with three tames | FIXTURE CATALOG LAMPS FIXTURE CATALOG BONDED SUPER-WHITE enamel. WIRING 


other interchangeable shielding elements LENGTH NUMBER LENGTH NUMBER —sockets, ETL Certified ballasts. RAPID- 
(1) Egg-crate louvers | T ¥ if | ¥ | SMOOTH START ballasts on fluorescent 
(2) BOXCO LOUVERS | 2/75-W | 96 | 92235-8 2/75-W 96 | 92230-8 sola. Uh anon 
Payee PORE Conmretene” 3/75-W 96 | 92335-8 | 3/75-w 96 92330-8 | 

ADJUSTABLE—FLANGE TYPE — a 

CATALOG NO. 80137 Accent Unit—12"x12"| 7770 

ADJUSTABLE—SNAP-IN TYPE 4-ft. Troffer Units | 7771 _| 

CATALOG NO. 80127 8-ft. Troffer Units | 7771-8 








SLIMLINE TROFFERS 








FIXED—FLANGE TYPE Die-formed ‘'T'' formation provides rigid, 
CATALOG NO. 80127 strength. Holes in rails for wiring to furring 


a 


channel. Spacer bars maintain correct = ~—f. 2 
can ana framed opening during plastering ay 








ONE-LAMP RECESSED LAMP | LENS BOX DIMENSIONS CATALOG DUO-FRAME DATA 


DUO-FRAME UNITS we | size | DEPTH wom LENGTH | NUMBER 4 Die-formed, riveted and welded construction. Two-piece 
ty | SOW | 8” , | 10%” 10%” | RS-851-RV | frame. Inner frame mounted to drop hinges—opens 


——} a aa 295 A | easily for servicing. Vertical lamp mounting units (RHV) 
150W 8'2 9%" | 10% 10% RS-851-RHV) |... Holophane prismatic glass reflectors. Horizontal 


200-300W | 12” 9 ” 14%” 14%” RS-121-RH | lamp mounting units (RH) have specuiar Alzak reflectors. 


i | ; Porcelain sockets. UL approved. Four feet of flex with 
WITH NoLoPNAnE / rome al 200-300W 12” W”” | ‘ j | RS-1 21 -RHV) wire and box connector furnished with all fixtures. 
Holophone Co., Inc. | a 4 - _ +t ___-____—____—_ 
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A HANDY SPECIFYING CHECK-LIST 


SEMI-DIRECT FIXTURES 
8” SUSPENSION 





ON | 24” SUSPENSION LUVEX DATA 
SLIMLINE “LUVEX"” teNGTH | CUTOFF | wae | Lenora CUTOFF ou aare | APPLICATION Unit or continuous. MOUNTING 


OS IR elie ____NUMBER —4 Recommended for suspens only. CONSTRUC- 
2- AND 4-LAMP o> 962 STANDARD» 96266-8 =—96'2 STANDARD _ 96267-8 | TION—Die-tormed and welded steel. All metal 
can 


| 
t | } 
V> One-piece enclosure with interlocked vers 
962 | 35/45 | 96296-8 962 35/45 | 96297-8 FINISH - HOT-BONDED SUPER-WHITE enamel. | 
| 
1 96/2" STANDARD | 96468-8 = 96/2" STANDARD = 96469-8 | WIRING—ETL Certified ballasts. Individually wired | 
S SS SSE Sy + + $ , ; UL approved. Fill-in sections available. 2-Lamp 
eee 96\2 35/45 96498-8 962 35/45 96499-8 | 40-watt fluorescent Luvex also available 
FLUORESCENT “‘VIZ-AID”’ STANDARD FINISH ALL-WHITE FINISH VIZ-AID DATA 


FIXTURE CATALOG FIXTURE CATALOG | APPLICATION —Unit or continuous. MOUNTING 


LAMPS 
LENGTH NUMBER LENGTH NUMBER Surface or suspension. CONSTRUCTION — Die 
-| formed and welded steel. Interlocked louvers. Albalite 


— 
46202-4 2 40-W 49 46230-4 | gloss side panels FINISH —(Standard) Specular Alzak 
V-center louver. Lateral louvers and chassis in SUPER 
WHITE. Enclosure frame in lustre aluminum. (All white 
- 4 40-W 49 - eo 
49 46432-4 0 46462-4 HOT-BONDED SUPER-WHITE enamel throughout 


61 55202-5 2 85-W 61 55232-5 oe —-RAPID-SMOOTH START ballasts. Indi 
vidually wired. UL approved 


SLIMLINE “‘PLEXOLINE”’ Pee Seeees_| CAMS LOUVERED PLEXOLINE DATA 


LENGTH WIDTH DEPTH NUMBER 
2- AND 4-LAMP : 75-W | 96% 12% 4 tin 97200-8 APPLICATION — Unit or continuous. MOUNTING — Surface or suspension 
= Ie + 


8 


4 LAMP! 2-LAM' 











= 


49 





























4 : CONSTRUCTION —Die-formed and welded steel. Enclosure and chassis in 
60-W | 72 12% 67200-6 one piece, removable louvers completely interlocked. Reflector plates 


4 

4 47200-4 | furnished for surface mounting, providing 100% direct distribution. Albalite 
75-W | 967 21 ae "97400-8 _—_ 92s side panels. FINISH —HOT BONDED SUPER-WHITE enamel. WIRING 

4 

4 


PEF 40-W | 48%" 12% 


60.W | 727 71 67400-6 —ETL certified ballasts Individually wired. UL approved. Fill-in sections 


40-W | 487 21 


SEMI-INDIRECT FIXTURES 


4 itl 
— LOUVERED 


and luminous side circular accent units also available for unlimited lighting 








47400-4 patterns. Louvered Plexoline aiso available in standard fluorescent 











PBM DATA 
TYPE—FLUORESCENT APPLICATION —Unit or continuous. MOUNTING— Suspended only CONSTRUCTION 
2 Die-formed and welded steel. Wireway mounts te ceiling and supports ballasts and 
LAMPS—2 40-W adjustable ''A-J'' hanger stems. Standard hanger lengths position fixture approximately 
B 1 21° below the ceiling. Fully enclosed cylindrical sections are two-piece; lower half is 
FIXTURE LENGTH—52'% ‘ diffuse plastic and upper half is clear plastic. High efficiency, low maintenance factor 
+ FINISH—HOT-BONDED SUPER-WHITE enamel. WIRING—RAPID-SMOOTH START ballasts 
CATALOG NO.—45230-4 and sockets furnished. UL approved 








INDUSTRIAL FIXTURES 
LAMPS LENGTH NUMBER CFI DAY-LINE DATA 
75-W 952 Ss RS-91281-8 
75-W 95 RS-91381-8 
40-W 49 RS-40281-W APPLICATION — Unit or continuous. SUSPENSION —Pipe, chain, stem or 
10W + 7. ‘ RS-40381-W messenger cable mounting. CONSTRUCTION—Channe! die-formed from | 


20. gauge steel stress-engineered to resist vibration and shock. One-piece 


85-W 61% RS-50231-W reflectors die-stamped from special enameling iron. Embossed apertures 


in reflector provide 10% distribution of light upward to lessen brightness 
40-W | 52% RS-40291-W contrast and improve visual comfort. CFl means “COMFORT FOR IN 


40-W 52% RS-40391-W DUSTRY.” FINISH—Channel in gray aluminum. Reflector in flint-hard, 


. everlasting white porcelain enamel—inside and outside. WIRING — (Slim 
2/85-W 66" | RS-50221-W line) Instant-start ETL Certified ballasts. (Fluorescent) RAPID-SMOOTH 


ic START ballasts. Heavy duty TURRET; sockets on all CFi DAY-LINE units 
HYDEE HANGER | HYDEE Hanger with CATALOG NO UL approved 
LS, two 5-ft. chains, ''S 
—~— \e, R hooks receptacle and 9988 
a > y cord clips 





SLIMLINE CFI DAY-LINE 


<<. : 
——_ aor 
S25 t2 


OPEN END 


FLUORESCENT 
CFI DAY-LINE 





+ 


WwW HY NY W HK W NHN 


CLOSED END | OPEN END 








+ 


“A-J" ADJUSTABLE HANGER 


_EXIT SIGNS 


} LENGTH | CATALOG NO SURFACE MOUNTING Complete line. Units available for surface, recessed, 
Wz 24 i 3314-A rv | SINGLE FACE | top and end mounting. Solid or glass bottom. Metal 
3318-A | 13%6"x 9%6"x 4%6” 1 stencil faces, 6" letters without arrow; 5” letters with 

aes r 6” LETTERS 1 arrow left, arrow right or double arrow. Red glass 








otitis er 


4 





—_ Baked lustre aluminum finish. Two porcelain sockets 


| CATALOG NO. 3116 | for 25-watt A-19 lamps 








SEE YOUR NEAREST DAY-BRITE DISTRIBUTOR 


“DECIDEDLY BETTER" 
Your Day-Brite distributor can give you com standardize on Day-Brite. Day-Brite Lighting, 


plete information about the items listed on Inc., 5402 Bulwer Ave., St. Louis 7, Missouri yee BRI y E. 


these pages. He carries many of them in stock In Canada: Amalgamated Electric Corp., Ltd., /) Ali, Fin y 
A Day-Brite specification is always a guar- Toronto 6, Ontario. Distributed only by leading “jt Hg WME 


antee of profitable business. It poys to electrical wholesalers 
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PENN-UNION ELECTRIC CORPORATION, Erie, 


Manufacturers of 
the COMPLETE line of Conductor Fittings 


You can find exact fitting you want in the Penn-Union Catalog—practically every 
good type is listed, in a complete range of sizes. The few shown here can only suggest the 


variety. 


And—every connector Dependable. You are sure of a connection that's Reliable, 
mechanically and electrically, when you use PENN-UNION fittings. 





Tee 
Connectors 


You have all types of tees to 

choose from, in the COMPLETE 

line: Hinged clamps for the main, with 

branches gripped by multi-slit tapered 

sleeves... . E-Z Tees for quick installation. 

. » » Clamp Type, all combinations. .. . 

“General Utility” tees, taking a wide range 
of conductor sizes. 


¥ 


Terminal 
Lugs 


To get the right lug at every point, select 
your terminals from the COMPLETE line. The 
Penn-Union Catalog shows Solderless lugs to 
grip the conductor by Bolt, Screw, Post-and-Nut, 
or Multi-Slit Tapered Sleeve. . . . Vi-Tite Ter- 
minals for quick installation and easy taping. 
..- Shrink fit terminals. . . . Soldering 
lugs, Cast and Stamped .. . these 
illustrations show only a few of the 








Grounding 
Connectors 


Write us for any grounding con- 

nector, clump or stud... for all com- 

binations of pipe, rod, flat bar, cable, 

braid, tubing. ... Every one a dependable 

unit of protection for personnel and equip- 

ment... of ample capacity, high mechan- 
ical strength, and resistant to corrosion. 





Connectors 


When you need any Power Con- 

nector, see the COMPLETE line. 

Probably the exact fitting you want 

is shown in the Penn-Union Cata- 

log. Tee, Stud and End Connectors, 

Bus Supports, Terminals, Elbow and 

Cross Connectors, Couplers and Reducers—in 
all sizes, up to the largest. 
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PENN-UNION ELECTRIC CORPORATION 


PENN-UNION Conductor Fittings 


Every connector in our line has been carefully designed, thoroughly tested, and manu- 
factured under rigid engineering supervision. Preferred by Leading Users. Penn-Union con- 
nectors are the first choice of leading utilities and industrial corporations, electrical manu- 
facturers and contractors. They have found that “Penn-Union” on a fitting is their best 


guarantee of unfailing service. 





Service 
Connectors 


All sizes of Service Connec- 
tors from No. 10 to 1,000,000 cm 
are regularly manufactured and 
— under ordinary conditions — 

in stock for prompt delivery. Larger and smaller 
sizes have been made: Yoke-and-Nut type. ... 
Aluminum connectors. . . . Service Entrance 
connectors. . . . Service Post and Special con- 
nectors in wide variety. 





Taps 


Picking the correct cable tap 
is easy—from the COMPLETE line. Parallel 
and 90° taps for conductor sizes up to 
1,000,000 cm. Taps Parallel to main con- 
ductor. . . . Combination Cable Taps, with 
one branch at 90° ... Gutter Taps... 
Insulating Bakelite covers can be furnished 
for all types of Penn-Union cable taps. 








Parallel Connectors 


These illustrations suggest the wide variety 
of Straight and Parallel connectors listed in the 
Penn-Union Catalog. .. . A COMPLETE line of 
Bolted Straight Connectors and Reducers... 
Screw Type ... Split Sleeve type . . . Shrink Fit 
. . - E-Z Connectors that take a range of con- 
ductor sizes. ... Universal Parallel Clamps with 
1, 2, 3, 4 or more bolts. 








Multifit 
Connectors 


The design of Penn- 

Union Multifit Connectors 

retains the full strength 

and rigidity of the silicon bronze bolt. The one- 

piece saddle, permanently fastened to the U-bolt, 

provides a wide surface to grip and protect the 

cable. Each Multifit connector takes a wide range 

of conductor sizes. Made in a complete range, 
for cable up to 2,000 cm. 
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“We've got to have a 
nce we're getting 














I-T-E Says, “Our switchgear goes into central 
power plants that serve entire cities. The failure of one 
wire could shut down a million-dollar turbine and cause a 
total power blackout. Process plants could lose millions in 
ruined products and interrupted production, The stakes 
are too high for us to use anything but a top quality wire, 
and we're getting it with Amerbestos.” 

For the switchgear shown here, I-T-E uses U-S-S 
Amerbestos 90C type TA: copper strand—thermo- 
plastic insulation—felted asbestos—flame-resistant cot- 
ton braid. The homogeneous thermoplastic insulation 
gives excellent moisture protection; and,even more impor- 
tant to I-T-E, it can be bent to a much shorter radius 
than helically-wound insulations. As a matter of fact, 
I-T-E found that after a bending test, this type of Amer- 
bestos construction could withstand a breakdown voltage 
20 to 30 times higher than helically-wound insulations. 
While this was an unusually severe test, it does demon- 


strate that Amerbestos is durable and flexible enough to 
be used in the most critical locations. 

Since the very reputation of I-T-E is built upon the 
high quality of their product, they demand close quality 
control from suppliers, too. “And,” says I-T-E, “We 
know that American Steel & Wire checks, tests and in- 
spects every foot of wire we get.” I-T-E also remarked 
that the Amerbestos conductors are always well centered 
in the insulation, and the thermoplastic insulation shows 
no tendency to flow or become brittle. 

You can get this same high quality from American 
Steel & Wire no matter what kind of wire or cable you 
use. Send the coupon and get more information about 
Amerbestos; or, better still, outline your wire or cable 
problems and give our engineers a chance to help you. 


AMERICAN STEEL & WIRE DIVISION 
UNITED STATES STEEL CORPORATION 
GENERAL OFFICES: CLEVELAND, OHIO 
COLUMBIA-GENEVA STEEL DIVISION, SAN FRANCISCO, PACIFIC COAST DISTRIBUTORS 
TENNESSEE COAL & IRON DIVISION, FAIRFIELD, ALA., SOUTHERN DISTRIBUTORS 
UNITED STATES STEEL EXPORT COMPANY, NEW YORK 


A STANDARD Cable for every 





AMERICAN 
ELECTRICAL WIRE 
AND CABLE 


> paper & varnished cambric cable 

» asbestos wire and cable 

» aerial, underground & submarine cable 
» shovel & dredge cable 


U-S-S AMERICAN ELECTRICAL 
ES a 
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top quality wire 
it with Amerbestos” 


says I-T-E Circuit Breaker Co., Inc., world-famous switchgear manufacturer 


THIS LOW-VOLTAGE BOILER control switchboard contains 22,000 
feet of Amerbestos. It has 11 circuit breakers, is being built 
for Astoria, N. Y. generating station of Consolidated Edison. 


EACH OF THESE I-T-E type KB circuit breakers contain 22 feet 
of Amerbestos. In this photograph, workmen are wiring the 
circuit breakers up to the terminal blocks. 


SPECIAL Soh! 











HERE, an electrician wires a 600v I-T-E Multimite switchboard. 
It has 9 compartments, 7 for circuit breakers, 2 for instru- 
ments. Notice extreme flexibility of the Amerbestos wire. 


Ki a om 


UPPER SECTION of this photo is the main power bus on the 
Consolidated Edison switchboard. Wiring duct cover has been 
removed to show the 298 wires that occupy the compartment. 


SEND THE COUPON 


American Steel & Wire Division 


Room EC-93 Rockefeller Building 
Cleveland 13, Ohio 


» mold cured portable cord 
» machine tool & building wire 


» special purpose wire & cable 


WIRE & CABLE 


() Please give me more information about Amerbestos 
(CO Wd like to talk to your representative 


7 & 2 $ -¥m@s E S$ 
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ACCURATE MANUFACTURING COMPANY 


GARFIELD ¢© NEW JERSEY 
OVER A QUARTER CENTURY OF TAPE SPECIALIZATION 





, abe High quality tacky tape furnished in sizes and 
ACCURATE packings for all commercial uses. Finest live rub- 
FRICTION o oy ber thoroughly impregnated into highest grade cot- 
ton base cloth. A superior product for all electrical 
and general service. Available in standard and 
A.S.T.M. grades. 


A live stretch splicing tape made from top quality 

ACCURATE hCoS ‘ unvulcanized rubber compound. Uniform in thick- 

RUBBER . ness, width and physical characteristics. Self-fusing 

; , without heat. Varnished cambric separator protects 

tape until ready to use. Available in standard and 
A.S.T.M. grades. 


FRICTION: Exceeds all requirements of Ameri- 

can Society for Testing Materials designation D69- 

ut a, page a wide a. _ ee a =. 

| ee » ity friction tape. Furnished in 4114 an 14 foot 
ACCURATE - S ’ rolls of any specified width. 

ASTM FRICTION TAPS RUBBER: Exceeds all requirements of American 

. 3 Society for Testing Materials designation D119-48T 

by a wide margin. A superior rubber tape made of 

carefully selected and compounded ingredients. 

Furnished in 15 and 30 foot rolls of any required 


The new, fast applying insulating tape recom- 
mended for use wherever plastic tape is applicable. 
ACCURATE Thin caliper, good stretch, excellent strength and 
~ high dielectric make Accurate Plastic Tape, the 

PLASTIC leading choice of electrical men, everywhere. When 


TAPE : oa the job calls for plastic insulation, Accurate will 
' speed the work and afford lasting protection. 
Available in 20 and 60 foot rolls. 





A COMPLETE GUIDE TO ELECTRICAL shai 


TAPE—THE NEW ' Ma aS, jay boxes are 
ACCURATE wie) a / brad ni, | wey teste in 


| CATALOG | gaa = 


The handy reference litera- 

ture tape users and buyers a eo FRICTION 
will find invaluable. To re- Ci! TAPE 
ceive your file copy, just call aS $ nail ccoaneet mal 
or write Accurate Manufac- — to, wow ee 
turing Company, Garfield, 


New Jersey. Handy Accurate ten roll container keeps 
job quantities of tape clean, ready for use. 





For FAST SERVICE on tape 
in any quantity, contact the 
nearest ACCURATE representative. 


WAREHOUSE STOCKS and REPRESENTATIVES 
IN ALL PRINCIPAL CITIES 


all? 
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CONTINENTAL 


ELECTRICAL DISTRIBUTION EQUIPMENT 














reer tii 
MAAS AAARARE PERRET 
ggress sece 
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Continental Equipment covers 
every link between utility power 
line and production machinery. 
When the entire distribution sys- 
tem is provided by Continental, 
all elements are engineered for 
peak performance, and covered 
by one guarantee, one respon- 
sibility. 


Continental design and manv- 
facturing facilities are complete, 
in one integrated organization. 
All departments are staffed by 
electrical equipment specialists, 
coordinated in the production of 
Continental Equipment. 


Lp AY: 


oo geet 2, 





Specify Continental ; e with Confidence 


z 
* 


ELECTRIC EQUIPMENT CO. 
BOX 1055, CINCINNATI 1, OHIO 





ELECTRICAL CONDUIT 


SEALTITE 
Protects Wiring 


from oil, grease, water, dirt, chemicals, 
corrosive fumes, salt spray, weather 


seattite* is a flexible and liquid-tight electrical conduit. It 
S gives maximum protection to your wiring when it must 
connect moving parts, absorb vibration, follow machine con- 
tours, flex into U-bends, be easily maintained or be safe- 


~~. 
PERMANENT WS 5 
EASILY INSTALLED =e 
LIQUID-TIGHT SS 2 


FLEXIBLE 


APPROVED =S 
= 


> ~ 


guarded between misaligned ports. 


It is being used successfully in wet locations, in tunnels, 
power plants, steel mills, canneries, chemical industries, and 
in many outdoor applications. SEALTITE Comes in two types: 


200 


TYPE UA— UL-approved. Made with flexible galvanized steel core, positive 


ground and tough outer cover 


NOM. OUTSIDE DIA. APPROX. INSIDE EST. WEIGHT 
1D (inches) BEND DIA. PER FOOT 
(inches) Min. Max. (inches) (Pounds) 
Ve 7690 710 -300 
“, -820 -840 .366 
Y%, 1.030 1.050 .482 
1 1.290 1.315 .877 
1% 1.630 1.660 1.165 
































TYPE faa ( Extra flexible )—for machine tools and industrial equipment ( Meets 
J.1.C 


+ Tequirements ) 





NOM. OUTSIDE DIA. APPROX. INSIDE EST. WEIGHT 
iD j 23) BEND DIA. PER FOOT 
(inches) Min. Mox. (inches) (Pounds) 

Ve 690 710 
Y, :820 -840 
Y%, 1.030 1.050 
1 1.290 1.315 
ly, 1.630 1.660 
: : eo 1% 1.870 1.900 
E we’ AK 2 2.335 2.375 





























SEALTITE es = Commercial tolerances apply on above figures. 
(TYPE UA) is oa 
approved by 
Underwriters 
Laboratories, Ine 
for use where 


ELECTRICAL SUPPLY HOUSES stock both 
types. Buy it in long random lengths 
as shown; then cut without waste. Or 
ask your supplier to cut the length you 
need. Standard fittings are available 
from jobbers’ stocks. Write for Bulletin 
; = ; UA-530. The American Brass Com- 
F 4 ca : pany, American Metal Hose Branch, 
' : Waterbury 20, Conn. In Canada: The 
Canadian Fairbanks-Morse Co., Ltd. 


*Trade Mark 


\ 


Nida 


exposed to moisture 
or mineral oils 
(up to 606 

See Art. 351 

N.E. Code. 


\ 
\ \ 


‘ 


son 


SEALTITE an ANACONDA’ Product 


flexible, liquid-tight electrical conduit 


OUTDOORS MISALIGNMENT 


ELECTRICAL CONSTRUCTION AND MAINTENANCE .. . MID-SEPTEMBER, 1953 











Where Quality Counts, use 


Type EKP Explosion-Proof 
Visularm Condulet 
Mounted On Panel 


Type LBH Explosion-Proof 
Condulet for Pulline Cable 


Type GUAC 
Explosion-Proof 
Junction Condulet 


Type VDA Vaportight 
Lighting Fixture with 
Reflector 


Installation of Crouse-Hinds EV Series explosion- 
proof lighting fixtures in a paint shop. 


COND ILEYS® 


Quality does count in every electrical conduit installation 
you make. When you use CONDULETS you know you are 
putting in electrical equipment of the highest quality because 
CONDULETS have been doubly tested ... in the factory and 
in the field. 


Crouse-Hinds quality control assures a long-lasting product 
and field records prove it by the test that only time can give. 
Thousands of CONDULET installations are still in tip-top 
condition after twenty, thirty, or even more than forty years 
of dependable service. 

The Condulet Catalog lists thousands of types and sizes of 
Condulets, lighting fixtures, plugs and receptacles, switches, 
controls, circuit breakers and panelboards for use in ordinary 
and hazardous locations. There are over 600 distributors 
throughout the country ready to serve and help you with your 
electrical installations. Crouse-Hinds engineers will gladly 


make specific recommendations on any of your electrical 
problems. 

Where quality counts you can count on CONDULETS. 
They’re made right . .. to serve you better ... and last longer. 


*CONDULET is a coined word registered in the U.S. Patent Office. 
It designates a product made only by the Crouse-Hinds Company. 


Type EVF Industrial Lighting Fixture 
For Two Fluorescent Lamps 


—~ eile 
Type ECJ Explosion-Proof 
Flexible Coupling 


Type ETH Explosion-Proof 
Horn Signal 


First in the field 


STANDARD 
OF 
QUALITY 


Condulets for controls. 


Type FLB Explosion-Proof 
Circuit Breaker Condulet 


Type EMH Explosion-Proof 
Instrument Condulet 


Type FSQC Explosion-Proof 
Interlocked Plug Receptacle 


and Switch Condulet 
with Spring Door 


Gas generator in hazardous location in a chemical 
plant with explosion-proof switch and junction 





7 


Type EVA Explosion-Proof 
Lighting Fixture 


SS 


Type EFHC Explosion-Proof 
Fixture Hanger with 
Threaded Hub 


Type VC Vaportight 
Industrial Lighting 
Fixture 


Typoe VS Vaportight 
Portable Hand Lamp 


Type CES Explosion-Proof 
Delayed Action Arktite 
Plug Receptacle Equipment 


Type GUAG Explosion-Proof 
Junction Condulet with 
Union Hubs 





Type ADE-14 
Heavy Duty 


Type FLA 500 Watt 


Sports and General Purpose 
750-1500 Watt 


FLO OD I IG HI > | 


i 
=| 


Type ETD Explosion-Proof 
Desk Type Telephone 


SALIBA, 








| 


Dust-Tight Panelboard 


Type ARE Arktite ? 


With Circuit Breakers 


k / 
Receptacle Equipment 


with Spring Door 


Type APJ Plug 
With Clamping Ring 





Type MDOB-14 
General Purpose 
500 Watt 


Type RCDE-6 
Explosion-Proof 
Portable 
150 Watt Type GCP-14 
Ornamental Floodlight 
300 to 1500 Watt 


CROUSE-HINDS COMPANY 


Syracuse 1, N.Y. 


OFFICES 
Milwaukee — Minneapolis 


Birmingham — Boston — Buffalo — Chicago — Cincinnati — Cleveland — Dallas — Denver — Detroit — Houston — Indianapolis — Kansas City — Los Angles 
New Orleans — New York — Philadelphia — Pittsburgh — Portland. Ore. — San Francisco — Seattle — St Louis — Tulsa 
RESIDENT REPRESENTATIVES: Albany — Atlanta— 


Washington. 


Baltimore — Charlotte — Corpus Christi — Richmond, Va - Shreveport 


Crouse-Hinds Company of Canada, Lid. Toronto, Ont 


fv 


4 


A 


Nationwide \ 
Distribution \ 


{Through Electric al | 


Obround and FS Condulets and vaportight lighting 
fixtures in corner of a metal working plant. 


Distributors 


~ 


Baseball park lighted by Crouse-Hinds sports 
floodlights 








OA 
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ROME CABLE CORPORATION 


500 RIDGE STREET, ROME, NEW YORK 
Plants at Rome, New York and Torrance, California (Steel Conduit) 


Cleveland 14, Ohio 
818 Society for 
Savings Blag. 
*Dallas |, Texas 
Peabody Bros. 
3015 Taylor St. 
*Denver 3, Colo. 
1160 Elati St. 


SALES OFFICES 
* Atlanta, Ga. 
156 Simpson, N. W. 


Detroit 2, Mich. 
New Center Bldg. 


Houston 2, Texas 
Peabody Bros. 
866 Merchants & 
Mirs. Bldg. 


Kansas City 6, Mo. 
1207 Grand Ave. 


*East Los Angeles 22, Cal. 
2510 South Malt Ave. 
New York 17, N. Y. 

60 East 42nd Street 
Philadelphia 7, Pa. 
12 South Twelfth St. 
Pittsburgh 22, Pa, 
1901 Oliver Bldg. 


*Salt Lake City 1, Utah 
230 South 4th, West. 


St. Louis 8, Mo. 
4378 Lindell Blvd. 


*St. Paul 4, Minn. 
345 N. Wheeler Ave. 


Tulsa, Okla. 
Peabody Bros. 
1513 East 46th Pl. 


Boston 10, Mass. 


*San Francisco 24, Cal. 
80 Federal St. 


1100 Selby Street 


*Chicago 39, Ill. 


*Seattle 4, Wash. 
4505 W. Grand Ave. 


3430 Fourth Ave., S. 
*Indicates Warehouse Location 


ELECTRICAL WIRES AND CABLES 


Rome Cable offers to the purchaser of wires and 
cables a line of bare and insulated conductors of 
sufficient variety to adequately service practically 
any electrical installation, both low and high voltage. 


Uniformly high quality of product is maintained 
through utilization of manufacturing equipment of 
latest design, progressive laboratory research and 
product engineering, rigid inspection procedure, as 
well as, a high regard for customer satisfaction. 


Bare Copper Wire. Manufactured solid or stranded in temper specified. Sizes 36 
AWG to 1,000,000 CM. 


Magnet Wire. Round, square and rectangular with insulations of cotton, paper, glass 
and asbestos. 


Weatherproof Wire—Type URC. Solid or stranded conductors of specified temper 
covered with knitted or braided fibrous coverings and impregnated with air blown 
asphalt under a weather resistant finish. Available in standard weight packages, 
also, for sizes 14 AWG to 4 AWG, in handy 500 ft. individually packed cartons. Con- 
ductors can be furnished in either copper or aluminum. 


Rubber and Braided Building Wire —Type R and Type RW-RH, 600 Volts. 
Code Grade, Type R (60° C.), and “Dual Purpose” Moisture and Heat-Resistant Grade, 
Type RW (60° C.)-Type RH (75° C.), rubber insulated and braided building wires carry 
full approval of Underwriters’ Laboratories, Inc. Available as solid or stranded in 
standard range of sizes and colors. 


Rubber and Lead Building Wire-—Type RL, 600 Volts. Underwriters approved 
Code Grade (60° C.) rubber and lead sheath in 14 AWG and 12 AWG twin conductors. 
Rome Synthinol® Building Wire—Type TW, 600 Volts. A polyvinyl! chloride 
thermoplastic insulated building wire, approved by Underwriters’ Laboratories, Inc. 
for use in dry or wet locations. It is highly resistant to heat, sunlight, oils, acids, 
alkalies, moisture and flame. A well lubricated surface provides ease of pulling and 
uniformly small diameters mean more room in conduit and outlet boxes. Available, 
solid and stranded, in standard range of clear, permanent colors. 


RoFlex Non-Metallic Sheathed Cable, 600 Volts. Conductors are insulated with 
high quality thermoplastic compound and outer braid is a combination of glass and 
presaturated yarns over which is an improved gray finish which is nonflaking. Avail- 
able in sizes 14 AWG and 12 AWG, 2 and 3 conductor. Approved by Underwriters’ 
Laboratories, Inc. 


RoBarn Neoprene Non-Metallic Sheathed Cable, 600 Volts. A premium non- 
metallic sheathed cable developed for the wiring of barns or livestock buildings and 
other hazardous locations. Cannot oxidize, rot or mold and is highly resistant to am- 
monia fumes, moisture, and flame. Underwriters approved. 


Service Entrance Cable—Type SE, 600 Volts. Offers the advantages of heat- 
resistant rubber insulation, plus long-lived protective braid of combined glass and 
presaturated yarns. For service between pole and meter with no conduit or expensive 
fittings required. Underwriters approved. 


Self-Supporting Service Cable, 600 Volts. A new development embodying the 
time-proven construction of insulated power conductors spiraled around a bare neutral 
for mechanical support. Power conductors are insulated with RoPrene (Neoprene). Bare 
neutral can be solid or stranded as specified. Conductors and messengers can be fur- 
nished in either copper or aluminum. 


Portable Cords and Cables, 600 Volts. Available as Rome 40 rubber sheathed, 
Types S, SJ and SV; and Rome 60 Neoprene sheathed, Type SO. Rome 60 portable 
power cable, Type W, two, three and four conductor, is recommended for heavier 
mobile equipment. Underwriters approved. 


ROME CABLE INSULATIONS AND SHEATHS 


Rome Cable research, engineering and production have developed 


RoMarine . . . a moderately low cost, general purpose rubber 
rubber and thermoplastic insulations and sheaths representing the 


insulation has compiled an enviable service record for high im- 


ultimate in quality and performance. 

Outstanding among rubber insulating compounds is RoZone .. . 
a premium quality insulation of the oil-base type having high 
dielectric and impulse strength, excellent resistance to corona and 
ozone cutting, remarkable electrical stability in water, as well as 
inherent resistance to heat, aging and sunlight. 


68 


munity to the effects of heat and moisture. 

Rome Synthinol (polyvinyl chloride) and RoLene (polyethylene) 
enjoy wide acceptance as excellent thermoplastic insulating and 
sheath compounds. 

RoPrene (Neoprene) is a very popular non-metallic cable sheath. 
Resistant to acids, alkalies, oils, sunlight, abrasion and flame. 


ELECTRICAL CONSTRUCTION AND MAINTENANCE ... MID-SEPTEMBER, 1953 





Rome Synthinol Machine Tool and Control Wire, 600 Volts. Designed for the 
wiring of automatic machine tools and control circuits, this product has superior 
characteristics of long life, high resistance to heat, oils, chemicals and solvents and 
uniformly small diameters for more room in tight places. Available in sizes 18 AWG 
to 2 AWG with thermoplastic insulation of clear permanent colors. Approved by 
Underwriters. Conforms to National Machine Tool Builders Association Standards. 


RoMarine-RoPrene,® Type USE— Style RR, 600 Volts. May be installed di- 
rectly in earth, in conduit and aerially, or in runs combining all three. Combines 
RoMarine, a high moisture resistant insulation with all-resistant RoPrene (Neoprene) 
sheath. Easy to splice and terminate. Easier to handle and less costly than lead sheath. 
Approved by Underwriters as Type USE. 


RoZone®—RoPrene Power Cable—For voltages up to 8000 Volts. A premium 
construction recommended for low or high voltage service where dependability and 
high quality are paramount. Combines RoZone, a premium oil-base insulation, with 
RoPrene (Neoprene) sheath. Possesses high dielectric and impulse strength as well as 
excellent resistance to ozone cutting and remarkable electrical stability in water. Easy 
to splice and terminate. May be installed direct in earth, in conduit and aerially, or in 
circuits combining all three. 


Street Lighting Cables—2000 to 8000 Volts, Open Circuit. Rome Cable offers 
a variety of street lighting cables for underground or overhead wiring of series and 
multiple lighting systems. Insulations may be of rubber or thermoplastic compounds 
protected with economical, non-metallic sheaths. 


Ornamental Pole and Bracket Cable—4000 to 12,000 Volts, Open Circuit. An 
improved construction offering small diameter and low cost. Non-rotting, clean, neat, 
easy to use. Unaffected by moisture, ozone and weather. Insulated with Rome Synthinol 
(polyvinyl chloride) with an overall sheath of RoLene (polyethylene). Recommended 
for the interior wiring of ornamental poles or exterior wiring of pole type bracket fixtures. 


Intercommunication Cables, 600 Volts. Rome Cable manufactures a variety of 
intercommunication cable types. Number and size of conductors can be varied to meet 
installation requirements. 


Station Control Cables, 600 Volts. Rome Cable leads in the manufacture of 
station and supervisory control cables. Sound engineering, experience and modern 
manufacturing facilities provide a variety of constructions. Three typical constructions 
utilize (1) RoZone insulation with RoPrene (Neoprene) sheath, (Type CRO-1); (2) Ro- 
Marine insulation with RoPrene (Neoprene) sheath, (Type CRM-1); and, (3) all thermo- 
plastic construction, (Type CT-2). 


Signal Cables—IMSA Types, 600 Volts. Rome Cable regularly supplies cables 
in conformance with 1.M.S.A. specifications Nos. 1, 3, 4 and 5. Popular Type FR, 
Specification No. 5, embodies moisture-resistant insulation (RoMarine) and a non- 
metallic sheath (RoPrene). RoLene (polyethylene) thermoplastic insulated fire alarm 


and signal cables are also available. 


Preassembled Power and Control Cables. Where ceria! installation is involved, 
multiple conductor cables may be factory preassembled with supporting messenger 
of bare copper or Copperweld. 





ROME-EMT 
ELECTRICAL METALLIC TUBING 


A superior thin wall steel conduit. Solid electro- 
galvanized zinc exterior finish resists corrosion 
and abrasion. Mirror-smooth interior makes fishing 
and pulling easy. Underwriters’ approved. 





A superior heavy wall conduit. Cold formed from 
shot blasted carbon stee! and electrically welded 
for extra strength. Hot-dip galvanized by exclusive 
Sendzimir process for exceptional corrosion and 
abrasion resistance. Smooth, burr-free interior. 


ROME * EMT and ROME * RIGID are available in straight lengths and 90° elbows. 
Sizes are %2", %", 1", 1%", 1%", and 2”. Warehouses located as follows: 
Chicago, Illinois | Los Angeles, California San Francisco, California 
Dallas, Texas St. Paul, Minnesota Seattle, Washington 
Denver, Colorado Salt Lake City, Utah Torrance, California 


—i ROME:-RIGID 
HEAVY-DUTY STEEL CONDUIT 














ROME CABLE SERVICE 


Our engineers will 
welcome the opportunity 
of studying and assisting 

you with your cable 
problems. 


DESCRIPTIVE 
PRODUCT LITERATURE 
WILL BE 
GLADLY MAILED 
UPON REQUEST. 
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Pullout Type 
Main and Range 
Combination 


Side Operated Enclosed 
Knife Blade Type 


Front Operated 
Toggle Type 


Fuse Cabinet 


Outdoor—Raintight 
Service Switch 


ae ne ee ee ee ee 
ELECTRIC SWITCH CORPORATION 
i Oe ee ee Oe oe Oe 


Minerva Ohio. 


Sales Office and Factory at Minerva, Ohio 


SALES ENGINEERS 
Atlanta Boston Chicago 
Cleveland Cincinnati Detroit 
Minneapolis New Orleans New York 
Philadelphia Pittsburgh Richmond 
Syracuse San Antonio Seattle 


San Francisco St. Louis 


Write for our latest Catalog 


SERVICE ENTRANCE EQUIPMENT 
AMERICAN Range Switches—dead front type—115-230 volts— 
non-interchangeable hot moulded bakelite main and range pull- 
out heads—taps for hot water and up to 12 fused branch lighting 
circuits. 

AMERICAN General Purpose Switches—side operated—knife 
blade type—two and three wire—quick break—fused—30 to 
1200 amperes. 

AMERICAN Meter-Switch-Fuse Sequence—front operated—tog- 
gle type—30 to 60 amperes—-fused—2 to 12 branch circuit fuses 
—bell ringer transformer space optional. 

AMERICAN Fuse Cabinets—Flush and Surface Mounting—2 to 
24 circuit, | pole plug fuse branches—single phase, 3 wire and 
three phase 4 wire service. 

AMERICAN Outdoor Meter Switches and Devices—side operated 
—knife blade type—weatherproof—for main line disconnect— 
standard hubs in top—quick break—fused—125 and 250 volts 
—2 and 3 poles—30 to 200 amperes. 

AMERICAN Wiring Trough and Fittings—3 to 8 inches wide 
—-3 to 8 inches deep—hinged or screw cover—trough fittings 
also are available. 


Wiring Trough 


Trough Fittings 
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ALL-STEEL EQUIPMENT Inc¢.—s00 Kensington Ave., Aurora, Illinois 
""A BOX FOR EVERY NEED" 
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Now...mount your electrical equipment 
faster, easier, better...at low cost! 


New MULT-A-FRAME is world’s only fully-locking, completely reusable 
framing material . . . lets you change your electrical layout at will! 


Now you can save time, man-hours, 
money when you install electrical 
equipment. MULT-A-FRAME’s 3 
basic parts assemble in 3 simple steps 
to let you make either simple or 
complicated installations quickly and 
easily. Only tools needed are a saw 
and a wrench. 
A special line of fittings designed for 
the electrical field make every job 
simple. No mistakes, no guesswork. 
Jobs can be engineered right on job- 
site, if you like. No time-taking bend- 
ing, threading, drilling or welding are 
necessary with MULT-A-FRAME. 
Safe-locking feature builds assemblies 
that stay put permanently or can be 
disassembled in minutes. 
Our engineers are ready to advise you. 
Authorized Distributors with ware- 
Recent application of MULT-A-FRAME 


in primary switch house. Potheads, trans- 
formers and asbestos baffles are fastened 
directly to frame channel by standard 


suspended or supported by stock insula- 
tors which screw into nuts inside MULT- 
A-FRAME channel slot. Entire assembly 
is mounted securely to the walls and ceil- 


house stocks in all principal cities. 





WRITE TODAY FOR 
FREE SAMPLES AND CATALOG 


MULT-A-FRAME fittings. Cables are ing by MULT-A-FRAME wall fittings. 





a 
. ef > 
f 


= J 


areas . Fluorescent fixture hangers 


3 basic parts | eae ae Bie Sf) 
...3 simple steps yee, de SS Yyvz ( LA 


Ga) C Jigs tse 
Ce P 
Cable, 


conduit clamps 


Concrete inserts 


1. Push Spring-T-Bolt 
into Channel Frame 
slot anywhere along 
frame. Give it a one- 
quarter turn. Long bolt 
stem easily held. 


Pipe roller 
supports 


2. Locate Spring-T- 
Bolt at desired position 
and release. Spring 
forces contact points 
into serrations, hold- 
ing T-Bolt in place. 


Maple block 
insulator clamps 


MULT-A-FRAME DIVISION 
1471 E. Atwater Street, Detroit 7, Michigan 


Grsworth 
Manifacuringboporation 
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3. Attach Safe-Lock- 
ing Fitting and tighten 
nut. Nubs on Fitting 
“key” into Channel 
Slot, prevent it from 
rotating about bolt. 





FOR PLENTY OF POWER... 





FOR DEPENDABLE SERVICE... 





FOR SATISFIED CUSTOMERS... 


ALWAYS USE 


DELCO 





MOTORS 


More thun 40 years’ experience, plus the finest in 
research and development facilities, have made 
possible the high quality of Delco motors and the 
high favor with which they are regarded through- 
out the industrial world. 








LGA TL TALL VL 


Corrosive-resistant, cast-iron frame 
more solid, more rugged 





TOTALLY ENCLOSED FRAME 
Positioned Ball Bearings maintain Fan Cooled... Ball Bearing 


shaft alignment 


These are the heavy-duty, job-proved motors which are so widely used in the 
machine tool industry. They are designed for rugged heavy-duty service in the 
toughest of applications where harmful dust particles and foreign matter must be 
excluded from the motor. The frame is cast iron, and has large integrally cast ven- 
tilating ducts which are self cleaning and give positive cooling action. These ball 
bearing motors have double shielded ball bearings, and the inner row is pressed 
and locked in place on the shaft with lockwashers and locknuts. The entire bearing 
assembly is enclosed into a heavy cartridge which prevents grease leakage. The 
rotor is dynamically balanced cast aluminum alloy construction. The conductors, 
end rings, and extra large fan blades are integrally cast, and the rotor is pressed 
and keyed to the shaft. Controlled lubrication is provided by means of relief plugs 
in the bearing cartridge. The plugs may be rotated by rotating end frame to any 
90° position for lubrication convenience. They feature heavy rugged ‘‘Delcote’’ 
insulation which is tough and yet remains flexible. The waterproof conduit box is of 
Dynamically Balanced Rotor and rugged cast iron construction designed for large capacity with small overhang. It 
Shaft Assembly can be rotated to four 90 positions. 


Positive Lubrication lengthens life of Delcote Coil Insulation— permanently Water-tight conduit box—absolute 
the bearings. flexible — moisture proof — unusually moisture protection. 
wear-resistant 


") ; 
=== ALWAYS USE DELCO MOTORS... AVAILABLE 





Totally enclosed not fan 
cooled. Available in 
NEMA frames 203 thru 
254 (usually 1 HP thru 
5 HP). Note the special 
designed ribbed frame 
construction to give more 
cooling area. These ribs 
are rounded and have 
smooth contours for better 
appearance and ease of 
cleaning 


Totally enclosed not fan 
cooled NEMA "'C”’ flange 
Available with or without 
feet in NEMA frames 203 
thru 254 (usually 1 HP 
thru 5 HP), C andD flanges. 





Totally enclosed fan 
cooled. Available in 
NEMA frames 254 thru 
505 (5 HP thru 100 HP) 
This is the motor featured 
in our large cut-away 
view on the opposite page 
See the details on the 
many features shown in 
that picture 


Totally enclosed fan 
cooled NEMA "'C”’ flange 
Available with or without 
feet in NEMA frames 254 
thru 365 (usually 5 HP 
thru 30 HP) in NEMA C 
and D flanges 





Explosion proof Ap- 
proved by Underwriters’ 
Laboratories for Class I 
Group “D’ Hazardous 
Gas Locations and Class 
II Group ‘‘G’’ Hazardous 
Dust Locations. Available 
in NEMA frames 224 thru 
326 (usually 1 HP thru 
20 HP) 


General purpose NEMA 
D flange. Available with 
or without feet in NEMA 
frames 203 thru 365 
(usually 1 HP thru 30 HP) 
in NEMA C and D flanges. 
Drip covers are available 
for vertical mounting on 
shaft down applications. 





General Purpose ball 
bearing. Available in 
NEMA frame 203 thru 445 
(usually 1 HP thru 75 HP). 
This motor will meet the 
majority of your industrial 
power requirements. 


THROUGH UNITED MOTORS SERVICE 


Delco Polyphase fractional horse 
power motors for industrial applica- 
tion are offered in NEMA 56 and 66 
frame sizes, | HP, 3450 RPM and 
smaller. They are in open (drip 
proof) and totally enclosed con- 
struction. They have pre-lubricated 
ball bearings and are dual voltage 
in all sizes. They can be foot 
mounted in any position and are 
also available in NEMA C face 


mounting with or without feet 


UNITED 


— : 








DELCO MOTORS 


SERVICE—PARTS—REPLACEMENT UNITS 


7 SSITED 


AVAILABLE EVERYWHERE THROUGH ox ©. A NATIONWIDE ORGANIZATION 
~ MOTORS 


United Motors Service, through its twenty-one branches and its thou- 
sands of electric motor distributors, is one of the largest field service 
operations on electric motors in the world today. United Motors zone 
warehouses are plentifully stocked with Delco motors and Delco motor 
parts at all times. It is no idle boast that Delco motors are— 


“available everywhere, through United Motors Service.” 


UNITED MOTORS ZONE WAREHOUSES 


Atlanta 500 Lindbergh Dr. N.E., Atlanta (5), Ga. 

Boston 20 Cross St., Woburn, Mass. 

Chicago 945 E. 93rd St., Chicago (19), Ill. 

Detroit 8097 Decatur Ave., Detroit (28), Mich. 

Los Angeles (Mailing address) Terminal Annex Station, Box 2337, Los Angeles, Cal. 
(Location) 5035 Gifford Ave., Los Angeles (58), Cal. 

Minneapolis 2901 Talmadge Ave., S.E., Minneapolis (14), Minn. 

New York 234 Schuyler Ave., Kearny, N. J. 

San Francisco 1716 Fourth St., Berkeley (10), California 

Seattle 5000 First Ave., S., Seattle (4), Wash. 

Kansas City 2955 Fairfax Rd., Kansas City (15), Kansas 

Dallas 6303 Cedar Springs Rd., Dallas (9), Texas 

Cleveland 3113 W. 110th St., Cleveland (11), Ohio 

Denver (Mailing address) Stockyards Station, Box 6928, 


1717 E. 47th Ave., Denver (16), Colo. 
2151 E. 45th Ave., Denver (16), Colo. 


Indianapolis 1357-59 W. 18th St., Indianapolis (2), Ind. 
Buffalo 86 Clarence Ave., Buffalo (15), N.Y. 
Philadelphia 850 E. Luzerne St., Philadelphia (24), Pa. 
St. Louis 3001 Washington Bivd., St. Louis (3), Mo. 
New Orleans 919 Girod St., New Orleans (7), La. 
Pittsburgh 15 Freeport Rd., Pittsburgh (15), Pa. 
Omaha 6101 N. 16th St., Omaha (12), Nebraska 
Memphis 1200 Breedlove Street, Memphis (7), Tenn. 


(Location) 








DavTON OHIO 


DELCO PRODUCTS DIVISION 


General Motors Corporation 
DAYTON 1, OHIO 


Sales Offices: Atlanta + Chicago + Cincinnati + Cleveland + Dallas 
Detroit + Hartford + Philadelphia + St. lovis + San Francisco 























Do these and many other jobs 


ng ad FASTER....EASIER. ... 
BERNZ-O-MATIC : : 
MASTER Gs and more economically with Instant 


Lighting BERNZ-O-MATIC MASTER TORCH 
with disposable propane gas cylinder 


PROPANE 
TORCH 


No longer do you have to worry about 
bulky tanks, tangling hoses, fuel spill- 
age, pumping and priming torches. 

Now, you can have a lightweight 
torch that you can easily carry about in 
your pocket or tool case... or clip to 
your belt for pole work. 

The Bernz-O-Matic Master Propane 
Torch offers you a host of other advan- 
tages. It lights instantly ... even at 
30° below zero. It has a disposable 


propane gas cylinder that contains 
enough fuel for months of normal use. 
When the fuel is exhausted, simply 
throw the cylinder away and replace 
with another for the low price of $1.95 
(retail). The torch itself retails for 
only $6.95. 

There’s another advantage to the 
cylinder, too. It seals itself, permitting 
you to change burners at any time 
during the life of the cylinder. 





THE BERNZ-O-MATIC BANTAM 


PROPANE TORCH 


For light soldering and fine 
work use the Bernz-O-Matic Ban- 
tam Precision-Tip Torch with long- 
burning, disposable cylinder. 
Instant lighting, goes into action 
immediately with a needle-fine 
flame for close work. Weighs only 
1 Ib. 6 oz. Fits neatly in pocket or 
tool box. Self-sealing disposable 
cylinder provides up to 15 hrs. 
} burning time. low cost—only 
$4.95 (retail) replacement cylinder 
TX-401 © Large soldering TX-410 © Floor stand TX-405 © Spork lighter $1.49 (retail). 
tip finds wide use in heavy- permits you fo stand torch for quick lighting of torches. 


duty soldering for use with up while burning without 
TX-10 torch. fear of it falling. 


aie OTTO BERNZ CO., INC., Rochester,N.Y. 9 js, 


TX-2 © Utility burner for TX-300 © Flame spreader TX-400 © Small soldering 
many general service uses provides wide flame for tip especially adaptable for 
Permits attachment of flame burning off old paint for soldering wires and other 
spreader use with TX-2 burner unit. close electrical work for 
use with TX-10 torch. 





X 
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FANS WITH NEW, IMPROVED. 


PERFORMANCE FEATURES 


New! “Diamond Jubilee” NV-BREEZO FANS 


Here are the propeller fans you can install easily and get also a motor-side guard. 8” to 24” sizes. Available in special 
high efficiency performance cither on free air delivery or metals and protective coatings for any fume removal prob- 
against 1,” to 2" system pressure! Trim, modern design lem. One of the most natural profit items to hit the venti- 


includes a motor support of strong, welded wire that is — lation market. Write for Bulletin 3865 today. 


New! “NV” Heavy-Duty Breezo ’ , New! “E” Blowers -Exhausters 


Now in size range from 4,000 cfm up to , [hese are recognized as the most efficient 
90,000 cfm and capable of operating » small units on the market for hundreds of 
against system resistance up to 1”, these 4 uses — blowing small furnaces, removing 
fans have major design features that 5} scale from power hammers, exhausting 
provide higher capacities at lower speeds | } chips or dust from metal and woodworking 
and lower power consumption. You can operations, gas boosting and other service 
now offer these husky, easy - to - install requiring moderate volume delivery at low 
propeller fans on a far wider range of pressures. 4 constant speed models cover the 
jobs than ever before and they're range from 30 to 700 cfm. Also, our new 
available in special metals and protective variable speed model with 3500 rpm motor 
coatings, direct or pulley drive. Write is being widely used in forging and general 
for Bulletin F-3790 and prices blacksmith work. Write for new Bulletin 
FM-900 on these new “best sellers”. 





Other Popular “Buffalo” Fans 


include the new “Buffalo” Belt-Air 
Propeller Fan, also in capacities up to 
90,000 cfm and available tor any-angl« 
operation in 24”, 30” and 36” sizes. Also, 
you won't want to miss the many profit 
able installations waiting for you with 
the new “Buffalo” Breez-Air Attic Fans, 
now in 24”, 30”, 46", 42”, 48” and 54” 
sizes, in ball be aring and sleeve bearing 
models. Write for details and price sheet. 


First For 
Fans 


BUFFALO FORGE COMPANY 


520 BROADWAY BUFFALO, NEW YORK 
PUBLISHERS OF en ENGINEERING” HANDBOOK 
Canadian Blower & Forge Co., Ltd., Kitchener, Ont. 
Sales Representatives in all Principal Cities 


PANEL BREEZO FANS BELTED VENT SETS BELT-AIR FANS 
BREEZ-AIR ATTIC FANS L’ BREEZO FANS NV” BREEZO FANS 
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FAVORITE TOOL 


of Electrical Contractors 


“SDYNA-FLASH 


© ELECTRICIAN’S 
/ Tri-Speed Kit 


complete with — 


12D 12” Dyna-Flash Hevi-duty Drill 

Tu-Speed Right Angle Drive Attachment 
%,” 
Removable Side-Handle 


Double Open-End Wrench 


All-purpose Electricians’ Bit 


Chuck Remover Bar 


Chuck Key 


mene 


Rant’ mi 
T ANGts Pan | ¥ Complete 12DK Kit 


$88? 


in this handy 


steel carrying 
case 


3 Electric Drills in ONE Built to serve the requirements of today’s Electrical Contractor 


— this new DYNA-FLASH Hevi-duty 42" Drill is powered to use 

pee Bits up to 24%” and Hole-Saws. Ball and roller bearings throughout 

a> —lifetime lubricated. Light weight — 9 lbs. Breezes through conduit 

; we size holes, even in close quarters, and provides that extra margin of 

y (1) For Straight drilling — 550 RPM ower for drilling large holes with amazing case and speed. The 34” 
(2) For Right-angle SMALL bole drill- 


luded in Kit, is for all-purpose drilling in wood, metal, plaster. 
ing, HIGH side — 825 RPM sit, include I sto pose drilling O06 ctal, plaste 


(3) For Right-angle BIG hole drilling, See Your Electrical Wholesaler or Write Us. Use Coupon 
LOW side — 360 RPM 


MILWAUKEE ELECTRIC TOOL CORPORATION 


5352 W. STATE STREET * MILWAUKEE 8, WISCONSIN 








Other DYNA-FLASH Power Tools Preferred by CONTRACTORS 


Milwaukee Electric Tool Corporation 
5352 W. Stote $t., Milwaukee 8, Wisconsin 
Mail us complete information on... 


CO) DYNA-FLASH Electrician's 12 DK 
Iri-Speed Kit 


[) Other DYNA-FLASH Power Tools (at 





Your Name 


Address 


Mitering Sows We" & Vy” Drills Portable 4” Grinders Drill Stands 
62", 81/4" —6800 RPM...11/2 1900 RPM, 560 RPM = 4” wheel—5550 RPM for 4" and 1/2” Drills 


City 
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THE CLEVELAND HEATER CO. 


2310 Superior Avenue e Cleveland 14, Ohio 


Air Controls, Inc., Division 


VENTILATING EQUIPMENT 


In engineering, construction and design — REX Airate is a 
complete fan line for home, office, store, industrial and in- 
stitutional installation. Twenty-eight models, six types, nine 
sizes meet your every specification for intake or exhaust 
application, meet your every requirement for price, appear- 
ance and performance. 


REX AIRATE WINDOW MODELS 


Five models for homes, 
apartments, offices — 
powerful, portable fsafe, 
quiet, easy to install— 
range in size from 14” 
room coolers to 28” 
exhaust fans. Three 
models have life-time- 
lubricated motors and 
can be operated at any 
angle of discharge. A 
complete range of 2 
speed fans from which 
to choose. 


REX AIRATE EXHAUST MODELS 


Eleven models for large homes, 
commercial, industrial and in- 
stitutional use range in capacity 
from 7050 to 21,000 CEM. 
Long-hour service motors— 
with automatic overload pro- 
tectors —housed in heavy gauge 
steel. Broad, deep-pitched fan 
blades—belt driven at low 
RPM for quiet operation — pro- 
vide maximum efficiency. 


REX AIRATE ATTIC MODELS 


Four REX Airate attic 
models — 24” to 38” in 
size — now simplify your 
selling of the famous 
ATTIC-PAC line. Pack- 
aged for floor mounting, 
housed in heavy gauge 
metal, the REX Clipper 
line is reinforced, felt cush- 
ioned, with motors rubber 
mounted, Six deep pitch- 
ed blades insure quiet 
operation. Automatic all 
steel ceiling shutter is 
hinged for easy access. Automatic timer optional. 
These, and all REX Airate fans, meet the Standard Test 


Codes of the NAFM and ASHVE specifications, 


Rex Electric Division 


P ELECTRIC WATER HEATERS 
(AUTOMATIC STORAGE) 


In style and size —in safety, economy, efficiency, depend- 
ability and durability—REX Automatic Electric Water 
Heaters meet every water heating need. Three models, three 
types, eight sizes—each backed by more than 45 years of 
continuous experience — incorporate these specifications. 


REX ROUND for basement, 
laundry, utility room 
installation 
l. Safety Relief Valve: Correctly 
located, furnished as standard equip- 

ment. 


2. “Elno” Protector: Magic anti-rust 





rod checks tank corrosion and length- 
ens tank life. Standard on REX 
Heaters. 

3. Storage Tank: Made of extra heavy. 
copper-bearing steel, heavily galvan- 
ized. Test pressure, 300 lbs. Working 
pressure, 127.5 lbs. 





1. Fibreglas Insulation: 3 to 4 inch thickness insulation 
surrounds the tank. 


5. Inlet Baffle: Shields cold water inlet, prevents mixing 
of incoming cold water with heated water. 


REX TABLE HIGH for ranch house kitchen 
or utility room installation 





6. Heating Element: Quick 
acting, low wattage, immer- 
sion type, transmitting heat 
directly to the water. 

7. Thermostat: Provides sen- 
sative automatic water tem- 
perature control. Rugged 
snap-action type. 

8. Finish: Long-lasting white 
baked enamel. Bases and legs 
in black enamel. Top and back 
splasher of Table High 
Heaters finished in white porcelain enamel. 


9. Made to N.E.M.A. standards and approved by 
Underwriters’ Laboratories. 


10. Tanks of heaters with “ELNO” Protectors are 
guaranteed against leaks for 10 years. 
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T. J. COPE, inc. 


711 SOUTH SOTH STREET, PHILADELPHIA 43, PA. 





Standard systems of trough and fittings for supporting power and control cable. 
— For over 65 years, Manufacturers of Tools and Equipment for 
Installation of Underground and Overhead Electric Cables 





Cope Cable Trough installed ot Jersey Central Power and Light Company, E. H. Werner Station, 
South Amboy, New Jersey. Burns and Roe, Engineers; Hatzel and Buehler, Electrical Contractors. 


The Cope Standardized System of Cable Trough 
offers a simple, sturdy, time and labor saving 
construction for the support of electrical power 
and control cable. It is widely accepted by lead- 
ing engineers and contractors as is indicated by 


an impressive list of outstanding installations. 


Practically any layout problem can be met. Sturdy 
raceways of varying widths, at different levels 
and in any direction are easily installed. They 
can pass around, over or under obstructions and 
change from one size trough to another. For very 
unusual conditions, special fittings can be de- 


signed and fabricated. 


Standard straight trough is in 8’ lengths and in 
6”, 12”, 18”, and 24” widths. All are 3” high 
including steel binding strip. Covers are also 
available. Assentbly requires only the use of nuts 
and bolts which are supplied. All parts are hot 
dip galvanized. Write for Bulletin 65A for full 


details. 


COPE STANDARD FITTINGS 


. in the Horizontal Plane 


REDUCER 


All fittings have radius corners to protect the cable from damage during installa- 
tion and insure a neat finished job 


. in the Vertical Plane 
INSIDE AND OUTSIDE RISER ELBOWS 


DROP OuT 


Changes of direction of elevation are easily made with these onc’ other stondord 
fittings shown in Bulletin 65A. Write for it 


... Barrier Strips and Miscellaneous Fittings 


BARRIER STRIP VERTICAL TEE CABLE SUPPORTING 


RISER ELBOW 
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BRONCO 60 CERTIFIED flexible cords and cables are protected by 
branded jackets certified to contain not less than 60% by weight of new 
Neoprene. Insulation over the conductors is Cold Rubber. Certified 
cords and cables bear the flame-proof approval number “P116BM.” 
They pass rigid tests of the Underwriters’ Laboratories, and meet 
specifications of the A.S.T.M. Cords are packed in clearly-labeled shelf 
cartons. Cables are shipped on returnable reels. 


BRONCO 60 NEOPRENE CERTIFIED HEAVY DUTY 600 VOLT 
TYPE SO CORD 





Certified Type SO is designed and built to give years of de- 
pendable service as a portable power cord under the most 
rugged conditions found in industry. Its great resistance 
to oil, grease, abrasion, sunlight, and chemicals make Certi- 
fied Type SO first choice for use with portable tools, refrig- 
erators, trouble lights, temporary power installations, air 
conditioners, blowers, electric welders, floor waxers, freezers, 
grinders, industrial vacuum cleaners, portable drills, trans- 
tormers, flood lights, forced air furnaces, truck and automo- 
bile trailers, and with mining machinery .. . 





Approx Insulation Standard* Approx. Gros: 
Number of 0.D Thickness Package Ship. Wt. Lbs. 
Conductor: Inches Stranding Inches Feet Per 1000 Fr 





.200 41/34 
65/34 
104/34 
65/30 
104/30 


41/34 
65/34 
104/34 
65/30 
104/30 


41/34 
65/34 
104/34 
65/30 
104/30 


64 250 Coil 25 
64 250 Coil 30 
64 250 Coil 45 
64 250 Coil 57 
64 250 Coil 72 


‘32 250 Coil 74 
‘32 250 Coil 83 
‘64 250 Coil 
‘64 250 Coil 
‘64 250 Coil 


250 Coil 
‘32 250 Coil 
‘64 250 Coil 
‘64 250 Coil 
‘64 250 Coil 
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41/34 
65/34 
104/34 
65/30 
104/30 


250 Coil 
250 Coil 
250 Coil 
250 Coil 
250 Coil 


a s&s & & *& 
wwoe-— 





41/34 
65/34 
104/34 
65/30 
104/30 


250 Coil 
250 Coil 
250 Coil 
250 Coil 
250 Reel 
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41/34 
65/34 
104/34 
65/30 
900 104/30 


250 Coil 
250 Coil 
250 Coil 
250 Reel 
250 Reel 
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530 41/34 1/32 250 Coil 
560 65/34 1/32 250 Coil 
745 104/34 3/64 250 Coil 
830 65/30 3/64 250 Reel 
900 104/30 3/64 250 Reel 


BL DOO 2(2 C\0> 2.02. Adil 





550 41/34 1/32 250 Coil 
.570 65/34 1/32 250 Coil 
770 104/34 3/64 250 Coil 
.870 65/30 3/64 250 Reel 
960 104/30 3/64 250 Reel 


— a —_ 


Cords having more than four conductors bear U. Lt. labels only when specified. 
*Each coil boxed in separate carton. 
*For longer lengths contact nearest sales office or factory. 








SOLD NATIONALLY BY ELECTRICAL WHOLESALE DISTRIBUTORS 





BRONCO 60 CERTIFIED flexible cords and cables are protected by 
branded jackets certified to contain not less than 60° by weight of new 
Neoprene. Insulation over the conductors is Cold Rubber. Certified 
cords and cables bear -the flame-proof approval number “P116BM.” 
They pass rigid tests of the Underwriters’ Laboratories, and meét 
specifications of the A.S.T.M. Cords are packed in clearly-labeled shelf 
cartons. Cables are shipped on returnable reels. 


BRONCO 60 NEOPRENE CERTIFIED HEAVY DUTY 600 VOLT 
TYPE W CABLE 





Certified Type W is an oil-resistant (SO) cable built for 
extra-heavy duty. Though built to handle large currents, it 
retains unusual flexibility. With a thick insulation of Cold 
Rubber over the conductors, and a tough 60°;, Neoprene 
jacket, Certified Type W is recommended for all temporary 
power installations, for electric utility maintenance work, for 
motion picture and TV studio power feed, on electric weld- 
ers, mining equipment, mobile electric machinery, dredges, 
etc. 





Standard* 
Insulation Package Approx. Gross \ 
Number of 0.D Thickness Approx. Ft. Ship. Wt. Lbs. 
Size Conductors Stranding Inches Per Reel Per 1000 Fr. 








2 ‘ 49/25 4/64 250 365 
133/29 4/64 250 370 
49/23 4/64 250 


oOo @ oo 
Nw 


4 
4 
2 
2 
1 
1 





' 
| 





|oooa 


259/28 
133/23 
413/28 
133/22 
518/28 

49/25 
133/29 

49/23 
161/28 


~<—NN & & 








ja nae 


| 
| 
| 


49/21 
259/28 4/64 
133/23 4/64 
413/28 4/64 
133/22 5/64 
518/28 5/64 


LARGER SIZES ON APPLICATION 
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TYPE G Bronco 60 Certified cable is made in the same range of sizes as Type 
W, but is made with flexible fine stranding only. Cotton-wrapped ground wires 
are placed in between the single insulated conductors so that the o.d. of Type G 
is identical with that of Type W of the same size. 


Other Bronco 60 Certified flexible portable cords and cables with 60% by 
weight Neoprene branded jackets sachndio: 


WELDING CABLE, 125 volt, extremely flexible, sizes 8 to 4/0. 


a AND POWER LEAD CABLE, 600 volt single conductor, sizes 
to 4/0. 


TYPE SJO, 300 volt cord, sizes 18, 16, 14. 


WESTERN INSULATED WIRE CO., LOS ANGELES 58, CALIFORNIA 











CRESCENT 


Insulated Wires and Cables 


For more than 60 years CRESCENT Wires and Cables have played a leading role in the 
growth of the electrical industry. Pictured and described here are just a few of the many wires 
and cables that may be had through CRESCENT Distributors from coast to coast. 





A ae 
i hese 
ABC ARMORED CABLE 


Has prefabricated breaking lines which make installing easier, 
quicker and safer. A flattened bonding wire in contact with 
the underside of each convolution of the armor assures a 
permanent low resistance of armor. 





CRESFLEX 


Most suitable, lowest cost for rural, residential and farm build- 
ings. Clean, gray paint finish. 





SYNTHOL BUILDING WIRE—TYPE TW 


For both wet and dry locations. Insulated with a special, 
tough thermoplastic compound. High dielectric and mechani- 
cal strength. Smallest outside diameter for same conductor 
size permits more or larger conductors in same space. 


ome FRESCENT BARNWIRE -[2- 600V 


BARNWIRE 


A superior non-metallic sheathed cable with Neoprene insula- 
tion and jacket. It is fungus-resistant, weather and moisture- 
resistant, and is unaffected by corrosive fumes. Use in damp 
locations and animal barns. 





| Ateteidededdethes 24 Lod tat 
500 000 CM 600V RH-75Cor RW-60C 


ENDURITE BUILDING WIRE—TYPE RH-RW 


A dual purpose wire, for either dry or wet locations. Type RH 
has greater carrying capacity because of higher permissible 
operating temperature, which allows use of smaller size cable 
at less cost. 


SERVICE CABLES—TYPE SE 


Both Style A (armored) and Style U (unarmored) are approved 
by Underwriters Laboratories as service entrance cable and 
may be run down the side of a building without additional pro- 
tection. It is tamper-proof, flexible and lightweight, moisture- 
resistant and flame-retarding. 








IMPERVEX TRENCHWIRE—TYPE USE-RR 
Single conductors for direct earth burial. Has a heavy 
Neoprene jacket over the rubber insulation. Provides the 
lowest cost, permanent underground cable installation. 


IMPERVEX TRENCHCABLE—TYPE USE-RR 
Multiple conductor Neoprene jacketed cable for direct burial 
in the earth. Highly resistant to earth acids, alkali and ground 
water. 





STEEL TAPED PARKWAY CABLE 
Designed for direct earth installation without additional pro- 


tection. All standard types regularly supplied and special type 
cables made to customers’ specifications. 


NEOPRENE CRESCORD 


Heavy duty, oil-proof portable cord, Underwriters’ Laboratories 
Type SO. 





IMPERIAL PORTABLE POWER CABLE 


Illustration shows Type SH-D 5000 Volt Trailing Cable for 
supplying power to electric shovels, dredges, etc. Covered 
with extremely tough Neoprene jacket. 





VARNISHED CAMBRIC LEAD ENCASED CABLE 


Varnished cambric insulation has high dielectric strength and 
long life. Not affected by oils and greases. This cable is sup- 
plied with lead sheath for wet locations or weatherproof braid 
for dry locations. 





Available from electrical distributors and factory warehouse stocks in principal cities. 


CRESCENT INSULATED WIRE & CABLE CO. 


TRENTON, N. J. 
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specify Class H Insulation 
made with Dow Corning Silicones 


makes motors last longer 


Performance in thousands of installations confirm the results of life testing 
done during the past 9 years in our motor test laboratory. Class H insulation 
has 10 to 100 times the life of the next best class of insulating materials under 
comparable service conditions. 


Here's a chart showing the life expectancy of Class A, Class B and Class H 
insulation at various hottest spot temperatures. The life line for Class A 
and Class B are based on data published by other investigators. The line for 
Class H insulation is based on data reported in several AIEE papers. Test 
motors were alternately exposed to 100°, relative humidity and then oper- 
ated at high temperatures, some as low as 240°C, others as high as 310°C 
(460 to 590°F) until they failed. 


Here's an indication of the performance of Class H motors in the field. In 
rayon mills, the life of over 30,000 spinner bucket motors exposed to high 
starting loads and acids has been increased 6 to 24 times through use of 
Class H insulation. In a rubber plant, life of 2 hp motors that reverse 12 
times a minute and operate in a mist of water, was increased 20 to 100 times 
through use of Class H insulation. Production speed-up limited life of Class 
B crane motors to about 20 days. Rewound with Class H, these motors were 
still in service after 2 years; net savings, $80,000 in productive labor alone. 








. More power per pound. Save space, weight, 


. Eliminate fire hazard caused by failure of 


gives motors more muscles 


Class H insulation is also used to uprate production motors in industry and 
increase the power per pound ratio in equipment for aircraft and shipboard 
use. Certain motors can be uprated by as much as 50°, without loss in op- 
mm erating efficiency or life. For example, a large chemical company had 31 
~ motors rated at 50 and 60 hp at 850 rpm, rewound with Class H to put out 75 
to 90 hp at 1150 rpm. Rewinding cost $19,000. New 75 hp motors plus in- 
stallation costs would have come to about $68,200. They saved $50,000 on 
this line of pump motors; cut motor failure from | a month to 6 in 4 years. 


. Maximum overload protection 
. Maximum life and reliability in spite of Class H Insulation is made up of mica, 


overloads, high ambients, and moisture or asbestos, fibrous glass and similar 
corrosive atmospheres. inorganic materials plus semi-inorganic 


. Reduce maintenance costs; increase silicone compounds in rubbery or resinous forms 


production by saving down time. or materials with equivalent properties. 
Class H insulating materials are described 
and typical properties, applications and 


CPO, SN TNE GUT ST tire Taneemetee. availabilities are given on pages 2, 3 and 4. 


conventional insulation. 





DOW CORNING 


SILICONE BONDED GLASS SERVED MAGNET WIRE 


DESCRIPTION, Class H magnet wire is manufactured with either a 
single or double glass serving on bare copper. The glass serving is 
bonded to the wire with a silicone varnish which produces a smooth, 
tough and abrasion resistant surface. 
TYPICAL PROPERTIES 
Breakdown voltoge, layer test, volts 
Breakdown voltage after 24 hours at 250°C 
Solvent resistance, 5 minutes 

in boiling VMP naphtha OK 


800 to 1200 
800 to 1200 


APPLICATIONS: Double glass served wire is recommended for motor 
windings and other applications where maximum abrasion resistance is 
required. Single glass served wire is satisfactory for solenoid windings 
and other coils where no post-forming is necessary. 


AVAILABILITY: Round, square, and rectangular shapes 


SILICONE BONDED 
FLEXIBLE MICA-GLASS COMBINATIONS 


r 


DESCRIPTION. This Class H material combines the dependable high 
dielectric strength of built-up mica with the excellent physical proper- 
ties of woven glass. In making silicone-mica-glass combinations, the 
glass cloth is generally pre-varnished with a flexible silicone resin to 
form a continuous film with excellent dielectric properties. 
TYPICAL PROPERTIES 

Average dielectric strength, volts mil 800 to 1200 
(depending on construction and thickness) 
Dielectric constant 3.2 to 3.6 
Power factor 0.03 


4” electrodes 


APPLICATIONS: The combination with glass cloth on one side only is 
generally used where minimum insulation build-up is required. The glass 
mica-glass combination is used where maximum mechanical strength is 
required. It is recommended for motor slot cell insulation because it 
will better withstand the abuse of cell creasing machines and the in- 
stallation of motor coils 


AVAILABILITY: Standard sheet size, 36” x 36”. Thicknesses: glass cloth 
one side, 0.0035 to 0.010"; glass cloth, both sides, 0.005 to 0.025” 


SILICONE VARNISHED GLASS CLOTH AND TAPE 


DESCRIPTION: These insulating materials are made by applying one or 
more coats of a flexible silicone resin to form a continuous film on glass 
cloth. Flexibility makes it easy to handle; the silicone coating gives high 
dielectric strength and excellent moisture resistance. The glass cloth is 
an inert base material with high tensile strength and heat stability 


TYPICAL PROPERTIES 
Dielectric strength, 4” electrodes, volts/mil 
Power factor at 60 cycles 
Dielectric constant at 60 cycles 
Low temperature bend, 42” mandrel, °F 
Water absorption, 24 hr. immersion, % 
Solvent resistance: 
10% NaOH, good; 10% HCI, good; alcohol, fair; mineral spirits, 
softens; hot oil, softens. 


1100 to 1400 


0.5 to 1.0 


APPLICATIONS: Silicone varnished glass cloth and tape are used as 
turn and phase insulation in motors; as ground insulation for induction 
heater coils; as insulation for power cable; and many other applica- 
tions where flexible, high temperature insulation is required. It should 
be used with caution in such applications as motor slot insulation where 
high unit pressures may cause the resin to flow during the baking cycle. 


AVAILABILITY: In thicknesses from 0.002” to 0.025”; in widths up to 36”. 


SILICONE-GLASS LAMINATE 


DESCRIPTION: Rigid Class H insulating materials are made of either 
continuous filament or staple fibre glass cloth bonded under heat and 
pressure with a silicone resin. Silicone-glass laminates are characterized 
by excellent dielectric properties over a wide frequency range, low water 
absorption, excellent arc resistance and a high order of heat stability 
that permits continuous use at 500°F. Silicone-glass laminates made 
with staple fiber cloth are easier to machine because of their somewhat 
greater bond strength. Laminates made with continuous filament glass 
have greater flexural strength; electrical properties are slightly better. 
TYPICAL PROPERTIES 

Tensile strength, p.s.i. 

Flexural strength, p.s.i 
Bond strength, pounds 
Arc resistance, seconds 
Water absorption, % 0.1 to 0.3 
Power factor at 1 mc. 0.001 to .003 
Dielectric constant at 1 mc 3.9 
Dielectric strength, Ye” thick, volts mil 200 to 250 
Color Natural tan 


15,000 to 20,000 
20,000 to 35,000 
800 to 1,000 
200 to 250 


APPLICATIONS:  Silicone-glass laminates are used as slot wedges, 
and as supporting or as separating materials in all kinds of Class H 
electrical and electronic equipment 


AVAILABILITY: Flat sheets fron 1/64” to 3” in thickness; widths up to 
48”; also rolled tubes 


SILICONE SATURATED 
OR VARNISHED BRAIDED GLASS SLEEVING 


DESCRIPTION: Silicone-glass sleeving is made from braided continu- 
ous filament glass fibers saturated or varnished with a flexible silicone 
resin. lt is characterized by clean cutting ends, full roundness for easy 
handling, smooth inside bore and good push-back, high dielectric 
strength and excellent resistance to moisture, heat and chemicals. 
TYPICAL PROPERTIES 

Grade Average Dielectric Strength 
A-1 (heavily varnished) 7000 volts 
B-1 (heavily varnished) 4000 volts 
C-1 (saturated) 2500 volts 
C-2 (saturated) 1500 volts 


C-3 (saturated) No dielectric guarantee 


APPLICATIONS. Silicone-glass sleeving is used to protect leads, wires, 
and connections in all types of electrical equipment. Heavily varnished 
sleeving, Grade A-1 and B-1, are used where maximum dielectric 
strength is required. Because of greater flexibility, silicone saturated 
sleeving, Grades C-1 and C-2, are generally used to insulate connections 
in motors operating at 440 volts or less 


AVAILABILITY: All standard VTA grades and sizes. 





SILASTIC* LEAD WIRE AND CABLE, 600 VOLT 


DESCRIPTION: Construction is tinned 
copper, extra flexible, stranded con- 
ductor with extruded primary insula- 
tion of Silastic, the Dow Corning sili- 
cone rubber; double glass braid 
overall with a silicone resin braid 
saturant. Nominally rated at 600 
volts and designed for continuous 
operation over a temperature range 
of —65°F to 400°F. Advantages are 
exceilent resistance to ozone and 
oxidation, flexibility at low tempera- 
tures, exceptional water repellency, 
and high dielectric strength after 
long time exposure to temperatures 
as high as 400°F. Its usefulness in 
Class B equipment is due, in part, to the fact that it will not stiffen 
during the baking cycle 


TYPICAL PROPERTIES 

Minimum dielectric strength, sample straight, volts 12,000 
Minimum dielectric strength, after bend test, volts 10,000 
Minimum dielectric strength, volts, after 1 hour water immersion 7,500 


APPLICATIONS: Silastic lead wire and cable is recommended for use on 
Class H or Class B insulated motors and transformers, silicone insulated 
magnet coils, high temperature fixture leads and control wiring operat- 
ing in high ambient temperatures. 


AVAILABILITY: A. W. G. sizes 22 to 500,000 circular mils. 


*T.M. REG US PAT OFF 


SILASTIC PASTE FOR CAULKING AND FILLING 


DESCRIPTION: Silastic pastes are 
solvent-free sealing materials avail- 
able in a range of consistencies. They 
are cured by heating to form a resili- 
ient dielectric seal that excludes 
dirt and moisture and minimizes dam- 
age done by vibration. These ma- 
terials are characterized by good 
dielectric properties, exceptional heat 
stability and high heat conductivity, 
resiliency at both high and low 
temperatures and exceilent resis- 
tance to weathering and oxidation 


APPLICATIONS: Silastic pastes are used to fill voids around lead wires 
of coils and motors, as a substitute for impregnating resins in solenoid 
coils and for other sealing or potting applications as indicated in the 
following table: 


Stock Consistency Application Suggested Uses 


Silastic Heavy putty Spatula or Potting motor and 
122 hand 


transformer leads. 


Silastic Light putty Spatula Filling behind commu- 
123 tators and coil end 
connections. Filling 

around field coil leads. 

Silastic Spatula, Filling solenoid and 
125 and Light paste stiff brush, 
6-126 extrusion 


field coil windings 


AVAILABILITY: Silastic 122 and 123 in 1 and 10 Ib. cans, 60 and 100 
Ib. pails; Silastic 125 and 6-126 in 1 and 10-lb. cans, 70 and 100 Ib 
pails. 


SILICONE TREATED GLASS TYING CORD 


DESCRIPTION: Silicone varnish 
treated glass cord is made of con- 
tinuous filaments to give high ten- 
sile strength and low stretch. The 
silicone varnish improves its knot 
holding avility and increases abra- 
sion resistance. 


TYPICAL BREAKING STRENGTH 
Diameter Pounds 
F 65 
100 
180 


APPLICATIONS: Recommended for tying, binding, and other permanent 
fastening or filling applications in electrical equipment operating at 
Class H temperatures 


AVAILABILITY: Standard sizes in 2 pound spools. 


SILICONE ELECTRICAL INSULATING VARNISHES 
DOW CORNING 996 AND 997 


DESCRIPTION: Cured films of sili- 
cone impregnating varnishes have 
good flexibility; will not crack, craze 
or carbonize even after hundreds 
of hours at temperatures as high as 
500 'F. Comparative tests indicate a 
dielectric life at 500°F. of 60 hours 
for organic varnishes, 2000 hours 
for Dow Corning 996 and 4500 
hours for Dow Corning 997. Dow 
Corning 996 cures at a minimum 
baking temperature of 350°F. Be- 
cause Dow Corning 997 shows little 
tendency to bubble on curing, its total processing time compares with 
that for standard organic impregnants. Both resins are supplied at 50% 
solids in aromatic solvents and can be applied with conventional equip. 
ment. Satisfactory thinners should have a Kauri-butanol value of 50 or 
more and a boiling range within 220 to 350°F. Among other suitable 
diluents are xylol, Amsco Solv C, Apco Solv No. 47, SoCal No. 2, Sol 
vesso No. 100 and Solvsol 24/34 


TYPICAL PROPERTIES Dow Corning Dow Corning 
996 997 

Dielectric strength, 

v/m, 2" electrodes, dry 1500 1500 
Dielectric strength, 

v/m, 2” electrodes, wet 1000 1000 
Dielectric constant, 10? cycles 30 3.0 
Power factor, 10? cycles 0.007 0.006 


Chemical Resistance: 30% sulfuric acid, excellent; concentrated sulfuric 
acid, poor; concentrated hydrochloric, excellent; 50% sodium hydrox- 
ide, excellent; mineral oil, excellent; gasoline, poor 


APPLICATIONS. Silicone varnishes are used to bond and impregnate 
coils, motors, transformers and other electrical apparatus operating at 
Class H temperatures. 


AVAILABILITY: 1 qt.; 1, 5 and 10 gal. cans; 30 and 50 gal. drums 


SILICONE MACHINERY ENAMELS 


DESCRIPTION: Silicone enamels are 
used to paint the frames of high 
temperature silicone (Class H) in 
sulated motors. These enamels re- 
tain their film continuity and prevent 
the rusting of metals exposed to 
temperatures up to 500 F; show ex 
cellent resistance to outdoor weath 
ering, chemical fumes and salt spray 
AVAILABILITY: Pt., qt., and gal 
containers; Cadmolith yellow or Chi 
nese red. 





DOW CORNING 44 SILICONE GREASE 


DESCRIPTION: This silicone grease 
is useful at temperatures from — 40 
to 400°F in ball bearings operating 
at a maximum speed factor (bore in 
m.m. x rpm) of 150,000 to 225,000 
At normal operating temperatures in 
permanently sealed or cartridge 
type bearings, Dow Corning 44 
Silicone Grease has an indefinitely 
long service life. At temperatures 
in the range of 300°F it has 8 to 

10 times the life of petroleum greases. It shows very little tendency to 

bleed and has high resistance to hardening 

TYPICAL PROPERTIES 

Maximum bleed at 300°F, % 1.5 to 2.0 

Maximum evaporation at 300° F, % 1.5 

Melting point, °F, more than 410 


APF ATIONS, All motor bearings operating at Class H temperatures 
or in high ambient locations should be lubricated with this silicone 
grease. Special heat-treated bearings with maximum radial clearance 
should be used in TENV induction motors operating at high tempera 
tures. Either light or medium consistency grades are generally used for 
motor bearings 


AVAILABILITY: 8 oz. tubes in these consistencies: light, 310 to 330 
penetrometer; medium, 250 to 270 penetrometer. 1 and 10 Ib. cans 
and 45 lb. drums in these consistencies: fluid, 50,000 to 100,000 cps; 
heavy, 200 to 220 penetrometer 


SILASTIC R TAPE AND CLOTH 


DESCRIPTION: This Class H insulat- 
ing material is made with a layer of 
semi-vulcanized Silastic on one side 
of a pre-treated glass cloth backing 
Silastic R Tape vulcanizes when 
heated to form a homogenous, re- 
silient, moistureproof and oil resis- 
tant jacket. The silicone rubber in 
this tape and cloth remains resilient 
and rubbery even after thousands 
of hours at temperatures up to 
400°F. It will not crack or craze and it shows excellent resistance to 
mechanical and electrical fatigue and to shock and vibration. Because 
of excellent thermal conductivity, Silastic coils can carry about 20% 
more load and still operate at the same temperature as coils insulated 
with mica and glass bonded and impregnated with the best electrical 
insulating varnishes. 


TYPICAL PROPERTIES 

Dielectric strength, 4” electrodes, volts mil 500 
Dielectric constant, 100 cycles 3.8 
Power factor, 100 cycles 0.010 


Surface resistivity, ohms 10 


APPLICATIONS: Silastic R Tape is used to wrap field, armature and 
transformer coils. 


AVAILABILITY: Thicknesses 0.010”, 0.015” and 0.020"; widths up to 36” 


Distributors of Class H Insulating Materials 
Made with Dow Corning Silicones 


BROWNELL DISTRIBUTORS INC. 
*New York, N. Y., 308 Canal Street 
*Atlanta, Ga., 690 Murphy Ave., S.W. 


ELECTRICAL INSULATION SUPPLIERS, INC. 
*Atlanta, Ga., 579 Marietta St., N.W. 


ELECTRICAL MAINTENANCE EQUIPMENT CO. 


*Philadelphia 7, Pa., 235 North 12th St. 


THE HUSE-LIBERTY MICA CO. 
*Boston 18, Mass., 171 Camden St. 


INSULATION MANUFACTURERS CORP. 


NATIONAL ELECTRIC COIL COMPANY 
*Columbus 16, Ohio 
Beckley, W. Va. 
Birmingham, Ala. 
Bluefield, W. Va. 
Buffalo, N. Y. 
Chicago, Ill. 
Cleveland, Ohio 
Dayton, Ohio 
Harlan, Ky. 
Homestead, Pa. 


Los Angeles, Cal. 
New York, N. Y. 
Oakland, Calif. 
Philadelphia, Pa. 
Salt Lake City, Utah 
Spartanburg, S. C. 
Williamson, W. Va. 
West Frankfort, Ill. 


PREHLER ELECTRICAL INSULATION CO. 
*Chicago 6, IIl., 2300 N. Kilbourn Ave. 


*Chicago 6, IIl., 565 W. Washington Blvd. 
Cleveland, Ohio Milwaukee, Wis. 
Dayton, Ohio Peoria, III. 
Detroit, Mich. Pittsburgh, Pa. 

*Chicago, III. (Complete-Reading Co., Inc.) 
Minneapolis 3, Minn. (H. A. Holden Inc.) 


Cleveland, Ohio Milwaukee, Wisconsin 
Detroit, Michigan Minneapolis, Minnesota 


SUMMERS ELECTRIC COMPANY 
*Dallas, Texas, 2001 Griffin Street 
Houston, Texas 


TRI-STATE SUPPLY CORPORATION 
*Los Angeles 13, Calif., 544 S. San Pedro St. 
*San Francisco 7, Calif., 554 Bryant St. 
*Seattle 4, Wash., 318 Occidental Ave. 


Cc. D. LA MOREE COMPANY 
Los Angeles 15, Calif., 1325 San Julian Ave. 
Berkeley, Calif. Portland, Oregon 
Seattle, Washington 


WHITE SUPPLY COMPANY 
St. Louis 10, Mo., 4343-47 Duncan Ave. 


ROBERT McKEOWN INC. 
*Newark 2, N. J., 6 Atlantic St. 


*Maintain stocks of silicone (Class H) insulating materials. 


Ask for our list of Manufacturers of Class H Electrical Equipment 
and our listing of Class H Rewind Shops. Please address Dept. EBR . 


DOW CORNING CORPORATION 


MIDLAND, MICHIGAN 


Atlanta Chicago Cleveland Dallas Detroit Los Angeles New York Washington, D.C 
Silver Spring, Md 


DOW CORNING 
SILICONES 








In Canada: Fiberglas Canada Ltd., Toronto 
In Great Britain: Midland Silicones Ltd., London 
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Side Reflectors hinge downward 
and may be completely removed 
for ease of maintenance 
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/ 
/ 
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The New Curtis ‘Six Thousand" series is 

designed for Eye-Comfort() in industrial 

locations. The Luminaires illuminate the 

ceiling with an indirect component of 

25% of the light output. Crosswise shield- 

ing of 35 is provided for the 75% 

direct component. The lighting units in 

ight Wivilibution olla this versatile line are available with Alzak 

inates severe brightness Aluminum, Porcelain Enamel, or baked 

contrast and tunnel! white ‘‘Fluracite'’ enameled steel remov- 

Uphtiag: conditions able side reflectors. Low cost efficient 

maintenance is provided by having side 

panels readily removable for cleaning. In 

addition there are no horizontal diffusing 

or reflecting surfaces to collect dust. 

There is a unit in this versatile line to 

accommodate all 4’, 5’ and 8’ fluorescent 

lamps. The Curtis ‘‘Six-Thousand" series 

brings Appropriate Brightness Control 

Louvers available where greater ~ Lighting to industrial areas. Mail coupon 
lengthwise shielding is desired for FREE descriptive literature. 


75% pire 


CURTIS LIGHTING, INC. 
Dept. EP-20 6135 West 65th Street 
Chicago 38, Illinois 
Curtis “‘Tong Hangers*’ facili- 
tate and cut installation cost as Nome —______._____ 
they allow flexibility in place Company____ 
ment of hangers and permit by 
passing of building construction Address _ 
obstacles such as beams, sprin 
kler heads, etc. 


City 


*Pat. applied for 
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RING APPLICATIONS 


Grade SC-157 or $-1055—High metal content grades for 
oscillating type collector rings on rotary converters, slip ring 
motors, etc., where high current carrying capacity and/or 
low contact drop is desired. For rated current densities up to 
160 amperes per square inch. 


Grade FC-26—A comparatively high metal content, copper- 
graphite grade for oscillating type, high speed collector rings, 
slip ring motors, etc. For rated current densities up to 120 
amperes per square inch. 


Grade RC-3401—A relatively high metal content, low friction, 
copper-graphite grade for non-oscillating collector rings on 
rotary converters, slip ring motors, etc. For rated current 
densities up to 110 amperes per square inch. 


Grade R-52 or FA-26—Fairly high metal content, copper- 
graphite, low friction, grades recommended for field and high 
speed slip ring applications. For current densities up to 100 
amperes per square inch. 


Grade 353-MH—A low friction, porous type, low metal con- 
tent, graphite grade for field and slip ring applications. For 
rated current densities up to 75 amperes per square inch. 


Grade 325—A low density carbon-graphite grade for high 
speed field and collector ring application, etc. 
densities up to 40 amperes per square inch. 


For current 


COMMUTATOR APPLICATIONS 
Low voltage (0 to 100 volts) Motors and Generators 


Grade SC-15—A high metal content grade for interpoled 
and old type plating generators, requiring high current carrying 
capacity and/or low contact drop brushes, up to 8 volts. This 
grade has a slight amount of cleaning action. 


Grade SP-877—A high metal content grade with compara- 
tively low contact drop for generators up to 12 volts where 
commutation is not too good and/or where exceptionally low 
contact drop brushes cannot be used to advantage. 


Grade P-13 or 15045—High metal content low friction 
grades with high cross-sectional resistance for well interpoled 
modern type generators, 4 to 18 volts. These grades are 
extremely low in friction and low in contact drop. For current 
densities up to 100 amperes per square inch. 


Grade SA-2402o0r FC-26—Comparatively high metal content, 
low friction, copper-graphite grades for interpoled generators, 
12 to 48 volts. 


Grade SC-268 or FC-2644—Comparatively high metal con- 
tent grades for non-interpole type plating generator; and/or 
for units where commutation is not too good, 8 to 36 volts. 


Grade FM-30 or FM-35—Relatively high graphite content 
copper-graphite grades for generators which do not require 
high metal content brushes, 8 to 60 volts. Also for electric 
truck motors, etc. 


Grade FA-16—A comparatively high metal content, low 
friction, fairly low contact drop, copper-graphite grade for 
interpoled generators, 24 to 60 volts. 


Grade D-36 or K-1—Comparatively high graphite content 
copper-graphite brushes for Fractional Horsepower Motors, 
etc., 6 to 32 volts. 


Grade 355-MH—A porous type low metal content, graphite 
material with comparatively high contact drop. For welding 
generators, truck motors, etc., 12 to 60 volts. 


Grade 353-MH—A porous type, low metal content, graphite 
meterial with relatively high contact drop. For farm lighting, 
battery charging generators and similar applications up to 
100 volts. 


COMMUTATOR APPLICATIONS 
100 volts and over 


Grade 345 or A-45—Hard carbon grades with compara- 
tively high contact drop for locomotives, mine and mill motors, etc. 


Grade 327 or 348—Comparatively hard carbon-graphite 
grades for industrial motors, crane and elevator service, etc. 
For speeds up to 3600 feet per minute. 


Grade 317—A natural graphite grade with a slight amount 
of cleaning action for slow speed and/or flush mica applications. 


Grade 353—A comparatively hard, non-abrasive, low friction 
graphite grade for high speed motors, generators, etc., recom- 
mended for under-cut mica applications. 


Grade 156—A hard, low friction, high contact drop, electro- 
graphite grade for motors, generators, etc., which have a 
tendency to spark excessively due to poor commutating charac- 
teristics, and/or for units requiring high contact drop 
brushes. 


KEYSTONE METAL-GRAPHITE AND CARBON CONTACTS 


Keystone Electrical Contacts are produced in various com- 
binations of material and were developed for application 
where all-metal contacts cannot be used to advantage. 


Inserts, such as rivets, bolts, strips, wires, etc., can be molded 
into Keystone Contacts for permanent electrical and me- 
chanical connections. 


Metal-Graphite grades are recommended for rheostat, sliding 
and rolling applications. They are high in conductivity and low 
in friction. 


Carbon grades are recommended for make and break, and 
allied applications where non-fusing and non-pitting charac 
teristics are essential. 


SILVER-GRAPHITE BRUSHES FOR SPECIAL APPLICATIONS 


Keystone Carbon Company, 1933 State St., Saint Marys, Pa. 





EMERGENCY POWER 
WHEN YOU NEED IT with a "CC AMDEZ” UNIT 




















EMERGENCY GENERATING 
EQUIPMENT 


3 KW to 100 KW Single and three phase 


A completely wired packaged unit ready for 
operation. Available for gasoline, natural gas, 
propane or Diesel operation. 


This equipment is designed to automatically 
start at the time of a power interruption and 
run continuously until the power is restored. 
The prime movers are figured conservatively 
to insure enough power when a full load is ap- 
plied to a cold engine. Electric and remote con- 
trol starting also available. 


We manufacture a complete line of D.C. mag- 
net plants for Gasoline or Diesel operation. 


Our products are sold through electrical sup- 
pliers including G.E. Supply Co. and Graybar 
Electric Co. 


30 TO 100 KW 











Write for complete specification details. 


ELECTRIC POWER PLANTS 


Formerly Power Plants, Inc. 
CADIZ, OHIO 
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(ys casLe TERMINATING, CONNECTING, FUSING, SWITCHING DEVICES 


POTHEADS 





JE 
bet) 


LOAD BREAK OIL SWITCHES 








SPLICING KITS 





G & W cable accessories have an established repu- 
tation in the electric distribution field. Their long 
standing acceptance is based on practical designs, 
good workmanship and quality materials. Stand- 
ardized unit parts permit economical assemblies 
for the most exacting requirements. Our main 
office and our representatives are ready and able 
to give you courteous and efficient service. 


6; Electric Specialty Co. 


7780 Dante Avenue e Chicago 19, Illinois 


Individual requirements for cable accessories vary widely. There are many different kinds, sizes and voltages 
of cables. For good service on trouble-free cable devices with correct details—PLEASE GIVE ESSENTIAL 


DATA on inquiries and orders. 


A.—What is the problem or what is to be accomplished? 


Name the device or describe its function. Where it is to 
be used. Outline any unusual installation conditions or 
limitations of size. 

B.—What is the operating voltage? Grounded or ungrounded neutral? 


C.—CABLE DATA? a 
- Single or multiple conductor? a 
1, 2, 3, or 4 single cables? Il 
2,3 or 4 conductor cable? 
« Conductor size? 
Round or sector? Compact? 
. Voltage rating of cable? 
. Kind of Insulation? 
Var., Cam., Paper or Rubber? 
Thickness? Shielded? 
. Kind of Sheath? 
Lead or Neoprene? 


~~ 


'* oh 





over 
for proper fit of sealing entrance. 


D.—Kind of Entrance— 
Wiping Sleeve or Stuffing Box. 


4 2) 
E.—Conduit or Armour Fittings—Kind and Size. es 


G & W INSULATING COMPOUND 


Compound is not included in the price of G & W cable 

devices, except splicing kits (Ozite B) and oil fuse cut- 

outs (Novoid A). Be sure to specify compound when 

wanted. It is sold as a separate item at net prices based 

on quantity and pail size. Compound is furnished in 1, 2 
and 5 gallon steel pails. 


Asphalt Base— 
NOVOID “A”— (Medium soft) 
For high and low voltage pot- 
heads, boxes and cableheads her- 
metically sealed types. 
NOVOID “C”— (Medium hard) 
For splice boxes and indoor pot- 
heads without capnut seals. 


OZITE “B”—For splicing kits. 


Oil Insoluble— 


NOVOID “X”— (Medium hard) 
For special cases to help prevent 
migration of impregnating oil 
and compound in paper-insu- 
lated cables. 
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“Out of this NEW catalog 


you can now select the finest 


lighting for every installation 


Fluorescent or incandescent ...commercial or industrial... indoors or 
outdoors... you'll find the exact fixture with complete installation, dimen- 
sional and photometric data in the new Electro Silv-A-King Catalog. 

Full information on Electro Silv-A-King’s exclusive ‘““One-Man”’ Speedy 
Hanger that cuts installation man hours in half... and the famous “Basic 
Unit” series that gives you a choice of 7 luminaires with just one basic 
chassis is also included. 

Write direct today for your FREE copy of this newest, completely 
illustrated catalog from one of the industry’s most comprehensive sources 
for quality lighting. 


Slim, smart, SKYLOUVER SERIES with molded sty- 
rene louvers in patented one piece frame that hinges 
from either side. With metal or styrene side panels, 
45°-35° shielding. Available in 2, 3 and 4 lamp models: 
2-ft. and 4-ft. 20W and 40W fluorescent and 4, 6, and 
8 foot Slimline.—2, 3 and 4 lamp models 


SKYRAY SERIES same as above except with Alba 
Glass bottom. Also available for indirect lighting with 
styrene panel 








Complete TROFFER LINE available in open, glass, 
metal louver, plastic louver, Holophane Lens or Corn- 
ing Alba Glass bottom, styrene or metal louver bot- 
tom models; 1, 2, 3 and 4 lamps; 20W, 30W and 40W 

. as well as 48-inch, 72-inch and 96-inch SLIMLINE, 








|. RLM-APPROVED INDUSTRIAL FIXTURES Fluores- 
» cent and Slimline ‘Turret or Standard Sockets... 
Open or Closed End... 2, 3, and 4 lamp models. 








RLM-APPROVED 9%, UPLIGHT INDUSTRIAL SERIES 

. available in 2 and 3 lamp... 4-ft. and 8-ft. Fluo- 
rescent and Slimline...Open and Closed End... 
Turret Sockets. Reflectors finished in white porcelain 
or baked enamel. Also 25°, Uplight (not shown 


NEW 20/20 SERIES particularly adaptable for 
schools, institutions, etc., where economy of operation 
is a deciding factor. Available in 2 and 4 lamp, 40 watt 
fluorescent and 2 lamp. 4-ft. and &-ft. Slimline. Also 
available in one piece &-ft. channel using 4 40 watt 
lamps, 2 in parallel in tandem. Three types of 
shielding available: 35° x 25°, 35° x 45°, 45° x 45°. 
Louver fins equi-spaced for attractive appearance. 
Metal or styrene side panels 








’ 





RLM-APPROVED STANDARD DOME REFLECTORS 
... porcelain-enameled steel; green outside, white in- 
side. Available with Speed-Lox or Socket. T ype assem- 
blies in lamp wattages from 100 to 15°9. Reflector 
diameters 12-in. to 20-in, Shade Holder Type in lamp 
wattages of 100 to 200. Reflector diameters 12-in. 
to 16-in. 


HIGH BAY MOUNTING UNIT of heavy gauge Alzak 
aluminum with an efficient diffuse finish. Available 
with Speed-Lox pendant, outlet box or angle type 
hoods... or socket-type fitting. In 300W-500W, 16- 
in. and 750W-1500W, 18-in. reflectors. 


OPEN TYPE FLOODLIGHTS of heavy gauge construc- 
tion with porcelain-enameled green outside, white in- 
side. Calibrated for horizontal and vertical adjust- 
ments. In 300W-500W, 15” x 16” x 21” reflectors. . . 
750W-1500W, 16” x 18” x 21” reflectors . .. both Open 
or Concealed Wiring Brackets. 


ELECTRO SILV-A-KING CORPORATION 


2000 West Fulton Street + Chicago 12, Illinois + Fairfield and State + Bridgeport 5, Connecticut 
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NEW ADJUSTABLE NO- 


NO NOTCHING — FASTER, 


EASIER INSTALLATIONS 
You profit when 


custome! 


you offer your 

; new ad- 
justable Hanger. 
Eliminate 
stallation 


hanger used primarily 


speeds in- 
— A multi-purpose 
for shal- 
low or dee p boxe in new con- 
ptable to re-wir- 
too. A 3-in-l bar 
n 


iCKea DY al 


to 


struction. Ada 
ing old work, 
hanger b uncondi- 


tional 


puarantee 


TO LOCK IT 


a 


aa 


“OF 


a 


save time and money. You'll get 


plenty of repeat business and profit from this item. 


Once it’s tried it’s always used! 


BLACKHAWK NO. 470 
CONNECTORS 

Strong, durable, non-rusting 

plated. 

- full 


id steel lock- 


cast alloy, vily zine 
Preci 
tive 
nut 
ture. Full 


tapered point 


posi- 
thread 
with positive locking fea- 
length fili head 
screws for fast, 
ea installation. No. 470 for 
*‘ABC”’ or flexible conduit. No. 


425 for 


ter 


non-metallic cable. 


BLACKHAWK NO. 711 SERVICE 
ENTRANCE CABLE HEADS 
with 

er. Heavy § steel 
iole saves time, 
attach- 


Features cast alloy be sepa- 


cable 


permit quicK arn easy 


wo 


ment to building. 


BLACKHAWK NO. 1426 
CONDUIT ENTRANCE CAPS 


Special high strength non-cor- 


aluminum alloy. 
) pos 
ter head cap holding screws. 
All thread: 
cut. For 
service. 


Easy 
F ilis- 


rosive 


and positive t ition. 


are clean and full 
3, 4, or 5 wire 


9 
“~, 


WRITE FOR FREE CATALOG 


JUST FLIP IT! 


NOTCH BAR. HANGER iw 
\ a, 


= 


NO BOLTS! 
NO SCREWS! 
NO NUTS! 


AB] No. 560-12" to 18"; 
ae No. 561—18” to 26” 


BLACKHAWK SNAP-STRAPS 

“The strap with the built-in bump.”’ For rigid or 
Exclusive self-holding feature 
saves time on the job, eliminates fumbling and 


thinwall conduit. 
dropping, makes difficult installations easier. Made 
of heavy gauge steel, zinc plated after fabrication. 
Wide range of sizes for rigid and thinwall conduit. 
(Patent Pending.) 
BLACKHAWK NO. 3626 STEEL 
CLAD WIRE HOLDERS 
Made with heavy 
and supporting strap. No. 22 
square shoulder screw. All 
metal parts hot dip galvanized. 
Porcelain has compression 
strain only. REA approved. 


steel base 


BLACKHAWK NO. 514 
YARD LIGHTS 


Highest quality porcelain 

enamel reflector, independ- 

ently mounted. Zine plated 
cast iron head and flange, galvanized conduit 
extension. Wired with porcelain socket and 
No. 14 TW wire. 


ELECTRICAL CONSTRUCTION AND MAINTENANCE ... MID-SEPTEMBER, 1953 





FOR YOUR BUILDING WIRE REQUIREMENTS 


Rhode Island TW Besto-Wire is available in sizes from 14-gauge 
all the way through 500,000 circular mil...used in every type 


of residential, commercial and industrial construction. 


Rhode [sland TW Besto-Wire is a favorite with electricians on 
the job...easy to handle ...easy to pull... provides the highest 


degree of resistance to heat. cold, abrasion and moisture. 


Write Dept. EPG-9, today for Illustrated Brochure, 


National Sales Offices: * 624 S. Michigan Blvd. + Chicago 5, Illinois « HArrison 7-6050 


+? 
ee 
| 
, | 
| 


RHODE ISLAND INSULATED WIRE COMPANY, INC 
50 BURNHAM AVENUE «+ CRANSTON ¢« RHODE ISLAND 
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THE EDWIN F. GUTH COMPANY 


2615 Washington Ave., St. Louis, Mo. 





THE REALLY 
COMPLETE LINE OF BOTH © 





FLUORESCENTS 
AND INCANDESCENTS! 


—featuring new GUTH 4-FT. SLIMLINE SYSTEM 
available in every GUTH fluorescent fixture 
® no starters or starter troubles! 

® easy to handle Single-Pin 


lamps! 


® light in two steps almost 


instantly! 


When you specify GUTH Luminaires you get the benefit of more than 
a half-century’s experience in pioneering better lighting. We make 
good specialized equipment for every lighting need—all precision- 
planned for economical installation and maintenance: 


FLUORESCENT: Commercial and Industrial; Glass diffused, Eggcrate 
shielded, totally indirect, luminous indirect, recessed troffers and 
exposed lamp types. 


INCANDESCENT: Commercial and Industrial; Indirect, direct and semi- 
indirect types; also high bay reflectors, exit and utility lighting units. 


GUTHLITEX — 
the revolutionary 
“Jacknife” Hinge 
Luminaire that 
swings down for 
easy relamping 
or cleaning right 
from the floor! 
For 2 40 or 2 
85-watt or 2 4- 
ft SLIMLINE 
lamps; ceiling or 
suspension, unit 
or continuous 
mounting. Simplest fixture to install. Bulletin 
845-V 





id ORRIDOR UNIT—with GrateLitex* 
Louver-Diffuser. Fills wide hallways and cor- 
ridors with practical, wall-to-wall light. Lamps 
shielded by easily maintained GrateLite 
Models: 4° & 8 for 1 of 2 lamps. 

*@®**U.S. & Can. Pats. Pend. TM. Reg. 
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WYTE-LINER—white inside and outside (takes 
gloom off ceiling). AIRFLOW channel for 
longer ballast life. Reflectors 300° Permalux 
or Porcelain Enamel. Made in 2 and 3 40- 
watt, 2 85-watt, and 4- and 8-ft. SLIMLINE 
lamps. Easy to install and clean. Catalog 48-V. 





“LITE-BLOX” RECESSED TROFFERS—for |, 2, 
3 or 4 lamps: 20-, 40-, 85-watt, or 4-ft., 6-ft., 
or 8-ft. SLIMLINE. Exclusive end KO’s provide 
exact 48.0’; modular design for unlimited pat- 
terns. Wide variety of shielding and diffusing 
glass panels available; also ALZAK reflectors if 
desired. Bulletin 869-V. 





“ALL-SQUARE”—for recessing. One-piece 
die-cast frame. Light-leakproof. Widespread 
or concentrating lens—sizes 61/2" sq., 8” 
sq. & 12’ sq. PRE-WIRED. Removable top 
and drop hinge bottom for servicing from 
above or below. Catalog 49-V 





SEELUX*—+totally indirect open bottom Lu- 
minaire for Silver Bowl Lamps, with modern 
ALZAK concentric louvers; for stem suspension 
or close mounting. Bulletin 864-V. 


Sh 


ARISTOLITE *—hinged glass panels swing open 
for easy cleaning from floor with handy serv- 
icing tool. Also with center Eggcrate louvers 
For 2, 3 or 4 40-watt or 2 or 4 4-ft. SLIM- 
LINE lamps; ceiling or suspension, unit or 
continuous mounting. Write for Bulletins 812-V 
and 820-V. 








PEER-LITE—the new, ultra-modern fixture of- 
fering great flexibility. Forms any pattern— 
T, H, 0, +, 1, 20% uplight. Top plates avail- 
able for 100% downlight. For 2, 3 or 4 lamps 
—4' or 8’ long. Supplied with any type of lou- 
ver or glass diffuser you wish. (Shown with new 
GrateLite* * Louver-Diffuser.) Bulletin 900-V. 


SS 





TRUCOLITE* —versatile, highly efficient, semi 
direct type; can be used open, with Eggcrate 
louvers or diffusing glass bottom. For 2, 3 and 
4 40-watt lamps—also 2 and 4 4-ft. or 8-ft 
SLIMLINE lamps. Ceiling or suspension, unit or 
continuous mounting. Bulletins 814-V and 
852-V. 
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Look to 


National Electric 
for the | 











Uy iii, 


iy. ; ty, 











Conduit Systems 





AAA ‘ SHERARDUCT 


Full weight, threaded, rigid steel conduit fortified 
against rust and corrosion by the ‘Sherardizing 
process of galvanizing, for lifetime protection 
also Xduct Electro-Galvanized and Economy Black 
Enamel Finishes 


“XDUCT JUNIOR 


Electrical Metallic Tubing. Steel, electro-galvanized 










then further protected inside by a smooth, lustrous 
coating of durable enamel. 


National Electric 
holds the key to better 
Electrical Systems 


FLEXSTEEL 





Galvanized, flexible-steel conduit. Continuous runs 
from outlet to outlet reduce installation costs: Pro- 
vides an economical “pull-in pull-out” electrical 


sy ster 


TUE AN) ALGIES 





ai 
eS National Electric holds the key to efficient electric 
al 7 Been ‘ ° ° . 
Faia distribution for new construction or modernization 
of industrial, commercial, residential or institu- 
apres tional buildings. That's because each National 
agai ; * 
é Electric distribution system is especially designed 
« >. ai 
al - to meet certain specific wiring needs and to with- 
t , 
stand the rugged requirements of American industry. 
National Electric Products stands for highest quality, 
LP. “PLUG-IN” BUSWAY : : 
a name immediately recognized as a leader in the 
A losed hie tem f istributi - c 
ee eer synem for ciirhuing dec electric industry for nearly 50 years. It is this 
trical power, 225 amperes up to 1500 amperes, ’ : . 
600 volts or less. Approved for mounting in hori- leadership that has made National Electric the 
tal ilael| it - ° P P 
montar oF vertical position. 14 Plug-in openings per world’s /argest manufacturer of electrical distribu- 
10° length, staggered on two sides, permit insertion 
of devices convenient to equipment tion systems today. 
a Your electrical distribution system is the lifeline of 
Sa your business. Select it with care. Look them all 
“lem over. Study their features and the “added extras.” 
y Compare them for quality, for convenience, for 
of 


Vy we A h _ economy, for flexibility, for salvability. Whatever 
WAL > al, ° . : ‘ 
% Le / i your electric distribution problem, we think you'll 


agree——it's National Electric all the wa) 


Le-LOSS FEEDER BUSWAY All National Electric Products are listed by 


Underwriters’ Laboratories, Inc. where applicable. 
Designed for transmission of electric current up to 


4 amperes at 6 volts or less. Insulated copper 
bars mounted on close centers provide low reac 
tance —high efficiency. Ideal for welding and other 
ola lol] IMmiel aici Mi lolelohMelale Mle Matt lame] *]*)idelile rs) 


Approved for vertical or horizontal mounting 


The steel underfloor raceway 
system that provides conven- 
ience outlets at the floor sur- 
face. For power, lighting, tele- 
phone and signal service in 
any type of floor construction 
Safe, attractive service fittings. 


The new Nepcoduct Indus 
trial Underfloor Wiring 
System is a steel raceway 
of 4° internal width and 
depth. Suitable Junction 
Boxes, Assembly Parts and 
Service Fittings complete 
the System. Brings outlets 
already threaded to the 
floor surface for quick, 
efficient power service to 
machines located any- 
where in the plant. 























Used in conjunction with Fenestra Steel Floor Panels, Nepco 
Header Duct System is an all-steel grounded raceway from 
the distribution outlet to the structural steel floor panels. Electric 
wiring through this combined raceway system provides the 
availability of electric outlets in any square foot of floor area— 
a completely electrified cellular steel floor. 


A hinged-lid steel wireway 
for feeders, branch circuits, 
control and signal wiring up 
to 600 volts. Speeds power 
rewiring. Eliminates exposed 
wiring hazards. Hanger type 
coupling permits flush mount- 
ing when necessary. Painted 
gray for color harmony. Gal- 
vanized Wirewa also avail 
able for maximum corrosion 
resistance in coastal areas, 


Multi-outiet wiring assemblies that provide outlets 
every 18°’ or 6’. Modern, streamlined trim. Safe 
and strong. Type CF2-G (with system grounding 
facility) for portable equipment, tools, etc. Grounded 
or ungrounded devices from same outlet. 


A 2-piece, all-purpose industrial ‘lay- 
in’ raceway for every type of service 
up to 60 amp. No wire fishing. Accom- 
modates all manufacturers’ approved 
devices. Economical to install for to- 
day's wiring needs yet has plenty of 
capacity for tomorrow's requirements. 





“ha. 





" 
For All Systems 3 





Write for complete detailed catalogs 
and specifications. All National Electric 
Products are listed by Underwriters’ 


Laboratories, Inc. and sold through 
Steel for Permanence ~- leading electrical distributors, 
Grounded for Safety 








EVERYTHING IN WIRING POINTS TO 
—— ie ————» 9 





National Electric Products % 
PITTSBURGH, PA. LS) 


3 Plants «+« 7 Warehouses . 34 Sales Offices 


NATIONAL ELECTRIC PRODUCTS CORPORATION 


Pittsburgh, Pennsylvania 


Please send me catalog information on the following steel clad wiring systems. 
Conduits Underfloor Raceways Surface Raceways Wire and Cables 


Busways Boxes and Fittings 








For all your CARBON BRUSH requirements .. . 
depend on KIRKWOOD cc, 


You'll find Kirkwood Carbon brushes are priced right, last longer. 
cause a minimum of commutator wear and therefore reduce 
maintenance costs. 


We not only make the brushes, we are basic manufacturers of 
carbon-graphite and metal-graphite products. 


Physical properties are controlled and all styles are produced 
under rigid specifications. 


Kirkwood carbon brushes are ‘grade engineered” according to 
the application. 


OVER 750 SIZES IN STOCK FROM COAST TO COAST 


WRITE FOR CATALOG NO. 48 


KIRKWOOD CARBON CORPORATION 


Successor to Wisconsin Carbon Corporation 


4832 RIDGE ROAD e CLEVELAND 9, OHIO ¢ SHadyside 1-1559 


For all your COMMUTATOR requirements . . . 





depend on KIRKWOOD 


Kirkwood dependable commutators insure against serv 
ice failures because they are engineered for accuracy, 
precision machined to bore a’id diameter, bars won't 
throw. high grade mica, heat treated to reduce expan- 
sion and excess mica binder. Kirkwood commutators 
will withstand the most severe changes of heat, speed 
and vibration . . . over 10,000,000 now in use. 


We can refill your old cores or supply banded assem- 
blies. 


OVER 1000 SIZES IN STOCK FROM COAST TO COAST 


WRITE TODAY FOR 
OUR NEW NO. 3 


KIRKWOOD 


COMMUTATORS 


THE KIRKWOOD COMMUTATOR CO. © 1345 CARNEGIE AVE. © CLEVELAND 15, OHIO 
ER ONL LC 
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MARTINDALE ELECTRIC CO. 


1309 HIRD AVE. 


MARTINDALE COMMSTONES 


Made in 5 grades for commutators and brass 
or copper slip rings and 3 grades for cast iron 
or steel slip rings in all necessary styles and 
sizes. 


TYPE “C’ COMMSTONE HOLDER 


-_ a | 


Holds Commstones rigid and true for concentric 
resurfacing of commutators and slip-rings while 
running at normal speeds in their own bearings 
Grinds commutators up to 434" wide. Used with 
two Commstones in stone holder or one Comm 
stone in 2” box 


COMMUTATOR GRINDING TOOLS 


For grinding larg- 

er eccentric com- 

mutators. Made in 

any length from coe 

6” to 48”. Price 

for length of 10” 

or less, complete 

with Round Stud 

Supports, Adjustable Wedge Blocks or “T” 
Support $95.00. For over 10” add $1.50 for 
each additional inch. Uses 2x2’x8” Keystone 
Type Martindale Commstones. Also made 
with right angle drive. 


MARTINDALE PROTECTIVE MASKS 


: —— 


PLACE HEAD: 
jOAND WELL 
uP AROUND 
HEAD TO KEEP 
FROM SLIP 
PING DOWN 





PRESS NOSE 


PRESS EDGES 
= OF FACE PLATE 
OOWN TO FIT 
FACE SNUGLY 


AGAINST THE 
NOSTRES 








Weigh less than 2 ounce 


Clean, cool, comfortable. Furnish excellent 
protection against non-toxic dusts except free 
silica. Replaceable cotton pads are inexpen- 
sive and sanitary. 
Masks pit ete 
Refills No. 1 std. wt. 
Refills No. 2 hvy. wt. 
Discounts 
Less than $10.00 list ; 
10.00 to $24.99 list 
25.00 to $99.00 list. 
100.00 or over 


MICA UNDERCUTTERS FOR 
SLOTTING COMMUTATORS 
Nine Motor and Air Driven Types 


Imperial Undercutter, illustrated, is efficient 
for portable or bench undercutting. Will 
undercut a 10” bar in 10 seconds. Will cut 
either “V" or “U” slot. Complete with cord, 
switch, flexible shaft and 110 volt 60 cycle 
motor . . . $125.00. 
Write for prices on other currents. 
MARTINDALE MICA-MILLER 
(Also Air Driven) 
Light weight (91% Ibs.) 
machine operates at 2800 
r.p.m. with 1/5 h.p. uni- 
versal motor. Cuts either 
“NV” or “U" slot, rapidly 
and = accurately. Has 
switch in handle. 


Complete with 4 
VHS or 8 HS Saws 
Gipectty 11S) or 

30 only 
$86.00 


MICA SAWS AND “Vv” 
CUTTERS 


We carry a complete line of all sizes of high- 
speed steel undercutter saws and “V” cutters 
for immediate shipment. 


ARMATURE WEDGE 
REMOVER 


The coarse teeth on this tool 
bite firmly into wood and 
fibre wedges and save time 
in removing them quickly. Price $3.75. 
ARMATURE WEDGE 
DRIVERS 


Has outer shell made of brass to avoid rust. 
Driving pin made from steel. 11 sizes. 


HANDLE TYPE COIL TAMPERS 
& 


Made with 12” handle will either pry or 
hammer coils in place. Spoon shaped handle 
will pros ends of coil in position. 

No. 1—3/16" x 

No. 2—5/16" x 1%.. 

No. 3—%”" x 11%" face........ 








CLEVELAND 7, OHIO 


MARTINDALE GROWLERS 
Portable 
Growler 
Type U-2 


This universal adjustable growler can be used 
as an external growler for armatures (from 2” 
dia. up) and internal growler for stators 
(from 534” dia. up). 110 volt, 60 cycle $44.00. 
Write for prices on this and five other types. 

MARTINDALE WHEEL AND 
GEAR PULLER 


Adjustable arms pull straight without squeez- 
ing the work. Set screws prevent spreading. 
Made in 2 styles and 4 sizes up to 24” 
diameter. 
MARTINDALE “TONG-TEST” 
AMMETERS 


For reading alternating 
or direct current on 
either bare or insulated 
cables. One hand oper- 
ation. Made in many 
ranges and several 
styles. 
BLOWERS AND 
VACUUM CLEANERS 


Martindale Blowers are available in 4 sizes 
from 1/3 to 1-1/3 H.P. Suction attachments 
are made for all sizes. Write for information 
on other blowers. 
V.A.O. TESTE 

Rugged, de- =o eee ee 

pendable in- , ) 
strument for 
bench or 
field use— 
tests for 
A.C. and 
D.C. Volts: 
0-2.5, 0-10, 


‘ 


plete with Stet Minute 
leads. Heavy Neolite carrying-case is avail- 


able. 


Send for complete 64-page Catalog No. 29 of Industrial Maintenance, Safety and Production Equipment. 
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500 


600 


30° l 
15 0° fp} 








Distribution—NO. F-1540 
with 150 Watt Lamp 


a 
Elegant and Efficient 
Lighting for 
Reception Rooms 
Lobbies 
Private Offices 


DAO Senies... Featuing the New 


Dished \NCANDESGENT GONTROLENS* 


@ SCIENTIFICALLY DESIGNED . . . by Holophane 


Engineers, these units provide (1) high output 
(2) controlled distribution (3) minimum glare. 


NEW PRISMATIC PATTERN . . . of the drop-trim Dished 
CONTROLENS produces the utmost in architectural 
beauty as well as effective illumination . . . 

intensive light pattern . . . 1.25 spacing ratio. 


MODERN CONSTRUCTION .. . conveniently sized to fit 
standard acoustic block. Available in two depths —8 %” 
and 4'24”—for normal and shallow headroom. 


Architects, engineers ond contractors are invited 
to write for complete data, without obligation. 


a HOLOPHANE COMPANY, Inc. 


Restaurants Lighting Authorities Since 1898 * 342 MADISON AVENUE, NEW YORK 17, N.Y 
*® THE HOLOPHANE COMPANY LTO, THE QUEENSWAY, TORONTO 14, ONTARIO 
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The KIRK & BLUM Manufacturing Company 


3103 FORRER STREET CINCINNATI 9, OHIO 


SHEET STEEL ENCLOSURES for ELECTRICAL CONTROLS 


“Custom Built’’ units of sheet steel and Light Plate, Stainless, 
Aluminum, Monel and other alloy fabrication. Parts 
and assemblies made to exact specifications. 


Whatever your requirements for Cubicles, Control 
Desks, Switch Gear Housings, Kirk & Blum’s 46 years 
of experience and modern expanded facilities are your 
guarantee of obtaining sheet metal products accurately 
fabricated in %” or lighter metals. 


We are completely equipped for cutting, shearing, form- 
ing, bending, rolling, welding and assembling com- 
pleted products or assemblies. Our facilities, efficiency 
and quality standards are held in high esteem by elec- 
trical engineers the nation over. That fact is proved 
by the widespread use of control equipment fabricated 
by us. 





Kirk & Blum Engineers interpret your blueprints with 
tll absolute fidelity and our skilled workmen, trained in 
ol par ate for Sepa sonic Tunnel fabricated by Kirk & Blum for the use of specially built equipment, produce your 
al Adv ory Committee for Aeronautics work the way you want it. 


Some of the Many Items 

a Regularly Manufactured 

59 ‘ y Controi Boards, Panel 

Oe i Boards, Gauge Boards, 
Hy . | Running Light Panels, 

i] 1} ae (ag Diesel Panels, Degaus- 


sing Panels, Test Panels, 





Alarm Panels, Switch- 
boards, Metal Enclosures, 
Connection Boxes. Send 
us your blueprints and 
specifications for prompt 
estimates. 


F iu z Distribution Boards, 














WRITE FOR NEW 
BOOKLET: 


“Custom-built Elec- 
trical Enclosures” 











Weatherproof housings for 
outdoor meter installa- 
tions. 


10 ga. Control Desk for 
Mitchill Power Station, 
West Penn. Power Co. 


“WE BRING YOUR BLUEPRINTS TO LIFE” 
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~ 
~ 


fap 


ONLY 3 SIMPLE PARTS .. ~~ " 


,* Build the exact TERMINAL BLOCK you need 
ASSEMBLED IN A JIFFY WITHOUT TOOLS in sizes from one pole in circuit to 24 poles. 


Lugs U/L Tested for wire range 16-6 and rated 50 amperes. 


WRITE FOR ILLUSTRATED BULLETIN 
showing full details of construction, 
instructions for assembly, 


336) 


prices etc. 


Tough, hard-worked electrolytic 

copper connectors; mechanically rugged; 
out-perform cast alloys; greater 
conductivity; cooler operation; 

more economical. 


MANY MILLIONS IN USE 


VT MODEL 5 sizes 
#14-600 MCM ASK FOR 80 PAGE CATALOG 


Flash silver plated 


5741 MARIEMONT AVE. 
CINCINNATI 27, OHIO 
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only %” thick 


unconditionally 
guaranteed 


new one-piece 
molded case 
better insulated 


) 
now unconditionally guaranteed no. 41 levot(er switch 


improved with new one-piece phenolic case 


You can save money by specifying the 
Model 41 Levolier Switch because its use eliminates the 
need of replacement and reduces maintenance costs. It 
is the only switch unconditionally guaranteed against 
failure in lighting circuits. And now the Model 41 has 
a new rugged one-piece molded Phenolic case that pro- 
vides better insulation and makes wiring easier and fast- 
er. Requires only removal of mounting nut to slip mech- 
anism out of case and wire easily accessable terminals. 
Insert in case, slip lever through mounting means and 
replace nut. It is a 6 amp, “T”’, 125 volt; 3 amp, 250 
volt switch, only 5” x 144” x 134”. The No. 41 insures 
dependable lifetime service for conduit box and erg id 
mounting, incandescent or fluorescent lighting and for 
FHP motor control. Underwriters’ Laboratories Inspected, 


Send for the new McGill Catalog No. [Z 
49-A describing the full line of Levolier - 2 
i 4] 


Switches, Sockets and Lamp Guards. 


MSGILL 


electrical specialties 


McGILL MANUFACTURING COMPANY, INC. 
450 N. Campbell St., Valparaiso, Indiana 





model 1010 
10A “T” 125V 
model 71 
6A “T” 125V 


all are MGI — 


model 25 
6A “T” 125V 
Colored plastic levers 


model 2020 
20A 125V 


4100 series 
Industrial socket 
600 watt — 250 volt 
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NON-INDUCTIVE* 


Nis.W CABLE RACKS ONE-PIECE CASTING 


With these M&W non-inductive racks, 
featuring a notched porcelain bushing, 
there is nothing to take apart. Simply 
loosen one screw and the porcelain bush- 
ing rotates to install or remove. Partially 
closed metal around conductor results in 
firm cable support without need for other 
non-ferrous parts. These quality-made 
racks handle cable from 5/16” to 242” 
diameter. 





M & W Watertight Entrance Cable Fittings 


A complete line of M&W service entrance cable connectors 
to fit 34“, 1” or 1%” threaded hub or knockout. Connectors 
can be furnished in the two screw or hex-nut type. M&W 
Connectors can be furnished with Neoprene bushing or Dux- 
seal Compound. The tapered Neoprene bushing forms a 
positive watertight seal that withstands severe service for 
years. Silicone bushing also available if required. Cable 
sizes from two or three conductor #10 to two or three con- 
ductor +2. M&W Entrance Cable Fittings are widely used 
and recognized for their quality and dependable service. 





M & W Non-Watertight Service Entrance Fittings 


Here’s a complete selection of non-watertight connectors for 
2, %, 1 and 1%” knockout or threaded hub. These are 
two screw connectors for all sizes of entrance cable including 
three-conductor #2. 





M & W Service Entrance Heads 


Available in a complete line of entrance cable heads from 
three conductor +10 to three conductor +2. Also available 
are conduit service caps and ells from 1% to 4” in aluminum 
and malleable iron. 





M & W Grounding Fittings 


Can be furnished in cadmium plated malleable iron or bronze. 
Fittings available for 34” rod to 4” pipe. Write us your 
requirements. 





~ Write for new Complete Line Catalog 


Manufacturers of Watertight Service Entrance 
Connectors—Ground Clamps & Rods—BX- 


ence FitingeCondut’ Hanger) & inure A WW aU Ba Ute Tea aT 


Supports. : A a ee 2) on me) 
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ey 


! 
HT 
i 
. 
| 


40 SECONDS 
WITH REGULAR E.M.T 


20 SECONDS 
WITH NIKOH COLORLINE E.M.T 


NIKOH TUBE COMPANY 5000 S. WHIPPLE ST. CHICAGO 32, ILL. GROVEHILL 6-6500 


ot te Pe ee Ames 
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I-T-E outdoor unit substation 
outstanding example of power 
equipment planned for efficiency. 
This substation, a durable, 
weatherproof unit of trans- 
former and switchgear, can be 
located close to load center 
yet out-of-doors, where it will 
not take up premium production 
space inside the plant 




















Power is fundamental. The most modern plant, the latest-type 


production lines can be only as efficient as the electrical 


distribution system that feeds them. 


Plan ahead now, and avoid “patchwork” later. An I-T-E 
application engineer will gladly advise you how to get more 
efliciency from your power devices, how to lower distribu- 


tion costs, and get positive electrical protection for your plant. 





I-T-E METAL-CLAD SWITCHGEAR 


4160 volts — 600, 1200, 2000 amperes 
50,000, 150,000, 250,000 KVA interrupting 
For protection of main incoming lines and feeders. Modern 
horizontal drawout construction guarantees savings in 


inspection and maintenance. 


UNIT SUBSTATIONS 


300 KVA and above—Primary voltage 480 and above 


Coordinated Metal-clad and 600-volt switchgear, plus 
transformer. Substations reduce distribution losses by 


Stepping down voltage near point of utilization. 





600-VOLT 
DISTRIBUTION SWITCHGEAR 


600 volts — 6,000 amperes and below 
15,000 to 100,000 amperes interrupting 


For protection of low-voltage incoming lines and feeders. 





INDIVIDUALLY-ENCLOSED 
CIRCUIT BREAKERS 


120-600 volts 10-6,000 amperes 
5,000-100,000 amperes interrupting 
A complete line of large air (A), and molded case (B) 
circuit breakers for protection of single circuits to almost 
any type of plant equipment. 








From power line to production line 


---I-T-E BOOSTS PLANT EFFICIENCY 


From the main plant switchboard to the smallest circuit efficient voltage. Production lines are kept on the go. 
hre » . it . > » . ° . ° 
yreaker, I-T-E equipment boosts plant efficiency. Equip- In line with latest thinking, equipment ts compact, 


mentis designed to facilitate efficient power distribution, self-contained —can be located either indoors or out- 


to guard against overloads and short circuits, and to doors, according to requirements. Rugged, durable 


' | . ) or vay _ Pp » ; 
allow for quick restoration of service in the event of enclosures are available to satisfy every plant need. 


sudden power interruption. 
Modern design complements modern engineering. 
Your plant structure and costly capital equipment Standardized units facilitate expansion. Circuit breakers 
are fully protected against electrical hazards at all are easy to get at; maintenance is simple. Breakers can 


times. Loads are fed and maintained at proper, be quickly adjusted to compensate for load changes. 


And throughout—safety is the keynote 


For the utmost in service 
continuity... 
I-T-E Selective Tripping 


For those 600-volt switchgear applications in 
which absolute continuity of service is essen- 


tial, I-T-E offers an advanced selective-trip 





device which mounts as an integral part 


of the circuit breaker 


By allowing the circuit breaker closest to 
a fault to open first, while other breakers 
remain closed, the selective-trip device localizes 
trouble. Thus, batch processes and other criti- 
cal loads are insured against costly and unnec- 


essary shutdown, 


Through use of simple, compact I-T-I 
selective-trip devices, plants can realize an 


initial cost saving as high as 60%! 





Although Systems A and B (right) provide 
the same high degree of selective-trip pro- 
tection, System B actually costs far less to 
install. I-T-E Direct-Acting Dual-Selective 
Overcurrent Trip Devices eliminate separate 
relays, save space, and reduce maintenance. 


TO LOAD 








Dependable ITE Circuit Breakers — 


THE RIGHT FRAME SIZE, RATING, AND ENCLOSURE TO FIT EACH JOB 


SMALL AIR 
CIRCUIT BREAKERS 
(MOLDED CASE) 


4 Frame Sizes: 


LARGE AIR 
CIRCUIT BREAKERS 
(URELITES) 


4 Sizes: 


10 to 600 amperes 15 to 6,000 amperes 
600 volts a-c maximum > it. ' continuous 
250 volts d-c maximum tray Sw 15,000 to 100,000 
s amperes interrupting 
up to 600 volts a-c, 
250 volts d-c 


ENCLOSURE TYPES es ENCLOSURE TYPES 
INCLUDE: 2 INCLUDE: 


® general purpose . | ® general purpose 


© semi-dust-tight te ® panel-mounted 
© water- and dust-tight e dust-tight 
® explosion-proof <<og weatherproof 


CIRCUIT BREAKER CO. 


19th and HAMILTON STS., PHILADELPHIA 30, PA. 


Power Switching Equipment: R&IE Equipment Div., Greensburg, Pa. 
Canadian Mfg. & Sales: Eastern Power Devices, Ltd., Toronto 
Export Sales: Philips Export Corp., W. Y. 


circuit breakers « switchgear « unit substations « isolated phase bus struc- 
tures * mechanical rectifiers « electronic components « special products. 


























*This number constantly increasing 


you can specify exactly the units you need 


You can get precisely the luminaires you need for any school, hospital, office 
or store installation from the nearly 300 different FLEUR-O-LIER 
fixtures made by 22 leading manufacturers. 


AND ON EVERY UNIT YOU SPECIFY, YOU GET 
THESE EXCLUSIVE FLEUR-O-LIER ADVANTAGES: 


1. The FLEUR-O-LIER Index System 
Rating. This evaluates illuminating 
characteristics, shielding, brightness, etc. 


y I Complete photometric test data 
including distribution curves and 
coefficients of utilization. 





3. Certification. Electrical Testing Labora- 4, All FLEUR-O-LIER fixtures use 


tories certifies the units comply with Certified Ballasts and Certified 


rigid specifications covering electrical Starters. 


and mechanical construction. iy 
Sealitieg Satlaton is assured when you specify FLEUR-O-LIER 


—a FLEUR-O-LIER 


oe 


: ‘4 Manufacturers 
Write for classified . J 


list of Fleur-O-Lier ee 4 Ove : vee 1h One 
units and new 
booklet giving : he but of a group o 
details of ¢ Participation i 
Fleur-O-Lier t 
tien Geen monufacturer 





Fleur-O-Lier is 
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MULTI MULT 


FLOODLIGHTS VAPORPROOFS REFLECTORS 
ARE PREFERRED BECAUSE OF ||| ARE PREFERRED BECAUSE THEY 
ARE BACKED BY OVER 35 YEARS 


ARE PREFERRED BECAUSE THEY 
GIVE LASTING SATISFACTION. THEIR QUALITY. 
OF EXPERIENCE. 








ENCLOSED 
TYPE 
CAST 

5 tee & Seen ALUMINUM 

IMPACT ; 

RESISTING ees eaaiiin 

— 150 watts 

200 WATTS 200 watts 

500 WATTS 

1000 WATTS 

Ceiling RLM DOME 
Type QUALITY PORCELAIN ENAMEL 

WITH MULTI THREDLOCK SOCKET 


OPEN 
TYPE 


500 WATTS 
1000 WATTS 





PENDENT FOR 500 WA 
ELLIPTICAL WITH PORCELAIN REFLECTOR 
TYPE Po 
; rites iy’ GYMNASIUM FIXTURE FOR FLUSH 
Att I MOUNTING IN SUSPENDED CEILING 


500 WATTS 
1000 WATTS 


Box Cover Type 
for 442” Cast Box Cover Type 
Box—4” C-C. for 4” Steel Box 


HIGH BAY REFLECTORS IN 
ALZAK ALUMINUM OR 
PORCELAIN ENAMEL 














ALUMINUM 
WEATHERTITE 
LAMPHOLDERS 
FOR PAR LAMPS J : 
litenateasiatsii an ae | 
MULTI “ILE-LITE” 



































FOR 
COMPLETE 


errs OASIS ELECTRIC MFG. INC. meee 
3 MA U it Whe 4223 W. LAKE ST. CHICAGO 24 Eee 


SMALL A 
FLOOD-LIGHTING 
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Om insulated wires and cables 


GENERAL POWER AND LIGHTING CABLES 


(Interior and Exterior) 


DUCT AND 
CONDUIT 


Okolite-Okoprene cables in all sizes and designs, single conductor or 
multi-conductor with Okoprene sheath, braid or lead sheath overall, for 
service up to 35, voits and copper temperatures up to 75° C. 
Okoprene sheath bonded to Okolite rubber insulation and vulcanized 
together in a continuous metal mold. Excellent resistance to ozone, 
flame, oil and weather. No fibrous coverings to deteriorate. Requires 
no lead sheath in wet locations. Easy to splice and terminate. Also 
used for aerial or direct burial installations 


Okover varnished cambric cables in all sizes and required number of 
conductors for operation up to 28,000 volts at a copper temperature 
of 85° C. High resistance to ozone, heat and oil. High current carry- 
ing capacity and dielectric strength 


OVERHEAD 


Okolite-Okoprene Self-Supporting ae-ial cables in various constructions, 
single or multi-conductor or assembled singles, for operation up to 
35,000 volts at conductor temperature up to 75° C. Cable messenger 
and binder tape factory-assembled for easy, all-in-one installation 
Clearance problems reduced. Space saved in congested areas. Open or 
weather-proof wire circuits replaced. Full electrical protection. Better 
voltage regulation. ‘‘Dualay’’ construction allows tapping while “‘hot.’’ 
Designed especially for power distribution in heavy tree areas and for 
overhead distribution between buildings and substations 


Service Drop and Entrance cables in all sizes and styles, armored or 
unarmored, for overhead or underground connections 


DIRECT 
BURIAL 


Okolite-Okoprene neoprene-sheathed cables in all sizes and designs for 
operation up to 35,000 volts at copper temperatures up to 75° C. 
Provide high electrical stability and superior resistance to moisture, 
acid and corrosive soil conditions. No magnetic sheath losses. Light, 
flexible, economical. Easy to install and splice. Underground power 
distribution for airport, highway, series street lighting, and building 
entrances. 


Other direct burial constructions available: Okosheath, Parkway, Haza- 
sheath, Armortite. 


SUBMARINE 


Okolite-insulated cables (no lead sheath required) in all sizes and 
designs for service up to 35,000 volts at copper temperatures up to 
75° C. Protected with jute and galvanized steel armor wire. Excellent 
moisture and heat-resistance. High current carrying capacity and 
breakdown voltage. Low specific inductive capacity, power factor and 
dielectric loss 


SIGNAL AND CONTROL CABLES 


Okolite-Okoprene cables in all sizes and number of conductors. Con- 
ductors protected with individual Okoprene flame and weather-resist- 
ant sheaths. Color-coded per | PCEA specifications. Protected with 
overall sheath of tough, weather-resistant Okoprene sheath or other 
protective coverings such as lead, interlocked armor, braid, parkway 


PORTABLE CABLES 


Hazacord flexible cords and portable cables in all sizes and types with 
or without grounding conductors or shielding, for use up to 15,000 volts 
at copper temperature of 60° C. Mold-cured Hazaprene ZBF Sheath 
resists weather, flame, oil, and mechanical damage. Designed especially 
for cutting and loading machines, shuttle cars, reel locomotives, con- 
veyor systems, electric shovels, dredges and drag lines, welding ma- 
chines ond all portable electric tools 


COMMUNICATIONS CABLES 


Haozatel or Hazalatex multi-conductor communications cables with 
Hazalatex N neoprene-protected rubber insulation for all types of 
telephone and communication services with any number of conductors, 
with individual, paired, or quaded constructions as needed. Full elec- 
trical protection plus extra protection against sun-checking, oil and 
moisture at terminals. Small diameter. Overall sheath of lead or of 
weather-resistant Hazaprene (made with neoprene). 


HIGH TENSION PAPER CABLES 


Okonite-Callender oil-impregnated, paper-insulated cables of all types, 
sizes and constructions for service up to 230,000 volts at copper tem- 
peratures up to 85° C. High dielectric strength and current carryixg 
capacity. Available in all types, solid, oil-filled, gas pressure, and high 
pressure pipe type (both oil and gas) transmissior systems. For high 
voltage underground, aerial or submarine transmission lines 


X-RAY AND HIGH FREQUENCY CABLES 


Okolite-insulated shock-proof x-ray leads. Flexible, ozone-resistant. 
High dielectric strength. 

Okolene (polyethylene)-insulated wires and cables in all sizes and 
designs for high frequency service. Low capacity and power factor. 
High dielectric strength. Excellent moisture resistance. Used on coaxial 
cables for radar, carrier frequencies, television Also small diameter 
communication cables. 


Many other designs available including full line of tapes and splicing materials @ The Okonite Company, 1940 Canal Street, Passaic, N. J. 
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Here’s a solution to tough 
Threading Problems 


THE NEW LOW COST 


The newest member of the complete line of 
Oster money-saving threading machines is the 
No. 784 Thrift Model. Now available at mini- 
mum investment, it’s a machine designed to 
thread pipe and conduit quickly. . . efficiently. 
Features of the new Thrift Modelassure threads of 
highest quality even when the machine is oper- 
ated under rough conditions. For instance, the 
front gripping chuck of the new Oster Thrift 
Model is fast and positive. Operated by hand- 
wheel, it requires no wrench and handles pipe 
size change quickly and easily. The rear center- 
ing chuck of the new Thrift Model is universal, 


The Oster No. 422 Power Vise Stand is 
fast, dependable, and sturdy. It's easy to 
operate ... easy to move, and handles all 
sizes of conduit up to 2”. Pick it up and 
throw it in the back of your truck. It can 
take it. 





THRIFT MODEL 


wrenchless, quick-acting . . . non-binding. 
Twoquick opening, detachable, lever operated 
die heads cover the entire pipe range of 1” to 
4”. Extra range of the Thrift Model is 4%” and 
“". These die heads are provided with both 
positive locking device and means for adjust- 
ing all dies simultaneously for over or under- 
size threads. 

The new Oster Thrift Model is quality built to 
handle tough jobs for the man who 
has a small budget. For a free, fully 
illustrated, factual booklet about 
the Thrift Model, write us today. 


FACTS 


about the 


DOSTER 


For Rugged Economical Portable Threading Machines Look to Oster |" #0 | 


al 
4 \ The Oster No. 502 “Pipe Master” with standard 
rs range from 2" to 2” and extra range of 4” and %” 
} is the answer where a portable machine is needed 
for shop operation. For complete information 
about the Oster portable machines write us today. 


MANUFACTURING CO. 


Main Office and Factory: 


2081 East 6Ist St., Cleveland 3, Ohio 


1893 * CELEBRATING 60 Years Leadership in the Threading Industry * 1953 
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0.Z. ELECTRICAL MANUFACTURING CO. 


262 BOND STREET, BROOKLYN 17, N. Y. 
Representatives in all Principal Cities 


They're 0. K. if They’re 0. Z. 


TERMINATORS 
CONNECTORS 





CONDUIT FITTINGS * CABLE 
CAST IRON BOXES ° POWER 
SOLDERLESS CONNECTORS 
GROUNDING DEVICES 


CABLE SUPPORTS 
CONDUIT TYPE 


CABLE SUPPORTS 
SPLIT TYPE 





ft 


INSULATED 
BUSHINGS 





FITTINGS 





BAKELITE 
BUSHINGS 





TERMINATING 
POTHEADS 


SEALING 
BUSHINGS 














SPLIT 
COUPLINGS 


COMBINATION 
LUGS 


EXPANSION 
FITTINGS 


COMBINATION 


TWO-WAY 
CONNECTORS 





a _ 
[ SOLDERLESS 


CONNECTORS 











CAST IRON BOXES | 





COMBINATION. 
TEE AND 
PARALLEL CONNECTORS 


EXPLOSION PROOF WEATHER PROOF 
TYPE TYPE 


SERVICE TAP 

















T-CONNECTORS, TUBE 


TO MULTIPLE CABLE TYPE — 


CLAMPS 
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IT’S THE NEW 


Turnlok 
LINE 


Receptacles ... Caps 
Connectors 


"A Turn of the Cap 
and It's Locked" 


Write Dept. G 


You... 


for POSITIVE, 
DEPENDABLE 
ELECTRICAL 
CONNECTIONS 


USE P&S TURNLOK — wherever the uninterrupted flow 
of electrical current means TIME SAVED — MONEY SAVED 
— INCREASED SAFETY. Designed for quick, easy wiring — 
with added safety features—P&S Turnlok will give years 
of trouble-free service. 


YOURS FOR THE ASKING 


The new 8-page descriptive manual 
with complete illustrations, dimensional 
and catalog information. Just drop us 
a line on your letterhead. 


PASS & SEYMOUR, INC., SYRACUSE 9, N.Y. 


NEW YORK OFFICE 
71 Murray St., New York 7, N. Y. 


CHICAGO OFFICE 


1229 W. Washington Blvd., Chicago 7, Ill. 
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PHILADELPHIA 
ELECTRICAL & 











PEMCO STREET LIGHTING : PEMCO 
America’s pioneer in the field! Designed SERVICE STATION 
for efficient, low-cost operation, flexible LIGHTING 


to meet changing con- 
ging Many years of serving 


this field has taught 


Pemco its special needs. 


ditions. Luminaires to 
meet your needs and 


specifications, : 
4 Pictured here are just 2 


of the many new Pemco 
developments—practical, 
versatile, sure to find 


acceptance, 


607 OR B13 TYPE 
LUMINAIRE 
LESS HOOD 
wit ACCOMMODATE 
EITHER REFRACTOR 
OR GiOBe 


216 REFLECTOR 
& DETACHABLE 
SHIELOS 


92 HOO =_ 
492 HOOD ag New Pemco Weather- Can occcommodate up 


= Batten 5 proof Mounting Trough to 10 lamp holders! 
1) REFLECTOR LESS HOOD 


INTERCHANGEABLE PARTS simplify the street lighting PEMCO FLOODLIGHTING 


problem, provide low-cost maintenance, reduce inven- is adaptable to a wide vari- 





tory, make changeover easy when conditions demand it. ety of uses. Latest designs are 


weatherproof, bugproof, pro- 





vide efficiency and long life. 
Write for complete catalog of 
PEMCO provides a complete line of street lighting J Pemco floodlights and specifi- 
standards, both Union Metal and American Concrete, , cations. 


featuring ease of installation and assured long life. 





PEMCO CABLE LAYER PEMCO PROTECTIVE LIGHTING 


In industry, power plants, 
ship or railroad yards 
where security must be 
maintained, these specially 
designed Pemco Luminaires 
are highly effective. Often 
used along the perimeter 
of a protective fence, open 
yard warehousing area, 
etc., these lights ore prac- 


tical, durable. 
Offers the low-cost solution to ex- sei 


tension of lines. Lays cable under 
nearly any soil condition, saves 
expensive trenching or pole line 
construction. 





WE SHALL BE GLAD TO CONSULT WITH YOU ON YOUR OUT- 
DOOR LIGHTING PROJECT. JUST WRITE US OR CALL FOR NAME 
AND ADDRESS OF YOUR NEAREST PEMCO REPRESENTATIVE. 


PEMCO’'S COMPLETE 

CATALOG is yours 4 

for a postcard! Illus- S d | ep 4 0 t i | C e 5 
trates hundreds of 

Pemco Lighting 

products, engineer- 1N ALL PRINCIPAL CITIES 


ing data, specifico- 
tions, an invaluable 


reference. PHILADELPHIA ELECTRICAL & MFG. CO. 1200 N. 31st Street, Phila. 21, Pa. 


ALSO MAKERS OF THE FAMOUS PEM ELECTRIC WATER ATER 
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CAN YOU GET 
CONDUIT DELIVERY 
INFORMATION 


nt . . - immediately? 
PITTSBURGH STANDARD 
SALES CONTROL CENTER . . . accurately? 


YOU CAN FROM 


| PITTSBURGH 
S)TANDARD’S 





om HOW THE 


“SALES CONTROL CENTER” “SALES 
SPEEDS YOUR PURCHASING SS roo) bate) e 


Pittsburgh Standard’s Sales Control ‘ $e Cc ' NTE R i 


Center is the single coordinator for 
production, sales,and delivery information 

for all Pittsburgh Standard agents 

throughout the world. It completely eliminates 
“going through channels”’ . . . speeds 
purchasing immeasurably. 


When you need information for your raceway 
requirements, your Pittsburgh Standard agent 

writes, wires or phones the Sales Control Center, 

and facts, not guesses, are ready for him immediately. 
He can quote you at once, price, delivery 

and pertinent details. 


There is no longer any point to waiting long intervals 
for information on rigid steel conduit, E.M.T., elbows, 
couplings and fittings on which to base your bidding 
estimates and work schedules. Pittsburgh Standard 
products have a 50-year reputation as the 

“Standard of the Trade’’. Here, indeed,is Service YOUR PITTSBURGH STANDARD 
to match that Quality. AGENT 





RIGID STEEL CONDUIT 


Electro-Galvanized 
Hot Dip Galvanized 
Black Enameled 


ELECTRICAL METALLIC TUBING 
ELBOWS - COUPLINGS - FITTINGS 





WHOLESALERS 
IN PRINCIPAL CITIES 


61 BRIDGE ST., PITTSBURGH 23, PA. - PLANTS at MORRISVILLE and ETNA, PA. 
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bu buy quality... you got pric. 
when you buy Circle F ! 


a 





Ss Cae i POR oO 




































re 

% 

: + 

; : ts 

rt No. 212-0 dor 3 

Ne. 3210 i PORCELAIN KEYLESS ] F 
TWO sel OUTLET BOX RECEPTACLE nv Rn 

SINGLE POLE 3%4"—4’ : . b 
SWITCHES Open Terminals—Flush Back a Mg 

ates with Shadeholder Groove ! ; 

ensene Pee is 660 Watts—250 Volts potions a 
SA.-250V, 10A.-125V.[T] No. 212—For 344" Box RECEPTACLE ~ 
NOTE-Supplied with drain holes ith Wide E b 

No. 3202 Common Feed No. 3201 to meet R.E. A. specifications. $ bast 1 Shots _ Q 
tas Car SINGLE POLE SWITCH ab date wae Meets Federal ie 
: AND RECEPTACLE y Spec. W-R-1S1A é 
‘ Common Feed 7 and R.E.A. He 
' T Rated Switch 7 Requirements pA 

it Double Contact Receptacle 10A.-250V § 
‘ Switch 15A.-125V. it 


5A.-250V.—10A.-125V. 


Receptacle 
10A.-250V.  15A.125V.  §f 
No. 3200 Separate Feeds — 
ee. % Je 








Pe oe = 


aw 





Pe eae Sn 
5 RL 


~ 2p pe pres 


PROP 


el 


No.1850 
No. 122 RUBBER 


WEATHERPROOF 
SOCKET 
with Shadeholder Groove 


SINGLE CIRCUIT CANOPY 
PULL SWITCH 




















660 Watts 660 Volts ¥ 1A.-125V. 4 Db 
Furnished with 6 inches ¥ 3A.-125V. 1A.-250V. a s) oy 
of No. 14 stranded rub — son } e 
: nities ciscermes No. 2035 
ber covered wire. P 4 r) 
ao? FLUSH TOGGLE 

\ 4 oe _ ¢ SWITCH T Rated # 
— > wy: For Type C Lamp i 
‘ =_—. } Loads with i 
No. 9101 , F) ‘ Wide Ears 5 
a ¥ -t Meets Federal 2 
FLUSH TOGGLE SWITCH % - : Spec. WS-896 e 
T Rated-For Type C Lamp @& Single Pole fe 
Loads with Wide Ears 4. x 5A.-250V. i 
7 . s 
Totally enclosed. Positive d - 10A. 125v.[T] t 
kick-off ano gyr — ™ No. 860-SO No. 2038 be 
wiping contacts. Meets Fed- B® poncrlaAIN PULL RECEPTACLE 3-Way: 3A. iy F 

eral _ W-S-896 og R.E.A. Three Piece 6A.-125V. 

eas tak - r with Shadeholder Groove . , 

Single Pole For 344” Or 4” Box 
5A.-250V.—10A.-125V. 250 Watts—250 Volts 


No. 9103 3 Ae 


Pa 


Dian & 


~ Coun line of switches availably.., 
Sevd for catalogue ! 


CIRCLE F MFG. CO. } 
=} TRENTON 4, N. J. ah 


‘ Saving You More Since 1904 Sw 





Ons ge ee oa 


i Qo Circle 


nani Mae 














MODERN 
UNITS 


for Lighting Excellence 

















RLM Gt AgeTa ct DIFFUS.- RLM SOCKET REFLEC. 
ERS: Porcelain enameled TORS: Available in standard 
white inside and outside, Fur- dome, deep bowl and angle 
nished with pendant, hori- types. Other socket reflectors 
zontal or outlet box hood. include shallow dome and 
Available in two sizes, 150- flat cone. Porcelain enameled 
200W and 300-500W lamps green outside, white inside. 
AISLE STOCK REFLECTORS: Have QD socket 
. . ‘ fittings, aluminum castings Porcelain enameled 
GYMNASIUM LIGHTING UNIT: Designed for white. Four sizes, 60, 100, 150, and 200 watt 


flush mounting on suspended ceilings Twe 
sizes, 300-500W and 750-1500W 


rN 


GH MOUNTING REFLECTORS: Entirely 
dd A For use with General Service incan- 
descent lamps 300 to 1500W and 400W Mercury 
ames Porcelain enameled green outside, white 
inside, 





Ps 


FLOODLIGHTS: In units of 1, 2 or 3 reflectors 
with individual light control. Interchangeable re- 
flectors. Heavy steel, porcelain enameled green 
outside, white inside. Types for enclosed or open POST TOP REFLECTORS: Heavy steel, porcelain enameled 
wiring. green outside, white inside. Weatherproof. Has but one 

piece support. Available for lamps of 200 and 300-500W. 











SPADE SIGN REFLECTORS 
Porcelain enamelec with alu- 
minum fittings. Mounts on a 
short 2” pipe arm. For small 
and medium size signs. Made 
for tamps of 60, 100 and 





150W. ROUND SIGN REFLECTORS: 

QD ELLIPTICAL ANGLE Porcelain enameled green outside, SECTARSULAR SIGN REFLEC- 

REFLECTORS: Porcelain white inside. Made in sizes for TORS: Porcelain enameled green 

enameled green outside, white lamps of 15-40, 50-60, 100, 150, outside, white inside, Made in 
ELLIPTICAL ANGLE SOCK. inside. Five sizes, 100W to 200 and 300-500W. sizes for lamps of 50-60, 100, 150, 
ET REFLECTORS: ee 1500W. Three types of inter- 200, 300-500 and 750-1500W. 
type for 100W to i500W changeable socket fittings. 
amps. 





. QD BRACKETLITES: Cast Alumi- 
ee num. Porcelain enameled reflectors or 
holders for glass globes. —— in 


VAPOR-PROOF REFLECTORS AND FLANGED AND OUTLET BOX RE- ast dome, shallow dome and angie re- 





FIXTURES: Porcelain enameled, acid FLECTORS: Made in sizes for lamps HEAVY THREADED RiM REFLECTORS Rectors. Lamp sizes 60, 100 an tow. 
é resisting, white inside, green outside. of 75, 100, 150 and 200W. Porcelain AND SOCKET HOODS: Lamp sizes 100, 

Complete with cast socket hoods and enameled green outside, white inside. 150, 200, 300-500 and 750-1500W. Por- 

clear glass globes. Five sizes 50 to — enameled green outside, white in- 

0ow. side. 


For full descriptions of the units featured and for details 
of other units in the QUAD line see our condensed cata- 
log No. 7. Copy sent upon request. 


QUADRANGLE MFG. CO 








YARD LIGHTS: Shallow bowl, dome and angle 
reflector types. Supporting arm 18” long, made of 
',” galvanized conduit Reflector diameters 12” 
and 14” 


923. PEGeea ST. CHICAGO 7, 
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it's the name to reckon with in electrical 
wiring devices and TURN-TYTE interlocking 
connectors. Rodale offers wholesalers 
throughout the nation the most complete 
independent line for hardware and 
household uses, as well as industrial re- 


HARDWARE quirements. Over a quarter-century of skill, 


DEVICES know-how, and superior judgment goes 


into every item bearing the time-honored, 
job-tested name of RODALE... whether 
it's a wiring device for normal use or the 
famous shockproof, strainproof, safety- 
proven TURN.-TYTE connectors for industry. 
Where applicable, all Rodale products are 
manufactured under Underwriters’ stand- 


ards, according to Federal specifications. 
INDUSTRIAL 


DEVICES 


MANUFACTURING CO., INC. 
EMMAUS, PENNSYLVANIA 
| Ns, @) 
Warehouses in Chicago and Los Angeles 
Representatives in all principal cities 
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HOUSEHOLD 
DEVICES 





You get ALL these Features 


Reserve Power—for the extra- 


ifeltre Lite) om 

Powerful, Continuous-Duty C/) Wh 
Motors—built in PET's own 

factory. Dynamic- 


Six Heavy-Duty Ball and 


ally Balanced Arm- 






















ohiVig teen fol mia t-te (elit 


from vibration. 





Needle Bearings 


Ir you want the 

best for your main- 

tenance or production 

work, take an extra look at 

the PET Superduty Drill 

shown here. Check its features! 

Here’s a drill that’s made for 

heavy, continuous duty. ..with plus 

power per pound . . . built to work 

Fompact. Dea , right and handle right on the job. 
makes hard-to- 


reach delle Aen / ’ Normally you might expect to pay ex- 

sesiar cake \ ; tra for such features—in the form of 
SS “optionals” that jack up your cost. But 

Aluminum-Alloy Die uN that’s not true of PET Drills! All these 


Castings—for light features are standard in the PET Super- 
weight, easy han- 


dling. = - N duty line... and they're available to you at 

a standard drill price! That’s why the cou- 
Forced Maniiniene: pon below can save money for you. For 
for cool running. y free catalog and name of your nearest PET 


distributor, mail it today! 
Precision-Cut, Heat- 


Treated Gears—for 


smooth, quiet power NOW...you can get the RIGHT DRILL for YOUR job! 


_ _ PET Superduty Drills are avail- drill that’s ‘“‘almost’”’ right! You 
able in 54 distinct models and 3 can choose exactly the drill you 
capacities: 4", %” and %”. Your need for your job. The PET 
choice of pistol or saw-type grip. Superduty line includes drills 
With such a broad line, you meeting U. S. Government and 
don’t have to compromise on a military specifications. 


MAIL COUPON FOR 
P i) al? | pie Power FULL INFORMATION 
p 


PORTABLE ELECTRIC TOOLS, INC. EC-A3 


iy POwER TOUS per Pound 320 W. 83rd St., Chicago 20, III. 
Gentlemen: Please send us free copy of your 
PET Superduty catalog, and name of nearest 
distributor 


PORTABLE ELECTRIC TOOLS, INC. | 2.” yee 


Company 
320 West 83rd Street, Chicago 20, Illinois Address 


In Canada: Portable Electric Tools, Ltd., 


City State 
452 Birchmount Road, Toronto 13, Ontario, Canada 





q 


VENTURA FANS. Available in 12 sizes with de- 
livery rates of 1,000 to 9,700 cfm. Streamlined 
inlet saves power .. . surfaces are smooth, easy 
to clean . . . no exposed wiring . . . whisper-quiet 
operation. Ideal for high-speed operation in in- 
dustrial or commercial applications. Bulletin 2514 
gives complete details. 


VENTURA ATTIC FANS. Highly effective for sum- 
mer cooling. Require only minimum space. Fea- 
tures include quiet operation, low fan speed, 
special t-blade propeller, resilient-mounted ball 
bearings, totally enclosed motors, low power 
consumption. Capacities from 4,300 to 21,500 
cfm. Write for Bulletin 2214. 


UTILITY PRESSURE BLOWERS. Used extensively 
for small exhaust systems in laboratories, wood- 
working shops, ete., and for oil burners. Built in 
4 sizes, all giving efficient service under even the 
most severe conditions. For more information, 
request Bulletin 2814. 


ABC UTILITY SETS. Self-contained, packaged units 
are factory-assembled and tested. Widely used 
for inside ventilation with ducts where no outside 
connection is possible or where air current must 
be directed to a given area. Wide range of sizes 
and air volumes to handle a variety of ventilat- 
ing problems. Full application data given in 
Bulletin 2814. 


Sering home and ’ AMERICAN-STANDARD © AMERICAN BLOWER 
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Handling Equipment 


POWER ROOF EXHAUST OR SUPPLY VENTILA- 
TORS — HOOD TYPE. Available in sizes to handle 
from 6,000 to 36,000 cfm, free delivery; up to 
26,800 cfm at Yo” static pressure. Durable, 
weatherproof hoods are balanced and hinged 
for easy access from roof. Features: V-belt- 
driven fan, access door in fan housing, flanged 
base for easy curb-mounting, streamlined fan 
inlet, safety disconnect switch and guard, auto- 
matic shutters or motor-operated dampers built 
into unit, and perimeter exhaust or intake. Send 
for Bulletin 3704. 


POWER ROOF EXHAUST VENTILATORS—UPBLAST 
TYPE. Recommended for exhausting corrosive, 
oil- or grease-laden fumes; high-velocity dis- 
charge prevents re-entry into supply system; 
minimizes roof deterioration Discharge capac- 
ities from 7,600 to 60,000 cfm at 16”) static 
pressure. Heavy-gauge, welded stecl, weather- 
proof construction. Motor mounted outside of 
air stream on adjustable base. Two-piece gravity 
damper; high velocity keeps water out even in 
heavy rain. Request Bulletin 3704. 


AEROPEL HOME VENTILATOR. Reasonably priced, 
sasily installed, with a capacity of 400 cfm. White 
plastic grille can be installed either vertically or 
horizontally. Fan is driven by a totally enclosed, 
constant-speed motor, and operates only when 
weather door is open. Switch chain equipped 
with plastic pendant. Fabricated steel wall box 
is rustproofed. Ask for Bulletin 4714. 


AMERICAN BLOWER CORPORATION, DETROIT 32, MICHIGAN « CANADIAN SIROCCO COMPANY, LTD., WINDSOR, ONTARIO 


Division of American Radiator & Standard Sanitary Corporation 


AMERICAN 


CHURCH SEATS & WALL TILE © DETROIT CONTROLS © KEWANEE BOILERS + ROSS EXCHANGERS 
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THE STANDARD TRANSFORMER CO. 


WARREN, OHIO, U.S.A. 


TRADE. MARK (¢ 
TRANSFORMERS FOR EVERY CLASS OF SERVICE 
For a complete description of the design and Brahe. oe 
construction used in the manufacture of each type Unit Sub-Station, 1000 
KYA. 


Type A-EEI-NEMA — of transformer, write for the bulletins listed. 
Conventional Distribution 
Transformer. Askarel Cooled Transformers. .... ..No. $-101 


Dry Type Transformers... . ...No. §$-202 
Rural Transformers .... ..No. §-301 
Distribution Transformers .. ..No. §-401 


Power Transformers ....... ..No. $-402 
a Current and Potential Transformers ..No. $-501 
Type NAS Current Transformers. . ..No. $-502 
Testing Transformers ....... ..No. $-601 
Street Lighting Transformers ...No. $-701 
Det SE ; i Type AR OISC — Rural 
he Line Distribution Trans- 


f ae 
Type HT — Askarel OOTCTe ee | ¥) ' former. 
Cooled, Load Center | 


Transformer ity 


| 2 7 
Type AT 2000 KVA Power Transformer, 24,000 


Type P — Indoor Poten- to 2400 volts, three phase Type HV — Test Set for 
tial Transformer with High Potential Testing. 
current-limiting fuses. 


Type CW-350 Current Transformer 
e STANDARD transformers—designed by experts, 
built by craftsmen—for the exact needs of utilities, 
manufacturers, industrial and commercial applica- ee ae 


Type PCW O1SC—Three tions. Write for literature or the name of the cooled twansioene:, 15 
Phase Metering Set. Standard representative in your area. KVA. 


* 
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WIREHOLDERS, STANDARD 
AND PIPE-MOUNTING— 


The most complete line 
of quality wireholders 
available anywhere. 
Sharp, clean threads 
speed installation. Large, 
smooth wire-ways pro- 
tect conductors. 38 styles 
and sizes to choose from. 


08 = G1 


INSULATED SECONDARY RACKS— 


For heavy, medium or light 
duty. 37 styles and sizes to 
choose from. Made to give 
trouble-free service for de- 
cades. 


SURFOLET WIRING DEVICES— 


the most modern, com- 
plete and practical line 
of wiring devices for 
surface wiring in base- 
ments, attics, garages, 
barns, etc. Quality in- 





Porcelain Products, tne. 


FINDLAY, OHIO 





STANDARD AND PIPE-MOUNTING — sPools— 


HOUSE BRACKETS, 


A size for every job. Fin- 

est high-strength electri- 

cal porcelain. Double, 

_ hot-dip galvanized metal 
@R parts. Pipe clamp styles 
provide newest, most 
economical means of at- 
taching conductors to 





pipe supports. 


SPOOL INSULATORS— 


For every job. Dry pro- 
cess or wet process elec- 
trical porcetain. Four- 
teen standard sizes to 
choose from. 


SOMETHING NEW GY 
IN OUTLETS— Cais 


Nail assembled outlet, 
readyto hammer 
“home” for rapid in- 





FOUR-IN-ONE 


A wonderful new prod- 
uct. The ideal answer to 
multiple service take- 
offs in congested areas, 
or new residential com- 
munities. Reduces pos- 
siblities of shock haz- 
ards, saves over a foot 
of conductor on each 
service drop. 


INSULATED CLEVISES— 
Finest quality, double hot- 
dip galvanized metal parts. 
Eleven styles and sizes fit 
any need. 


Kee 


stallations. Made of 
rugged, durable, safe 
ceramics. Time-savers. 
Money-savers. 


NON-METALLIC 
OUTLET BOXES AND COVERS— 
Recommended by NEC for safer, 
more durable wiring installations. 
Available for surface and con- 
cealed wiring—once used, always 
used. 


teriors and superior 
workmanship for long 
life. Sparkling white 
porcelain bodies for 
attractive appearance. 


ue. 2 
(Cy 


| ] 
GUY STRAIN #y ~~ 
INSULATORS — i VU 
Rugged, high-strength, 
homogenous electrical 
porcelain. Maximum 
mechanical strength 
and insulation value. 


KNOBS, TUBES AND CLEATS— 
The most complete line in the in- 
dustry—sizes for every application. 
Finest quality electrical porcelain. 
Ask us for booklet on porcelain- 
protected wiring systems. 


COMMUNICATIONS INSULATORS— 
Made to A.T & T. specifica- 
tions. A complete line for 
any communications job. 
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TRIANGLE’S Complete | ing pore 35 YEARS 


OF EXPERIENCE MAKES 


You'll like doing business 
with TRIANGLE 


EASY FOR YOU! 


Wien you're working on the wiring spec sheet 
remember one word—Triangle—will take 

care of the vast majority of your needs. Triangle 
makes al) three of the most essential paths for 
electricity—wire, cable and conduit including: 
Feeder Cable, Branch Circuit Building Wire, 
Service Entrance and Drop Cable, Power 

Cable, Varnished Cambric Cable, Neoprene 
Jacketed Cable for direct burial or aerial 

use, EMT, Rigid Conduit, Armored Cable— 
you name it, Triangle, through its nationwide 
network of top distributors, can supply it. 

Ask your distributor about the advantages of 
buying all your wire, cable and conduit from the 
same manufacturer. Deliveries are surer, there’s 
less paper work and you have a feeling of confi- 
dence right down the line. 


Hundreds and hundreds of America’s most im- 
portant contractors, power companies and 
industrials always specify high quality Triangle 
across the board. 


TRIANGLE CONDUIT & CABLE CO., INC. 


New Brunswick, N. J. 





° Moundsville, W. Va. 


When tsa Question of j Ca “er YOng lect. vical Power— Specify TRIANGLE 





U.S 
Patent No 
Re. 23539 


WRITE TODAY 

for free illustroted 
catalog. Please de- 
scribe your drilling 
problem in detail. 


2 


- 


MINUTES 


TO DRILL THIS HOLE 


6 INCHES DEEP. 


. me 
4 


TILDEN rotary 
KONKRETE KORE DRILLS 
cut reinforcing rods in concrete! 


Patented Core 
Slot Expels 
Cuttings 


Automatically! 


Under the actual on-the-job conditions shown 
above, a Tilden 2%” diameter Rotary Konkrete 
Kore Drill cut through 6” of concrete— 
including crossed steel reinforcing rods—in just 
fs minutes! The straight, clean, ready-to-use 
holes permitted immediate running of 2” pipe. 
You consistently get 5 to 7 times more holes 
without resharpening with a Tilden Drill—and 
free factory sharpening is still available on 
sizes from 3/16” to 4” diameters. Tilden Drills 
can be used with ordinary electric or rotary 

air motors. Interchangeable shanks are 
available for any depth hole. 

Find out about this revolutionary drill 
TODAY! Consult our Engineering Department 
without obligation, on your drilling problems. 


Sold Through Distributors Everywhere 


TILDEN TOOL MANUFACTURING COMPANY 
209 Los Molinos, San Clemente, Calif. 


Gentlemen: Please send me without obligation, complete informa- 


Name 


tion on the Rotary Konkrete Kore Drill 


Title 


Company 


Address 
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Tilden Representatives 


For complete information on Tilden Rotary 
Konkrete Kore Drills, contact your nearest 
Tilden Representative. 


A. F. BECKER COMPANY 
1700 South Big Bend Bivd. 
St. Louis 17, Missouri 
Tel. Sterling 4434 


BOOKOUT & SCHOEL 
424 Benton Street 
Detroit 1, Michigan 


CALIBER EQUIPMENT SUPPLY C9). 
P.O. Box 1635 
Anchorage, Alaska 


S. H. COLMAN COMPANY 
17 William Street 
Newark 2, New Jersey 


FRANK CONNELLY 
4608 Liberty Avenue 
Pittsburgh 24, Pennsylvania 


ARTHUR L. EHLERS CO., INC. 
49 Central Avenue 
Cincinnati 2, Ohio 


ENGHAUSER SALES COMPANY 
4409 Glenwood Avenue 
Minneapolis, Minnesota 


EQUIPMENT CORP. OF AMERICA 
2103 St. Clair Avenue 
Cleveland 14, Ohio 


HUB SALES COMPANY 
P. 0. Box 1671 (756 State St 
Atlanta, Georgia 


0. C. LAKE COMPANY 
2112 Grand Avenue 
Kansas City 8, Missouri 


CLYDE W. LINT 
2323 West 18th Street 
Chicago 8, lilinois 


H. A. MAGGIORE 
18 Scotia Street 
Boston 15, Mass 


STUART N. MILLS 
34 South 17th Street 
Philadelphia 3, Pennsylvania 


PAL SALES COMPANY 
R. H. Pollock 
3112 W. Olympic Bivd 
Los Angeles 6, California 


G. R. TEMPLETON 
342 Caroline Street 
Rochester 20, New York 


KENNETH L. TAMIESIE & CO. 
1825 S. W. Sixth Avenue 
Portland 1, Oregon 


TILDEN TOOL SALES 
Car! T. Thompson 
1190 Folsom Street 
San Francisco 3, California 


JOHN N. THORP COMPANY 
78 Middagh Street 
Brooklyn 2, New York 


E. W. WAECHTER COMPANY 
1237 - 22nd Street, N. W 
Washington 7, D.C. 


NW.) 


Foreign 


JACQUES HUNZIKER 
34 Lyrenweg 
Zurich 9/47, Switzerland 


TERRY MACHINERY COMPANY LTD. 
10030 Montee St. Laurent 
St. Laurent, Quebec, Canada 


PORTABLE EQUIPMENT COMPANY, LTD. 
882 E. Cordova Street 
Vancouver, B.C 


MINEGISH!I SHOTEN 
Yugen-Kaisha 
5-3, Edobashi, Nihonbashi, Chuo-ku 
Tokyo, Japan 
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ELECTRICAL WIRES AND CABLES 


The United States Rubber Company manufactures 
a complete line of electrical wires and cables. It has 
and continued im- 
provement of natural and synthetic rubber-insulated 


pioneered in the development 


wire and cable, as well as plastic-insulated wire and 
cable. Selected items from the complete line are 
shown here. For further information refer to your 
nearest District Sales Office shown below 





Portable Cords 


and Cables 
ES = 


U. S. ROYAL PORTABLE CORDS 
Type SO, Heavy Duty—Type SJO, 
Light Duty 


Type SO- For all types of heavy-duty 
service. Neoprene jacket makes cords resist 
ant to oil, sunlight, acids, alkalies, etc. Bare 
flexible annealed copper strands are cotton 
wound, insulated with performance grade 
compound, twisted with suitable fillers, as 
required, and the assembly jacketed with 
60° neoprene. Listed and labeled by Under 
writers’ Laboratories, Inc., for 600-volt 
service at 60°C. U. S. Rubber Specifica 
tion #739 

Type SJO~ For constant service, pendant 
or portable power extensions in damp places 
under hard usage. Neoprene jacket assures 
maximum protection. Similar to.Type SO 
in construction. Listed and labeled by 
Underwriters’ Laboratories, Inc., for 300 
volt service at 60°C. U. S. Rubber Specifi 
cation #749 


U. S. LAYTEX’ 
ROYAL TWO-CONDUCTOR ROUND 
PORTABLE CABLE—Type W 


Consists of two cotton-wrapped flexible 
coated annealed copper conductors indi- 
vidually insulated with 90°, unmilled grain 
less rubber covered with color-coded braids 
to denote polarity 

Conductors are twisted together and cov 
ered with a reinforced jacket of 60°, neo 
prene vulcanized in lead, producing a dense 
homogeneous jacket. For 600-volt service, 
60°C. U.S. Rubber Specification #982 


U. S. ROYAL FOUR-CONDUCTOR 
ROUND PORTABLE CABLE 
Type W 


Flexible coated annealed copper conductors 
separately insulated with colored perform 
ance grade compound, twisted together with 
rubber filler in the core and covered with 
reinforced 60°; neoprene jacket cured in 
lead sheath, assuring maximum density and 
ruggedness. Designed for 600-volt service 
60°C. U.S. Rubber Specification +731 





and Locust Street « PITTSBURGH 12, PA 





Power Cables 
ee, 


U. S. LAYTEX* 
SERVICE ENTRANCE CABLE 
Neoprene Jacket, Type SE—Style U 


Carries overhead or underground services 
to service equipment; no other protection 
needed than that afforded by covering of 
cable assembly 

Conductors are stranded annealed coated 
copper insulated with 90°), unmilled grain- 
less rubber compound, and covered with 
colored compound-filled tape 

For two-conductor cable, one of above 
single conductors is concentrically wrapped 
with annealed coated copper which forms 
second conductor. Assembly is covered with 
neoprene jacket. For three-conductor cable, 
two of above single conductors are laid 
parallel and concentrically wrapped with 
annealed coated copper forming the third 
conductor. Paper tape and neoprene jacket 
are applied over the assembly. Listed and 
labeled by Underwriters’ Laboratories, Inc. 
U.S. Rubber Specification #949. 


U. S. USKORONA* 
INSULATED POWER CABLE 
Neoprene Jacket 


For overhead and underground high-voltage 
power applications on circuits up to 8,000 
volts between phases and at conductor tem- 
peratures up to 75°C. Will not crack after 3 
hours in air containing .015°7 ozone. Light 
in weight, easy to install and join, resistant 
to oil, heat, sunlight, flame, acids, alkalies 
and corrosive chemicals. Danger of elec- 
trolysis often encountered with lead sheaths 
is eliminated. U. S. Rubber Specification 
*830. 


U. S. BUTYL 
INSULATED POWER CABLE 
Neoprene Jacket 


For power distribution, control circuits and 
for general purpose wiring on circuits up to 
8,000 volts bet ween phases and at conductor 
temperatures up to 80°C. Insulation won't 
crack after 4 hours in air containing .015°; 
ozone. Light in weight, easy to install and 
join, resistant to oil, heat, sunlight, flame, 
acids, alkalies and corrosive chemicals. U.S 
Rubber Specification #831 


UNITED STATES RUBBER COMPAN Y— 


Electrical Wire and Cable Department 
1230 Avenue of the Americas - New York 20, N. Y. 


DISTRICT SALES OFFICES: AILANIA. GA. 999 Lee Street. SW. « BALTIMORE 1. MD 
Avenue « BUFFALO 3. N. Y.. 133 E. Swan Street ¢ CHICAGO 54, ILL.. The Merchandise Mart « CINCINNATI 2. OHIO. 1101 Central Parkway « CLEVELAND 
3, OHIO, 7208 Euclid Avenue « DALLAS 9, TEXAS, 6125 Peeler Street ¢ DETROIT 16, MICH., 2121 West Fort Street ¢ KANSAS CITY 16, MO., 16th 
and Swift Ave. North e LOS ANGELES 14, CALIF., 784 San Pedro Street. S. ¢ NEW YORK 13, N. Y., 191 Hudson Street ¢ PHILADELPHIA 6, PA., 5th 
101 Sandusky Street « ST. LOUIS 2. MO., 305 S. Broadway e SALT LAKE CITY 1, UTAH, 160 Motor Avenue 


429 So. Charles Street ¢ BOSTON 6, MASS., 560 Atlantic 


Control and 
Signal Cables 


U. S. LAYTEX' 
UTILITY CONTROL CABLE 


Composed of 19-strand coated annealed 
copper conductors individually insulated 
with 90°, unmilled grainless rubber com 
pound and covered with impregnated color 
coded rayon braid. The required number of 
conductors (2-18) is cabled together with 
suitable treated fillers, as necessary, and 
covered with a rubber-filled tape. The core 
thus formed is covered with either a neo 
prene jacket, a lead sheath, a lead alloy 
sheath or a moisture-resistant heavy braid 
Suitable for 600-volt service. U. S. Rubber 


opec ification #934. 
== 


U. S. LAYTEX* 
SUPERVISORY CONTROi CABLE 


Used in systems for the selective control and 
automatic indication of remotely controlled 
units. Composed of solid annealed coated 
copper conductors individually insulated 
with 90°; unmilled grainless rubber com 
pound and covered with treated color-coded 
rayon braid. Required number of conductors 
2-20) is cabled together with suitable 
treated filler, as necessary. and covered with 
rubber-filled tape. Each layer of more than 
8 conductors is covered with rubber-filled 
tape. The core thus formed is covered with 
neoprene jacket or lead alloy sheath. Suit 
able for 600-volt service. U. S. Rubber 
Specification ¢930 


Aluminum Wires 
and Cables 


U. S. ALUMINUM 
WIRES AND CABLES 


Aluminum conductors have been success 
fully used in weatherproof wires, rubber- and 
thermoplastic-insulated power and lighting 
wires, service entrance cable, aircraft wires 

Experience gained in testing and using 
these wires and cables, on the job and in the 
laboratory has demonstrated that aluminum 
conductors are efficient and dependable in 
most electrical applications. 
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Wagner Quality Motors 
for your 
product or yout plait 


Whatever your motor requirements may be—single-phase or poly- 
phase, 1/125 hp or 400 hp—Wagner can offer a standard motor 
that is entirely dependable in its specific application. The wide 
variety of motors shown here is typical of the many motors and 
motor modifications in the complete Wagner line. 


Wagner 


ELECTRIC MOTORS 
the choice of leaders 
ee en industry 


At right is TYPE RP—open type polyphase squirrel-cage motor. 
It is drip-proof and suitable for all general purpose applications. 





1/6 to 400 hp. 


SINGLE-PHA 


=- 


TYPE RB—Split-phose Induction. For easy start- 
ing applications with high starting current 
1/20 to Vs hp 


TYPE RK—Capacitor-Start Induction. For gen- 
eral purpose applications requiring high starting 
torque—normal starting current. 1/6 to 5 hp. 


TYPE RG—Repulsion-induction. For high stort- 
ing torque applications involving a very long 
starting period. | to 5 hp 


aks 
te 
ae 
es 


TYPE RA—Repulsion- Start Induction. For general 
purpose applications with high starting torque 
—low starting current. V2 to 15 hp 


POLYPHASE 


TYPE XP—Splashproof. Protected against splash- 
ing or dripping liquids. % to 200 hp 


" 
TYPE TP—Totolly-enclosed, non-ventiloted. Fully 
protected. V4 to 15 hp 


TYPE CP—Totally-Enclosed Fan-Cooled. Protected 


ogoinst dirt, chips, abrasives or fumes. Steel 
frame. 1 to 250 hp. Also in explosion proof 


type HP 


TYPE EP—Corrosion-resistant Totally-Enclosed 
Fan-Cooled. Cast iron frame. 2 to 250 hp. Also 
available in explosion proof type JP 


TYPE RS-1— Wound Rotor. Constant or ad- 
justable varying speed. | to 250 hp. TYPE 
RS.2 for intermittent service. 2 to 200 hp 


GEAR MOTORS— Single-phase or Polyphase. 
Open or enclosed types. 1/20 to 50 hp 


* * * 


In addition to a complete line 
of motors, Wagner also fur- 
nishes Increment Type Motor 
and Starter Combinations, Jet 
Pump Motors and a complete 
line of Transformers: Dry- 
type, Distribution and Power. 
Wagner engineers welcome 
an opportunity to serve you. 
Consult the nearest of our 32 
Branch offices, or write direct. 








WAGNER ELECTRIC CORPORATION 
6413 Plymouth Ave., St. Louis 14, Mo., U.S.A. 


ELECTRIC MOTORS + TRANSFORMERS + INDUSTRIAL BRAKES 


AUTOMOTIVE BRAKE SYSTEMS —~ AIR AND HYDRAULIC 


BRANCHES IN 32 PRINCIPAL CITIES 


ELECTRICAL CONSTRUCTION AND MAINTENANCE ... MID-SEPTEMBER, 1953 





Wires and Cables 














Index of Habirshaw 


Type 
Letter 


Habirshaw 
Trade Name or 
Designation 


Maximum 
Operating 
Temperature 


Flamestop Code 60 C (140 F) 


Flamestop Code 60 C (140 F) 


Flamestop Heat- 


Resistant 73C (167 F) 


Flamestop Moisture- 


Resistant 60 C (140 F) 


75 C (167 F) 
Flamestop Heat or as RH 
Moisture-Resistant 
RH-RW 60 C (140 F) 


as RW 


Rubber Lead 60 C (140 F) 


Heat Resistant 


Rubber Lead TSE (167 F) 


Habirdure Thermo- 60 C (140 F) 


plastic Insulated 
60 C (140 F) 


Habirdure Machine 80C (176F) in air 
Tool, Control, and 60 C (140 F) 
Switchboard Wire 


in oil 


PD-X Nonmetallic- 


140 F 
Sheathed Cable Soe ar") 


General Use 


Fixture Wire 


General Use 


General Use and in Wet Locations 


General Use as RH 


General Use and in Wet Locations 
as RW 


Wet Locations and other Special 
Conditions 


Wet Locations and other Special 
Conditions 


General Use and in Wet Locations 
Fixture Wire 
Machine Tool, Control and Switch- 


board Wiring 


For Wiring Houses, Rural Buildings, 
Small Stores, and Shops. 





Wires and Cables 


Wires and Cables 





© Se RG SO 


Type 
Letter 


SE 


S 
or 
$0 


SJ 
or 
$JO 


( Formerly 
POSJ) 


Habirshaw 
Trade Name or 
Designation 


Service Entrance 
Type SE—Style U 
Unarmored 


Service Entrance 
Type SE—Style A 
Armored 


Service Drop 
Type SD 


Service Entrance 
Type USE 


Varnished Cambric 
Braided 


Varnished Cambric 
Lead 


Hard Service Cord 


Junior Hard 
Service Cord 


All Rubber 
Parallel Cord 


Lamp Cord 


Maximum 
Operating 
Temperature 


60 C (140 F) 


60 C (140 F) 


60 C (140 F) 


60 C (140 F) 


85 C (185 F) 


85 C (185 F) 


75 C (167 F) 
Low Voltage 
85 C (185 F) 
High Voltage 


60 C (140 F) 


60 C (140 F) 


60 C (140 F) 


60 C (140 F) 


Service Entrance or Combination 
Service Drop & Service Entrance 


Service Entrance or Combination 
Service Drop & Service Entrance 


Service Drop 


Underground Service Entrance, Direct 
Burial. 


Dry locations only. Smaller than No. 6 
by special permission. 


Wet or Dry locations. Smaller than 
No. 6 by special permission. 


General Purpose for Direct Burial, 
Aerial, Conduit and Underground Duct 
Installations. 


Pendant or portable extra hard usage 
in damp locations; SO for oil resistance. 


Pendant or portable hard usage in 
damp locations; SJO for oil resistance. 


For use in pendant or portable appli- 
cations in damp locations not subject 
to hard usage 


For pendant or portable applications 
in dry places not subject to hard usage 





PRODUCTION 
as EK T T E Ly PROTECTION 
WITH 


WARE FUSES 


KNIFE BLADE AND FERRULE TYPE FUSES FOR EVERY NEED IN INDUSTRIAL PLANTS — MILLS — RAILROADS — INSTITUTIONS — FARMS 
spit aan COOL OPERATING : TABLES—KNIFE BLADE TYPE 
7 4 250 VOLTS — 70 to 600 AMPERES 
WARE Length | Blade Width 
a a as 








110 to 200A 7h’ 
225 to 400A 8%" 


HI-LAG j g & ay 450 to 600A 1084" | 


WIL [: (2 Renewable 600 VOLTS — 70 to 600 AMPERES 


‘ 
Wi-LAG i [ 
70 to 100A 7%" 
Renewable j F Z 110 to 200A oe 
FUSES 225 to 400A 


450 to GOOA 











FERRULE TYPE FUSES 


Exclusive WARE Hi-Lag design assures 250 VOLTS — 3 te 68 AMPERES 








longer life and cuts needless blows due ai 
to loose link contact. Vise-like grip of spe- | a _Amperea Length | Diameter ‘Gan } Phe 
cial spring tension washers holds link a cdots a ye | 

contacts tight always. Square link ends / or af | sit ili: 

fully match knife blades . . . distribute 600 VOLTS — 3 to 60 AMPERES 


current flow and heat over wider area... , | 
3 to 30A on ie 10 


35 to 60A 5%" | oie” 10 











keep fuse cooler and in circuit longer. 











“WB” Ferrule and Knife Blade Type “wB" 250 VOLTS “WB" 600 VOLTS 
FERRULE TYPE FUSE FERRULE TYPE FUSE 
Rugged construction and simplicity. Only 3 parts to j Links | 
Quan. 








handle to renew link. Made with high quality Amp. |Quan.| Ea. | Quan. oy Amp. | Quan. ‘iat 





materials throughout. Link design has broad con-  gBto 30 | 10° ; 100 | $ .02 | 3to 30] 10 c 1.00 | 100 
tact area as well as dropout feature. Links are eer - = § R.A Am A 
interchangeable with all standard makes. Ma- KNIFE BLADE TYPE KNIFE BLADE TYPE FUSE 


chi ini i 70100} 5 § 1.80 $.09| 70t100, 5 $360 50 
ne finished caps with button contact make 110 00300 ; 400 20 | 110 to 200 ~ 25 


7.00 
“WB” F : 225 to400' 1 | 7.20 ‘36 |) 225 to 400 | 14.00 | 25 | 
errule fuses a quality product. Flat 480 10,600 : | sas $5 || 40 %5-600 : el 30 


Special Sizes $2.50 SET-UP CHARGE on each size or type each shipment. 























washer lock construction at open end of ferrule. 


ONE TIME 250 VOLTS ONE TIME 600 VOLTS 


: FERRULE TYPE FUSE FERRULE TYPE FUSE 
WARE One-Time Non-Renewable 








Quan. $20 


$20 Amp. Quan. $20 

4 q 10 $ .066 $ .055 3to 30 10 $ 345 
Durable. rugged construc- : 10 132 35 to 60 10 517 
BLADE TYPE FUSE KNIFE BLADE TYPE FUS 


5 $ 57 AT 70 to oo 5 roy 

i 2 , Y 0to2 2 : 

knife blades. Good contact 4 1 . Y Hades 1 4.50 
1 1 


: 450 to 600 6.444 
and efficiency in operation. WARE TRUE CONTACT TROLLEY TAP FUSES 


600 Volt—Cap. Dia. 134” AMP, 100-125-150-175 LEEPER ee gia 
Overall Length 544” AMP, 200-225-250-275-300-350-400.. . 





Under | Over Under 
| 
| 











tion. Perfect alignment of 


























APPROVED BY UNDERWRITERS’ LABORATORIES 


GUARANTEED Since 1915 
WARE fuse engi- 


rem’ WARE FUSE CORPORATION Fisiest 


TEST DEPT. E.C. 4410 W. LAKE STREET CHICAGO 24, ILL. ———— 


ELECTRICAL CONSTRUCTION AND MAINTENANCE ... MID-SEPTEMBER, 1953 





CHROMALOX offers you efficient and economical 
(aiebaged Clty tli -to fit your specific needs 


CHROMALOX Electric Heaters give dependable “on- automatic or manual control. Low initial cost, low 
the-spot’ heat where and when heat is needed. They __ installation cost and low operating costs are among 
@roduce uniform and accurate temperatures with the other advantages they give you. 


CHROMALOX STRIP HEATERS 
Easy-to-install CHROMALOX Strip Heaters are 
clamped to flat or curved surfaces, round vats, 
pipes and tubes. They are made in straight 
lengths, rings and segments . . . and may be 
curved or bent to fit cylindrical or “dished” 
surfaces. Typical applications include: arma- 


tures, cleaning tanks, molds, process kettles, 
plating baths, revolving rolls, etc. 


CHROMALOX FINSTRIP HEATERS 
Finstrip Heaters are used for drying, curing, 
space heating and other applications requiring 
heated air under forced circulation. Air and 
gases are quickly and easily heated; uniform 
operating temperatures up to 750°F. are accu- 
rately maintained by thermostatic control. 
Finstrips, designed for minimum turbulence, 


are well suited for use in air-ducts. 


CHROMALOX CARTRIDGE HEATERS 


Compact CHROMALOX Cartridge Heaters are 
ideal for use when concentrated heat is needed. 
Inserted into close-fitting holes, they provide 
easily controlled heat for dies, molds, platens, 
etc. They are quickly and easily installed in 
stationary or moving parts with minimum labor 
and material costs; they may be controlled 
for accurate, dependable, care-free operation. 


CHROMALOX IMMERSION HEATERS 
CHROMALOX Immersion Heaters are used in 
degreasing, cleaning, pickling and plating 
baths; for melting greases, asphalts and similar 
viscous fluids; for heating Dowtherm, Arochlor, 
Prestone, and other heat-transfer mediums. 
Available in many sizes and types, with alloy 
sheaths to resist corrosive action. 


RONEN ecm RS SE ET TS SS ee, cee come 


CHROMALOX TUBULAR HEATERS 
These heaters, in straight or tailored shapes 
are used for convection, conduction and radi- 
ant heating. They may be clamped to metal 
surfaces, used in ovens, or immersed in greases. 
They are especially useful to heat ovens, cal- 
enders, molding-presses and similar equip- 
ment utilizing heat, 


CHROMALOX NATION-WIDE ENGINEERING SERVICE AVAILABLE 


Docintes’ Soew- tne 4 otvins eg of ny pyshtome WRITE FOR 
is available to you without obligation. romalox Application 
Engineers, located in principal cities, will work with you in CATALOG 50 
adapting electric heat to your product or process. Write for 
name of Chromalox Engineer nearest you. Chromatox facilities 


EDWIN L. WIEGAND COMPANY Coe pane ovr 


7637 Thomas Boulevard ° Pittsburgh 8, Pa. 
Designers and Manufacturers of Electric Heating Units Exclusively Since 1917 


More than 15,000 Types, Sizes & Ratings—Most Available From Stock 





'c-426 
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NOW... 
just push in 
the wires 


locking spring 


contact channel Le , 


“PRESSURE-LOCK’ Terminals 


connect wiring devices automatically 
— without binding screws 


ee eK 4 7 


AUTOMATIC CONNECTIONS — Just push the stripped wires into the “Pressure- 
lock” terminals on the new GE3800-line wiring devices. 


Y ou can Now make electrical connections hy simply push- 
ing straight, stripped wires into terminal holes. That's all 
you do—a hidden spring-lock automatically grips the wire 
and holds it securely against a contact channel. These 
‘“*pressure-lock” terminals are featured in the new 
GE3800-line of wiring devices — outlets, switches, and 
lampholders. They will take any No. 14, 12 or 10 Awe 
solid conductor, or No. 14 or 12 stranded wire with equal 


ease. They are listed by Underwriters’ Laboratories, Inc. 


EASIER 


looping of wires ... 


no binding screws to loosen or tighten . . . no 


no hooking around terminals .. . no 


crimping. Wires can be released instantly by depressing 
the locking spring with a screwdriver. 
SURER 


pounds won't loosen them. Neither will jarring or vibra- 


wires are securely locked in place. A pull of 75 


tion. Constant pressure gives a posilive contact against the 
channel. 

SAFER—all live parts are completely enclosed to guard 
against shocks and shorts. There’s no danger of loose con- 
nections. 

For a copy of our folder on this revolutionary wiring 
method, write Section D78A-F18, Construction Materials 


Division, General Electric ¢ ompany, Bridgeport 2, Conn. 


jr “Ne 
dl Se, 
Fare ‘Te, 
yr 1953 “Tey 
S 
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PRODUCT DIRECTORY 





CLASSIFIED LISTINGS OF MANUFACTURERS OF ELECTRICAL APPARATUS AND SUP- 
PLIES UTILIZATION EQUIPMENT, COMPONENTS, TOOLS AND ACCESSORIES 


Each product heading in this section is followed 
by an alphabetical listing of manufacturers of the 
product. Product headings are arranged alpha- 
betically according to the basic word identifying the 
product. For example: “conduit bushing adapters’”’ 
are listed as “ADAPTERS, CONDUIT BUSHING”; 
“fractional horsepower motors” are listed as 
“MOTORS, FRACTIONAL HORSEPOWER.” 

For those products which may be described by 


more than one basic identifying word, cross-reference 
headings indicate the headings under which manu- 
facturers of those products are listed. 

The symbol (@) combined with a bold-face com- 
pany listing signifies that the manufacturer has 
provided additional product data in the Manufac- 
turers’ Product Data Section. Page numbers follow- 
ing bold-face listings refer to the pages on which 
this data may be found. 





A ADAPTERS, FUSE 


see REDUCERS, Fuse 


ABSORBERS, FIXTURE SHOCK 
see HANGERS, Shock Absorbing Fixture 


ABSORBERS, VIBRATION 


see BASES, Vibration Insulating; DAMPEN- ADAPTERS, LAMP 
ERS, Transmission Line Vibration 


ACID, BATTERY 
¢ an. Battery Mole-R j 
Rodale Manufact 


ACID, SOLDERING 
see FLUX, Soldering able Elect F 
sem Electr Mfc 


rth American Elect 


ACORNS, SOCKET CHAIN 
see FITTINGS, Pull Chain 


ADAPTERS, PIN HOLE 
see WASHERS, Centering 


ADAPTERS, BALL CLEVIS 
see FITTINGS, Insulator 


ADAPTERS, SCREW SOCKET 


ADAPTERS, BAYONET SOCKET gy hls Rae 
yant cilectric 
nag wre tg 


any 


ADAPTERS, CANDLESTICK 
r Elece Pr Inc 
sie Elect Mfa n 
Mf } 


ADAPTERS, CONDUIT BUSHING 


ADAPTERS, VASE 


ADJUSTERS, CORD 


ADAPTERS, EUROPEAN PLUG 
see PLUGS, Continental or English, and 
Receptacles 


ADAPTERS, INSULATOR THIMBLE 
see PINS, Metal Insulator 


see ADAPTERS, Screw Socket 


ADAPTERS, LAMP SHADE 


ADAPTERS, OIL LAMP 


AIR-CIRCULATORS 
see FANS 


AIR-CONDITIONERS, UNIT TYPE 

Admiral Cort 
Airfan Engineering Co 
Amer. Radiator & Stand 
Barkow Mfg. Cc Inc Aug 
Brunner Manufacturing 
Burnham Cor 

arrier Coreg 
Chelsea Fan & Blower ( 
Chrysler Cc Airtemp Div 
Dayton Electric Mfg 
Dayto imp & Manufact 
Deerir 
Frigid 

yeneral lectri c Air Cond ning Div 
General t ( t) Major Appliance Div 

5 Corp Frigidaire v 
x Ventilating Cc 
Meta! Products 

ron Fireman Manufacturing ( 

wdon Refrigerator C« 
Kauffman Air Conditioning 
Mitchell Manufacturing Cc 
r Work f 
Manufactur 


ort 


ng 
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PRODUCT DIRECTORY 


Complete Addresses in Company and Trade Name Directory, Pages 33-52 





Interior Fire Alarm Sy 


APARTMENT 


Complete reliability is the one thing we demand from a 


fire alarm system. Therefore, when ordering Interior Fire Alarm Systems, be 


sure to specify equipment (control panels, stations, and fire alarm bells) 


Engineenng 
representatives 

in principal cities 

are available to 
assist in specifications. 


produced by Signal Engineering & Manufacturing Co., the originators 
of A-C Fire Alarm Systems. 


Both coded and non-code types are available in various arrange- 
ments depending on type of building or establishment. Although 
Interior Fire Alarm Systems are intended primarily for warning 


occupants of a building, they can be connected into a munici- 
pal system. 


HO 


Magnetrol, Inc 
Panalarm Products, Inc. 
Photobe!l! ee 
Photoswitch Inc. 
@RUSSELL & aan COMPANY, INC —ADV PG 
THIRD ag 


Warrick C ol es F. 


ALARMS, MANUAL BURGLAR 


American District Telegraph Co 
Auth Electric Company, In 
Babaco Alarm Systems, Inc 
Lint Company, Clyde W. 
ovsted & Co., Inc., C. M 


C. M 
k & Wilkins Co 


ALARMS, MANUAL FIRE 
Acme Fire 
American District Telegraph Co 
Ansiey Electronics, Inc., Superior Amer 

Alarm Div 
Auth Electric Company, 
Autocall Company 
Darley & Co., W. S. 
samewell 
Lord-Taber Co., 
Lovsted & Co., I 
National Time & § 
New Jersey Fir 


Partrick 


Alarm Company, Inc 


harf¥ Inc 


gnal Engineering & Manufacturing Co 


ALARMS, PEAK LOAD 
Bristol Company 
vsted & ( 1 >. M 


Panalarm Product Inc. 


ALARMS, POWER FACTOR 


MA 
Panalarm Products, Inc. 
@RUSSELL & STOLL COMPANY, 


INC.—-ADV. PG 
THIRD COVER 


Write for Bulletin FA -3 ALARMS, SMOKE 


FIRE ALARM ce 
SIGN AT 


ENGINEERING & FG 
+ WEST 14™ST Sabie vo 


elegrapt 


ALARMS, FENCE AND BOUNDARY 


Par rm Products Inc 
@RUSSELL & STOLL COMPANY, INC 
THIRD CUVER 


Warrick harles f 
ALARMS, LIQUID FLOW CONTROLEED 


ADV. PG 
ALARMS, BEARING 


jue Elect M 


A ALARMS, TEMPERATURE 


Met 


ALARMS, CURRENT FAILURE 


Photoswitct 
@RUSSELL & STOLL COMPANY, INC 
THIRD COVER 

@RUSSELL & STOLL 


COMPANY 
THIRD COVER 


ALARMS, LOW OIL LEVEL 


@RUSSELL & STOLL 


COMPANY, INC 
THIRD COVER 


ADV. PG 


ALARMS, DOOR 


orp 


ALARMS, THERMOSTATIC FIRE 


@RUSSELL & STOLL COMPANY, INC : ae Sone 
THIRD COVER 

ALARMS, LOW WATER 

ALARMS, ELECTRONIC BURGLAR °, 


& Electr 


ALARMS, TRANSFORMER OIL LEVEL 
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ovsted & Co., Inc., C. M 
Magnetrol, Inc 
Panaiarm Products 
@RUSSELL & STOLL COMPANY, INC.—-ADV. PG 
THIRD COVER 


ALIGNERS, FIXTURE 
see HANGERS, Ball Joint Fixture 


ALLOYS, FUSIBLE 
Belmont Smelting & Refining Works, In 
Division Lead Company 
New York Belting & Packing Co 


ALTERNATORS 
see GENERATORS 


ALUMINUM, SHEET, ROD AND TUBE 
Acme Tube 
Aluminum Company Of America 
Eynon-Dakin Co 
Kaiser Aluminum & Chemical Sis., 
Revere Copper & Brass Inc 
Reynold Metals Company 
Jnited Wire & Supply Corp 


AMMETERS, ASTATIC 
see AMMETERS, Switchboard 


AMMETERS, PANEL 
Assembly Products, Ir 
Bristol Company 
Burlington Instrument C 
Burton-Rogers Company 
Electro-Mechanica Instrument Co 
Apparatus Sales Div 

Electrical Instrument Co 

ional Instrument Inc 
Electrical strument Co 


sneral Electric C 


Meters nec 
New York Belting & Packing Cc 
Nilsson Electric l ratory, In 


hester nufacturing Co., Inc 
Pittsburgt 
Corr 


AMMETERS, POCKET 


Electro-Me 


iz & Flectr Inst ent Co 
@MARTINDALE ELECTRIC CO.—ADV. PG. 102 


Pyramid | rume 


Heyer Indu 


+ 


chok Electr Instrument Cx 
@MARTINDALE ELECTRIC CO.—ADV. PG. 102 
Norton Electrical Instrument Co. 


Ang 
Ang 


AMMETERS, SWITCHBOARD 


Brist n 


sates Radio C 
,0dfrey Manufact 


Langevin Manufact 


ELECTRICAL CONSTRUCTION AND MAINTENANCE 


Miles Reproducer Co. In 
Newcomb Audio Products Co 
Peer, Inc 

Raytheon Manufacturing C 
Rogers Industries Inc 
Webster Electric Co 


AMPLIFIERS, CONTROL 
American Pipe Bending Machine ( 
Automatic Temperature Contr 
Bell Sound Systems, In 
Bogue Electric Manufacturing 
Brush Electronics Co 

ark Controller C 
Electror Engr. Company of Califor 
Federal Telephone & 
General Electric Co 
Nat! Inter-Commun 
Raytheon Manufact 
Scott, Inc., Hermon Hosmer 
Vickers Inc., Electric Div 
Weston Electrical Instrument 


AMPLIFIERS, SERVO 
Automatic Temperature Control 
Bogue Electric Manufacturing Co 
Clark Controlier Co 
Electronic Engr. Company of Cati 
Federal Telephone & Radio Corr 
Minneapolis-Honeywel!l Regulator 
Raytheon Manufacturing Co. 
cott, inc Herman Hosmer 
»eaboard Electric ( 


Vickers Inc., Electr Div 


ANALYZERS, CIRCUIT 
Cincinnati Clock & Instrument Cc 
Epco tciectronics, in 
General Electric C Apparatus ‘ 


ANALYZERS, COLOR 
Macbeth Corp. & Subsidiaries 
scott, Inc Hermon Hosmer 


ANALYZERS, ILLUMINATION 


Weston Electrical Instrument ( 


ANALYZERS, INDUSTRIAL 


ANCHORS, DRIVE 
see BOLTS, Expansion; ANCHORS, Earth 
Guy 


ANCHORS, EARTH GUY 
Blackburn Corp., Jasper 
hance A. B., W. N. Matthew 
Kearney Corp., James R, 
ne Material 


liver Iron & Steel Corg 


acturing Co 
ce Co 


ice Corne any 


ANCHORS, EXPANSION SCREW 
see BOLTS, Expansion 


ANCHORS, ROCK GUY 


elephone 


ANNUNCIATORS, DROP AND LAMP 
A Fire Alarm Company ' 
y Electror 


ANNUNCIATORS, ELECTRIC RESET 


mpany, Inc 


ANODES, CARBON AND GRAPHITE 


ecker sro s Carbon 
ational Carbon Co 


Stackpole Carbon Co 








TEST || EQUIPMENT 


FOR 
ELECTRICAL CONTRACTORS 
Maintenance & Servicemen 


INSULATION TESTER 
Model 500 
Portable—No Hand Cranking 
Built-in Power Supply 
4 OHM Ranges—Measures 


up to 200 Megohms at a Test 
Potential of 500 Volts D.C. 


LOW COST $52.50 Net xv. 
INDUSTRIAL ANALYZER 
Model 400 
3 A.C. Voltage Ranges 
4 AC. Current Ranges 
Resistance Range to 20K ohms 


LOW COST $34.50 net jy 


Send for Literature 


EPCO Electronics, Inc. 
Dept. EPG 
140 Liberty St. New York 6, N. Y. 





ANCHORING and 
DRILLING DEVICES 


<> > 


ARROFLUTE Carbide Masonry Drill 


Two Wing Spring Type 
Toggle Bolt 


A complete line of Expansion An- 
chors, Masonry Drills, and Toggle 
Bolts for every need always 
specify ARRO 


Sold Through Distributors Only 


ARRO EXPANSION BOLT CO. 
1540 BOONE AVE. MARION, OHIO 
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ARMATURES, REPLACEMENT 


ARMS, CROSS 
see CROSSARMS 


ARMS, FLEXIBLE 
meralite Company 
exonics Corp. 
yeneral Lamps Mfg 

Rodale Manufacturing 
White Company, ( 


ARMS, MAST, FOR STREET LAMPS 
see FIXTURES, Street Lighting 


ARRESTERS, ELECTROLYTIC 
see ARRESTERS, Power Line Lightning 


ARRESTERS, HORN GAP 
see ARRESTERS, Power Line Lightning 


ARRESTERS, OXIDE FILM 
see ARRESTERS, Power Line Lightning 


ARRESTERS, POWER LINE LIGHTNING 
Brown Boveri Corg 
t : Ww N. Matthew v 

Electr ervice Manufacturing Company 

eneral Electric Co Apparatus Sales Div 


. A 


Jependent Protection ( 
Kearney rp., James R 
» Material ¢ 
R. T. & E Co 
Rodale Manufacturing ¢ In 
Westinghouse Electric ( f (Pittsburg 
@WESTINGHOUSE ELECTRIC SUPPLY 
PG. SECOND COVER 


ARRESTERS, STATIC 
Becker Brothers Carbor 


W nsir arbon ( 


ASBESTOS, BOARD 
Carey Mfg. Co., Pt 
Johns-Manville 
Keasbey & Mattisor 
Mica Insulator Co 


Aitchell-Rand Insulat 
ATTENUATORS 
see CONTROLS, Attenuators and Potentio- 
meters 


AUGERS AND DIGGERS, POLE HOLE 
hance Co., A. B 
Four Wheel Drive Auto C 
Kearney Corp., James f 
eetonia Tool Co 
pe ality Device C 
Ww ams Manufactur 


AUGERS, SHIP 
see BITS, Auger Wood 


AUTOSTARTERS 
see CONTROLLERS, Automatic Motor; CON- 
TROLLERS, Manual Motor 


AUTOTRANSFORMERS 
see TRANSFORMERS, Auto 


BAGS, CLEANER REPLACEMENT 
ements Mfg. Co 
Multi-Clean Products, Inc 
Textile Specialty 


BAGS, ELECTRICIAN’S AND LINEMAN’S TOOL 


gham Mfg. ¢ 


BALANCERS, ARMATURE 
npany R. Ff 

Gelbe amue 

Insulat & Wires 


BALANCERS, DYNAMIC 


tive A fact 
ve WV ’ ] 
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BALCONIES AND SEATS, POLE 
Cope , TJ 
Kortick Manufacturing Co 
ver Iron & Steel Corp. 
eyler Manufacturing Co 


tilities P . 
Utilities Service Company 


BALLASTS, FLUORESCENT LAMP 


Transformer Co 


Bogue Electric Manufacturir B 
* Company of America, Inc 
Day-Ray Products, Inc 

Essex Wire Corr 

France Manufacturing Co 

General Electric Co., Apparatus 
Lee Electric, Inc 

New York Fiuorescent Mfg 
Presto Electric Co., Inc. 
Radionic Transforme 

ola Electric 

Stratfield Co 

Todd Products Corp. 


Westinghouse Electric Corp 


Advance 


BANDERS, ARMATURE 


see MACHINES, Armature Winding and 
Taping 


BANDS, POLE STUBBING 
xeneral Electric Co., Locke Department 
Kortick Manufacturing Co 
ne Material Co 
ver Iron & Steel Corr 
eyler Manufacturing ( 
tilities Service Company 


BANDS, SECONDARY PACK POLE 
see RACKS, Insulator 


BANDS, STUBBING 
see BANDS, Pole Stubbing 


BANKS, INFRA-RED DRYING AND HEATING 
see HEATERS, Infra-Red 


BARBECUES, ELECTRIC 
Cal-Det Products Co 
Finders Manufacturing Co 
General Die & Stamping Co 
Precision Manufacturing Co., Inc 
eabreeze Engineering Co., Inc 
Stern-Brown, Inc 


BARRIERS, ASBESTOS, FIBRE, ETC. 
see ASBESTOS, FIBRE, SLATE, Etc. 


BARS, BUS 
see BUS-BARS 


BARS, COMMUTATOR 
see COPPER, Sheet and Rod 


BARS, METAL TAMPING AND DIGGING 
Chance Ce A. B 
amond alk Horseshoe Co 
Vicke ol ( 
Leetonia Tool Co 
n Too! Manufacturing C 
rona T Works 


BARS, TAMPING 


see BARS, Metal Tamping and Digging; 
BARS, Wood Tamping 


BARS, WOODEN TAMPING 
ke Toc 
Kearney ore James R 


BASE, CONDUIT 
see MOLDING, Ornamental Metal Raceway 


BASES, ADJUSTABLE MOTOR 
Acme Battery Corg 
A 5 L s 


halmers Mar 
Pulley 


BASES, CUTOUT 


see HOLDERS, Low Voltage Cartridge Fuse; 
CUTOUTS, Plug Fuse 


BASES, MOTOR 
see BASES, Adjustable Motor; BASES, Vi- 
bration Insulating 


BASES, VIBRATION INSULATING 


arr 


A complete line of high-quality ballasts 
for all types of fluorescent lamps, in 
both uncorrected- and _ high-power- 
factor designs. Line includes, (1) 
Single-lamp for standard lamps from 
4-100 watts. (2) Tulamp for standard 
lamps from 15-100 watts. (3) Three- 
lamp for the popular 40-watt lamp. 
(4) Two- and three-multiple-lamp for 
14-, 15-, 20-, and 25-watt lamps. 
(5) For general-line, Slimline, and cold- 
cathode lamps. (6) For germicidal 
lamps. (7) Trigger Start for starterless 
operation of standard 14-, 15-, and 
20-watt lamps, and 22- and 32-watt 
Circline lamps. (8) Rapid Start for 
starterless operation of 40-watt Rapid 
Start lamps. 
a 
Consult classified section of phone book for 
address of nearest G-E Apporatus Agent 


Distributor, or write direct to General Electric 
Co., Section 640-357, Schenectady 5, N. 


GENERAL (6) ELECTRIC 


BATTERIES, CADMIUM NICKEL 
see BATTERIES, Storage 


BATTERIES, FLASHLIGHT 
see BATTERIES, Primary D-y 


BATTERIES, PRIMARY DRY 


Battery 


BATTERIES, PRIMARY WET 
Edison, Inc Thomas A., Pr 
National Carbon Co 
surrette Storage Battery 
Waterbury Battery 0 
Willard Storage Battery 


BATTERIES, STORAGE 
Battery Product 
& D Batteries 
ntinenta!l Batter Mfg 
rganizatior Frank 
Inc., Thomas 
Div. 
Electric Auto-Lite Cc 
Electric Storage Battery 
Excello Battery Co. 
General Lead Batterie 
Gould-National Batterie 
Hobbs Battery Co. 
K. W. Battery C 
Koehler Manufacturing 
Lord-Taber ( Inc 
Marlatt Battery Div 
Perrine Battery Cor; 
Price Battery Corp 


r 


BAYONETS, GROUND WIRE 
see BRACKETS, Metal Insulator 
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BEACONS 


e Materia 


BEADS, INSULATING 


y 


BEARINGS, BALL 
Ahiberg Bearir 


Auburr 


BEARINGS, BRONZE 
see BEARINGS, Sleeve Type 


BEARINGS, CARBON 


see BRUSHES, Carbon Graphite & Metal 
Graphite 


BEARINGS, JEWEL 

t tern Spe aity 
Jewe 

BEARINGS, NEE 


uM 
VicGi 


DLE 


} 
ngton ‘ 
BEARINGS, QUILL 
see BEARINGS, Needle 


BEARINGS, ROLLER 


BEARINGS, SELF-ALIGNING BRONZE 
see BEARINGS, Sleeve Type 


BEARINGS, SELF-LUBRICATING BRONZE 
see BEARINGS, Sleeve Type 


BEARINGS, SLEEVE TYPE 


x 


@KEYSTONE CARBON COMPANY—ADV. PG. 90 


v 


BEATERS, EGG 


see MIXERS, Household, Beaters and Ex- 
tractors 


BELLS, CABLE END 
see POTHEADS 


BELLS, COMBINED BELLS AND BUZZERS 


BELLS, CORONA 
see FITTINGS, Bus-Bar and Tubing 
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BELLS, HAZARDOUS LOCATION, BUZZERS 


AND HORNS 
t me any , 
@CROUSE-HINDS COMPANY.—ADV. PG 
ariey & Ww 
Seanad | 
@GRAYBAR ELECTRIC COMPANY, INC.—ADV. PG. 2 
her me NM ‘ ’ +] 


berty Be 


tCnginee ) 


BELLS, INDOOR ALTERNATING AND DIRECT 
CURRENT LINE VOLTAGE 


A 


' Time & 
a k & Wilkir 
Prest Electric 
dale Manufact 
charff Inc., J. H 
ynal Engineering & Manuf 


BELLS, INDOOR TRANSFORMER AND BAT- 
TERY 


Electr npany 
able Electric Product 
Company, 
Enterprises 

{ 
& Wire 
Electr Ir 
AA 


evitor anufactur 


rd-Taber Co., Ir 
National Time & * 
Partrick & Wilkir 


Prest 


BELLS, TELEPHONE 
see TELEPHONES 


BELLS, UNMOUNTED 
nnect t Telephe 
samewel! Co 
rtrick & Wilkins 
Reiter Core 


Engineering & 


BELLS, WEATHERPROOF 
Acme Fire Alarm Come y 
Auth ectric Company 


Enterprises, Ir 


BELTING, CANVAS 
1a ine s 


BELTING, RUBBER 


4 


BELTS, CHAIN 
see CHAIN, Power Transmission 


BELTS, LINEMAN’S 


B ngham Mfg 


BELTS, SAFETY 
see BELTS, Linemon’s 


BELTS, “Vv” 


Amer 


an 
W 
ng Mf 
R 


BENCHES, PORTABLE VISE 
Henderson tCiect 
Martin & Son H. F 


Toledo Pipe Threading M 


BENDERS, FLAT METAL 


eveland 


BENDERS, HAND CONDUIT 
American Pipe Bending Machine 
American Pipe Toc 
Appleton Electr 
Arrolet Core 
Blythe, Harry 
Electrical Fit 
yedney Electr 
sreeniee T 
Henderson Electric 


Holsc 


Lint Company 
Rattan Mfg 
tee 


CHICAGO 
conourr BENDERS 


HANDLE 


RELEASE 
™y 


The No. 2 Chicago Bender shown will bend 
1%4" and 11%" pipe in radii of 7” and 
8! . 


The No. 1 Chicago Bender will bend 12”, 
34", and 1” in 2”—4” and 512" radii. 


Both | and 2 are made in thinwall Benders 
also. 


@ Write for circular giving more details. 


GUSTAVE LIDSEEN, INC. 


835 S. Central Ave., Chicago 44, Ill. 
@ Ask your Supply House 
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Steet City Electric Co 
Tal Bender, Inc 
Thomas & Betts Co 


BENDERS, HYDRAULIC CONDUIT 
Blackhawk Mfg. Co 
Greenlee Too! Co 
Hossteld Manufacturing ( 
Midwest Electric Mfg 
Tal Bender, | 


BENDERS, POWER CONDUIT 
Greenlee Too! C 
Hossfeld) Manufacturing 
Tal Bender, In 


BENDERS, STRAND AND CABLE 
Cope, Inc., T. J 
Greenlee Tool Co 


BIMETAL 
see METAL, Thermostatic 


BITS, AUGER WOOD 
Greenlee Tool 
Kett Tool 
Mephisto To ». Ie 
Rhode Isiand Insulated Wire Co 
stanley To 
ptar Bit & Too 
Janadium Too 


BITS, MASONRY DRILL 


Diamond Expansion Bolt 


BLADES, FAN AND BLOWER, WHEELS AND 
UARDS 


Aerovent Fan 

i Fan & B 
Electrovent Fan 
Hartzell Prope 
Martin Fan & Blower 
Peerless Electric Co 
Rich Fan Manufacturine 
Robinson Ventilating 


BLADES, HACK SAW 
Blackhawk Mfg 
Borg-Warner Cort 
Clemson Bros Ir 
Disston & Sons 
0AIl Comps any 
Mephisto To 
Millers Falls Co 
Milwaukee Electri 

imonds Saw & 
nap-on Tools rp 
partan Saw Work 
Thompson & Son 


BLANKETS, ELECTRIC 
Chatham Manufacturing 
Electric Parts rp 

anders, Frary & Clark 
nited States Rubber 
Westinghouse Ele rp Apr 

BLANKETS, RUBBER LINEMAN’S 

see SHIELDS, Lineman’‘s Protecting 


BLANKS, KNOCKOUT 
Appleton Electric 
an clectr rod 
cal Fittings rf 
In R. H 
ompany, yde W 
evices ( 
Float & Manufact 
Company 


BLOCKS, CONNECTING 
see BLOCKS, Terminal 


BLOCKS, CUTOUT 
see HOLDERS, Low Voltage Cartridge Fuse; 
CUTOUTS, Plua Fuse 


BLOCKS, LINEMAN’S PULLEYS 
see PULLERS, Slack 


BLOCKS, LOW VOLTAGE CARTRIDGE FUSE 
see HOLDERS, Low Voltage Cartridge Fuse 


BLOCKS, METER TEST 


General Electric Ce Apparat 
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Meter Devices Co 
Murray Manufacturing 
States Co. 


BLOCKS, PLUG FUSE 
see CUTOUTS, Plug Fuse 


BLOCKS, TERMINAL 

Arrow-Hart & Hegeman 

Auth Electric Company, Inc 
Brach Manufacturing Corp 
Buchanan Electrical Products Cor; 
Continental Diamond Fibre Co. 
Curtis Development & Mfg. Co 
Ferro Electric Products Inc 
General Electric Co., 
General Products Cor 


@i.Sco oo TUBE & PRODUCTS, INC.-ADV 
PG 


Apparatus ale 


Knox seven elain Corp 
Kolton Electric Mfg. Cc 
Kulka Electric Mfg. Co 
Meter Devices Co 
Multi Electric Mfg 
Pelham Elect. Mfg. Corp 
ttler Corp 
ithern Electrical Equipment 
quare D Company 
tates Co 
Wama Co 
West inghc 


yuse Electric 


BLOCKS, TROLLEY 
see HOISTS, Electric 


BLOWERS, CENTRIFUGAL 


@AIR CONTROLS, INC., DIVISION 
HEATER CO.—ADV. PG. 80 
Al 


Ch oe B.- setsgyit, Cc 


An Filter Co., Inc., Herman Ne iv 
@ AMERICAN. BLOWER CORPORATION ADV. PG. 126 
127 


CLEVELAND 


merican Electric Motors Inc 
Amer oe 4 tandard Sanitary Cort 
@BuFFALO FORGE. COMPANY ADV. PG 
e orp 





TYPE ‘‘S'’ WITH BAR AND SCREW 
Type S Knockout Seals, made of spe- 
cial steel and embossed to centralize 
in knockouts, are the best all-purpose 
seals for effectively closing unused 
knockouts. They are designed to per- 
mit installation from the inside or 
outside of any box withovt disar- 
ranging wires or equipment within. 
One screw provides the means for 
holding the Type S Knockout Seal 
securely in position, To exclude in- 
flammable dust or gasses, a felt pa- 
per gasket is recommended. All parts 
are thoroughly cadmium plated,and 
marked for size and catalog number. 


Listed by Underwriters’ Laboratories 
Under Re-Examination Service. 


Write for catalog and price list. 


pana |e' IT GREE 


1201 241m STREET - OAKLAND CALIPORINA 














—WeavY DUTY 
MOLDED 


TERMINAL 


Screw and 
Solderless Types 


« Check these 
FEATURES: iaase 
Y MATERIAL—CFG Per MIL-P-14 A 
V RUGGED ONE PIECE MOLDINGS 
V HIGH REINFORCED BARRIERS 
 MOLDED-IN RIVETS & INSERTS 
V REVERSIBLE MARKING STRIPS 


Covers and numbered marking strips also available 


—— Evectricat Prooucts CorProration 
Hillside, N. J. 


Send for Catalog K-5 


NS) 


Wing Mar fac 
BLOWERS, FURNACE 
see FANS, Furnace, and Blowers 


BLOWERS, MANHOLE VENTILATING 
see VENTILATORS, Manhole 


BLOWERS, raanerste 


hanar 
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International Engineering, Inc. 
@ MARTINDALE ELECTRIC CO.—ADV. PG 102 
Master Appliance Mfg. Co 
Moore Company 
Morrow Co 
Queen Stove Works, Inc 
Robinson Ventilating Co 
United Blower Co., Inc 
nited Electric Motor Co 
Waveland Electric Co 


BOARD, ASBESTOS, FULLER & PRESS 


see ASBESTOS, Board; PAPER, Fullerboard 
and Pressboard 


BOARDS, BENCH 
see SWITCHBOARDS, Light and Power 


BOARDS, DIMMER CONTROL 
see SWITCHBOARDS, Light and Power 


BOARDS, ILLUMINATED BULLETIN 
see SIGNS, Internally Lighted 


BOARDS, INSTRUMENTS 
see SWITCHBOARDS 


BOARDS, METAL PANEL 
see STRUCTURES, Instrument Mounting 


BOARDS, MOTOR CONTROL 
Allis Co Louis 
Allis-Chalmers teat C 
B i e Electric Mas ufacturing C 
@ CONTINENTAL’ ELECTRIC EQUIPMENT COMPANY 
ADV. PG. 61-6 
Empire Corp 


Federal Electric 


D Company 


BOARDS, PANEL 
see PANELBOARDS 


ee PLATING GENERATOR CONTROL 
jue Electric Manufacturing Cc 


BOARDS, SPORTS SCORE 
see SCOREBOARDS, Sports 


BOARDS, TERMINAL 
see BLOCKS, Terminal 


BOBBINS, COIL WINDING 
Estes & Sons, E. B 
aries Reproducer C 
Kirchberger & Co 
sh nsulator Cc 
} tur ak off — mic & Mfg. C 


> x 


rp 
Ir 
I 


nc., M 


BODIES, TRUCK 
veel Drive Auto C 


3ody, Inc. 
wers Auto 


Products 


BOILERS, MISS T RNEASY HEATED STEAM 
Automati< team 
rown Bover 
Commonwealth £ 


ve 


BOILERS, STEAM 
. Inc., Bryant Heater Div 
Amer. Radiator & Stand. Sanitary Cor; 
Ames Ir Vorks 
Automatic e 
Ford Steel Pr 
Leffel & Co., 
Mund Boilers 
New York Pressing Machinery Corr 
Springfield Boiler C 


BOLTS, ANCHOR 
see BOLTS, Expansion 


BOLTS, CARRIAGE AND STEP 
Chase Brass & Copper Co 
Electrical Mfg. ( 
General Electric Co., Locke Department 
Harper Co., H. M 
Kortick Manufacturing Co 
Line Material Co. 


ver Iron & Steel Corp 


ELECTRICAL CONSTRUCTION AND MAINTENANCE . 


WELL ! wuere DID we sur 


THAT STUFF ? 
HOW CAN WE PRICE IT ? 
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‘NATIONAL PRICE | 
SERVICE 


listed tie). vais 
ee] tite) 7 Vitel, | 


13601 EUCLID AVENUE 
CLEVELAND 12, OHIO 


Pheoll Manufacturing ( 
Pittsburgh Screw & B 

St. Louis Screw & Bolt 
Seyler Manufacturing ( 
Utilities Service mpany 


BOLTS, COPPER-NICKEL ALLOY 


H 


BOLTS, CROSSARM 
Electrical Mfg. ( 
2eneral Electr 
Kortick Manufacturine 
ine Material 
liver Iron & Stee 
Rhode Island 
seyler Manufacturir 
tilities Service Compan 


BOLTS, DOUBLE ARMING 
Electrical Mfg. ( 
General Cement Manuf 
Kortick Manufacturing 
Line Material C 
Oliver Iron & Steel 
R. €. C. C orp 
Seyler Mar ufacturing ( 
Utilities Service Company 


BOLTS, EXPANSION 
Ackerman-Johnson ( 
Apex Bolt Pre ducts Co 
Arro Expansion Bolt Co 
Chase Brass & Copper Co 
Diamond Expansion B 
Electrical Mfg. Co 
Genera! Electric Co., Loc 
Holub Industries, Inc 
Line Material Co 
National Lead Company 
Oliver Iron & Steel Corp. 
Paine Company 
Rawiplug Co., Inc. 
Seyler Manufacturing Co 
tar Expansion Bolt C 
Steward & Romaine Mfg. Co 
super Grip Anchor Bolt Co., In 
Expansion Bolt Co 


In 


BOLTS, EYE 
Apex Bolt Products Co 
Armstrong Bros. Too 
Electrical Mfg. Co 
Kortick Manufacturing ( 
Line Material Co 
iver Iron & Steel Cory 
Paine Company 
St. Louis Screw & Bolt Cc 
Seyler Manufacturing Cx 
Steward & Romaine Mfg. ( 
super-Grip Anchor Bolt Cc Inc 
Upson-Walton Co 
Utilities Service Company 
Williams & Company, J. H 


BOLTS, FORK 
see FITTINGS, Insulatcr 


BOLTS, GUY, AND PLATES 
see HOOKS, Guy, and Plates 


BOLTS, INSULATOR 
see PINS, Metal Insulator 


BOLTS, LAG 
see SCREWS, Lag 


BOLTS, MACHINE 
Blackhawk Industries 
Chase Brass & Copper Cc 
Electrical Mfg. Co 
General Cement Manufacturing Co 
General Electric Co., Locke Department 
H. M 

Harvey 
nufacturing ( 


Lo 


& Steel Core 
nufacturing Co 
screw & Bolt Cory 
ouis Screw & Bolt Co 
r Manufacturing ( 


Utilities Service Company 
BOLTS, SPACING 

see BOLTS, Double Arming 
BOLTS, STOVE 


Amer 


Blackhawk | 








70% SAVING 
WITH 
PLASTIC SCREW ANCHORS 


Tremendous Holding Power! 


Tests by 
Pittsburgh Testing Laboratory 


UNDERWRITERS’ 
LABORATORIES’ APPROVED 


Use in any material indoors or 
outdoors—easily and quickly 
installed without special tools 
of any kind 


MILLIONS NOW IN USE! 


Sizes for No. 5 thru No. 20 wood 
screws or sheet metal screws plus 
%", 5/16", %”, 7/16" and 4" 
Lag Screws 


FREE SAMPLES ON REQUEST 








RU 


(hrc HALE 


Other “Hi"’ Fastening Devices titust: ated Above 


HOLUB INDUSTRIES, INC, 
440 Elm St. © SYCAMORE, ILL. 
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ETT 


TALL REACH 
BORER 


Save time and labor with this 
contractor-proved drill. In ‘‘on the job" 
tests, the KETT Tall Reach Borer drills 


four holes for every one by hand 


methods 


no time at alll 


The KETT Tall Reach Borer is a 
rugged unit, built for continuous hard 
use, yet weighs less than 15 Ibs. 


poys for itself in 











with 9-ft. telescopic extension that 


permits drilling, without a ladder, any 


place at any angle. Capacities: 


up to 3 


masonry. Widely used by electrical, 


n wood, also drills metal, 


Drills holes anywhere, 
in wood, masonry, metal 


Pipe fitting and other contractors. 


See It At Your Dealer Or Write For Bulletin T-53 


tHe KET T root company ipccfAStZHiR® St. 


ANCHORING and 
DRILLING DEVICES 


SF ROCES 


ARROFLUTE Carbide Masonry Drill 


Screw Expansion Anchors 


Two Wing Spring Type 
Toggle Bolt 


A complete line of Expansion An- 
chors, Masonry Drills, and Toggle 
Bolts for every need always 
specify ARRO 


Sold Through Distributors Only 


ARRO EXPANSION BOLT CO. 
1540 BOONE AVE. MARION, OHIO 
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BOLTS, “U” 
Apex Bolt Prod 
t Mfq 


iz] 


nparny 


BOOKS, ELECTRICAL TEXT 
peneral Electr r 
McGraw-H 
Rinehart Books, Inc 
Viley & Sons, Inc 


BOOSTERS, VOLTAGE 
American Floor Surfacing Ma 
seneral Electric ¢ Apparatus Sale 
n Electric Mfg 
T&E 

faytheon Manufacturing Co. 

riad Transformer Corp. 


BORDERLIGHTS 
see FIXTURES, Stage Lighting 


BORERS, EARTH 


Four Wheel Drive Aut 


BORERS, JOIST 
Henderson Electr 
Hykon Mfg. Co. 
Kett Tool Co 

Electr Co. 


mpany, Clyde W 


BOWLS, GLASS OR PLASTIC 
see REFLECTORS and Shades 


BOXES, ADJUSTABLE FLOOR 
nom Sheets ee Ang 
@ NATIONAL ELECTRIC PRODUCTS CORPORATION 
ADV. PG. 97-100 
Richard ompany, J. R 
Russell & Stoll Company 
teel City Electric Cc 
Thomas & Betts Co. 


BOXES, BRANCH 
see BOXES, Pull 


BOXES, BREAK GLASS 
see SYSTEMS, Fire Alarm 


BOXES, CODE 
see SYSTEMS, Fire Alarm 


BOXES, CABLE JUNCTION 
Adalet Mfg 
Bonnell Electric Manufacturing f 
@ CONTINENTAL ELECTRIC EQUIPMENT COMPAN 
ADV. P 1-64 
@CRCULE-HINDS COMPANY—ADV. PG. 66-67 
Electr amen cabo 
Fuliman fact 
@ec&aw ELECTRIC SPECIALTY CO.—ADV. PG. 92 
xeneral E { Construction Materia 
General £ a Co., Wiring Device Dept 
Hope Electrical Products Co., Inc. 
oy Manufacturing Electrica 
Keys stone Mfg. Co. 
Killark Electric Mfg. Cc 
@KIRK & BLUM — CO.—ADV. PG. 104 
Kolton Electric fg. Ce 
Massey ine 7 ~ H. 


‘Electrical CODE RULES 


made clear by 


PICTURES 


| Newest roe in ages! ort 
cial National Electric 


8% x 11 

Ze over 1600 

| pages. overs things like 
Wiring design and prote 


2 GIANT 
VOLUMES 
ng methods 3168 


cations, et , Pictures! 


Segall’s 


| 
ELECTRICAL CODE DIAGRAMS 


tow minutes study © Cay makes you ® Teal:< 
helps you on the job every day 
@ Speeds your 
@ Saves costly err 


trical planning and installatior 
rs, expensive violations 
| @ Numbered exactly like Code for quick referen 


10 DAYS TRIAL—EASY TERMS 


McGRAW-HILL BOOK CO., 330 W.42 St.,.N.Y.C.36 
Send me Segall’s ELECTRICAL CODE ODIA- 
CRAs. Volumes I and II, for 10 days exar ina 
tion on appr 4 In 10 days I 1 rst 
pas yment of $5.00 ylus few 
5.00 is 
s postpai 
oupon; 


hha 
This offer applies to U. S. Only 
—aS ae ewe ee ee ee ee ee ee ee ee ee oe 


cam ae oe om ow ow ow ow ow ow od 
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of VE >= FLOOR BOXES 


: and HANGER OUTLETS 
BOXES BY tt) 3 : 4 provide safe, convenient outlets for stores, offices 


f and homes. (@@ Hanger Outlets can be used to sup 
eltlalelact: Cameh i : : port and supply service for fans, electric signs, 


spotlights, etc. A similar unit for clocks is also 


‘7 & available. (& Floor Boxes provide ideal outlets for 
STANDARD SIZES : Hi 3 telephones, signal systems, hghting, small appl 


ances, etc 








For further information write for Bulletin No. 905. 


Frank eCdam Glectric Co. 
Eleven complete lines of gasketed 


weatherproof Boxes by Hope carrying ee 3650 WINDSOR PLACE ST. LOUIS, MO. 
Underwriters laboratories approval. A 
complete line of explosion housings 
monufactured to the standards of the 
Underwriters Laboratories, Inc. 








Nat r xeneral Electr Construction Materia iv. 
All Boxes by Hope are of strong, dense eo. Zz ELECTRICAL MFG “CO. INC Genera! Electric Co., Wiring Device Dept 
cast iron with standard finish of hot dip Parker Electrical Mf @GRAYBAR eae COMPANY, INC. -ADV. PG. 2 
. . . t ation. C Insuline Cor merica 
galvanize—enduring for long service life A ing wt er : cachet Mig. Co 
—ottractive in appearance. Richards Company . Knight Electric Pr a f 
Manufacturing Midwe st Electric Pr 
‘ toll Company, @ NATIONAL ELECTRIC ‘PRODUCTS CORPORATION 
mplet Electric Cc ADV. PG. 97-100 
STANDARD BOXES tee! City Electr Neptune Power Plus Product 
r ric roduct l Rattan fg r 
UNFLANGED JUNCTION AND Thomas Betts Ce Richards Company 2 be 
PULL BOXES ate 
H1200 Type © 164 sizes ' ’ Stonco Electric Products 
from 4x 2x20 48 x 36x 17 ee oe, eee Bla t 


WwW am Prod t H 


HINGED WEATHERPROOF BOXES, METER SERVICE 
BOXES Federa! Electr Py t ‘ Code Products rt 
Hone Electr Product Federal Elect Product 
H3200 Type © 128 sizes slenieehe 1 ig pare Manufacturing Co., F 
from 5x 5x3 to 36x 36x12 Keystone Mfc eter Devices ( 
@KIRK & BLUM MFG. CO.—ADV. PG. 104 @MURRAY MANUFACTURING CORPORATION ADV 
Kolt Elect Mit PG. 1 


olumbia Meta! Box Co. 
@ CONTINENTAL ELECTRIC EQUIPMENT COMPANY 
ADV. PG. 61-64 


FLANGED RECESSED e-National Co. ee eee” a 
COVER BOXES : : 

H7000 Type © 51 sizes 

from 4x 4x3 1030 x 24x 12 


W 





BOXES, EXPLOSION-PROOF OUTLET 
CHECKERED COVER see BOXES, Hazardous Location Conduit 


e 
asm ee | cones, ne stan NOW faster mounting 


from 6x 6x 4 to 36x 24x14 see SYSTEMS, Fire Alarm 


BOXES, FLOOR RECEPTACLE with G-E Levelock switch boxes 


’ f ank | 
@NATIONAL ELECTRIC PROD ICTS CORPORATION 
ADV. PG. 97-100 


ne 


EXPLOSION HOUSINGS T & Bett 
by Hope, for Class 1, Groups C and D BOXES, HAZARDOUS LOCATION CONDUIT 


hazardous locations Adalet Mi 

Order BOXES BY HOPE — standard or or Electr , 
with custom modifications — from your @ crouse. HINDS COMPANY—ADV. PG. 66-67 
electrical distributor. Write to Hope, on 


company letterhead, for new catalog. 





@0. 2 ELECTRICAL MFG. CO. INC 
Hope representatives are in all key mar- Aree 
keting areas, including Portland, Denver, , 
Dollas, Houston, New Orleans, Atlanta, ee er LEVELOCK BOXES can be mounted 
Chicago, Cleveland, Philadelphia, Boston BOXES, JUNCTION quickly and easily, because they have 
and Newark. see BOXES, Cable Junction; BOXES, Pull nail-through holes in addition to con- 
BOXES, LETTER AND BELL ventional sideplate nail holes. 
Aut ect Write for booklet describing the 


) oe ~ many new types of General Electric 
BOXES, MANHOLE boxes. Section C32-F18, Construction 
eG & W “ELECTRIC SPECIAL TY CO.—AD ‘ Materials Division, General Electric 

=e , . Company, Bridgeport 2, Connecticut. 


BOXES, METAL OUTLET AND SWITCH i. 
ELECTRICAL PRODUCTS CO., @ALL-STEEL EQUIPMENT, INC ADV. PG. 7] jou can pul asieli dla hbrus nn. 
338 Wilson Ave., Newark 5, New Nee pe eg iain ms Y 


Mivnll 7-442 races & GENERAL @@ ELECTRIC 
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BOXES, NON-METALLIC BRACES, CROSSARM superior Porcelain Co 
see BOXES, Piastic Outiet and Switch American Crossarm & Cond C tilities Service Company 
3rook Lumber Co 
BOXES, OUTDOOR METER samen Ban. aed BRACKETS, LAMP LEAD 
nell Electric Manufactur ' Haley & Co., Inc., 
Products Cor; Kortick Manufacturir 


xeneral Electric Co., Locke Departmen 
ver Iron & Steel Corp 
si Electric Product e Material Co Manufacturing C 
— : ver Iron & Steel C tamford Metal Specialty Co 
@ KIRK & BLUM MFG CO..-ADV. PG. 104 t Malleable Castir pany 


yler Manufacturing Cc 


Me : 
@ MURRAY MANUFACTURING CORPORATION ties Service Company BRACKETS, METAL INSULATOR 
| yht Washer Mfg. Co General Electric Co., Lock partmen 
wer Electrica f Knox Porcelain Corp 


BRACES, CROSS POLE Kortick Manufacturing 
BOXES, PANEL Socios! Wife. Ge ron & Steel Corp 
» Electric Corp. 
see PANELBOARDS Kortick m nufacturing Ce weg on Boag 4 
sees ee Ore tilit ervice Company 


BOXES, PLASTIC OUTLET AND SWITCH 


Electr BRACES, DROP TYPE BRACKETS, NEUTRAL 
ect al Mfg ry) ; Genera ectr Locke Department 
> : ectr s0., ) Departmer liver i on & Stee! Corr 
Manufacturir ) s Malleable ¢ ting C 
q j Malilea ’ g Co 
ver Iron & tee f er | nu turing ( 


BOXES, PORCELAIN OUTLET AND SWITCH eyler Manufacturing tilities Service Company 
x Porce 

@ PORCELAIN. PRODUCTS INC... ADV. PG. 129 BRACES, SWITCH BOX BRACKETS, OUTLET BOX 

superior Porcela see HANGERS, Outlet Box see HANGERS, Outlet Box 


vict Insulator 


BRACES, TRENCH BRACKETS, PIN 
BOXES, PULL obo one General { Locke Department 
Adalet Mfg : = Kortick Ma facturin 
in dame te BRACES, VERTICAL ARM 
Bonne Electr Manuf 
Yolumbia Metal Box rtick Mar turir r tilitie rvice Company 
@ CONTINENTAL ELECTRIC EQUIPIVE lron 5 
ty Baste Dey prove sec engr tM BRACKETS, POLE TOP 
arent f a 5 thon viii see PINS, Metal Insulator 
Hope Electr il Product YON 
Huenefeld pa avec cy age ngaat BRACKETS, RIDGE 
Ke Panay age , senera r € tr Ce Locke [ " 2eneral ; ectric cke Department 
Keystone fg. C oe ; eae Kortick Mar : ring , 
@KIRK & BLUM MFG. CO.-ADV aaa” liver Iron & Steel Cor 
Iton lectric V ' ‘ P is Malleable Casting ( 
Meter Devices C ver ro nm & steel Corp eabie 3 
Midwest Electric Product t aa “re . 
Neptune-Power Plus F t ‘ 
a. BRACKETS, BREAK ARM BRACKETS, SWITCHBOARD INSTRUMENT 
Products ( ays 
ectric Manufacturing cael: Whakinie ‘Oa... Caales Deoasener 
witchboard Kortick Manufacturing BRACKETS, TRANSFORMER 


Iron & Steel Corg Kortick Manufacturing Cc 


ne Mi + 


Mig Manufacturing 


ynufacturing Cc 


ervice mpany 


Ir 


Malleable Casting e Material Cx 
v Manufacturing (¢ ver Iron & Steel Corr 
Walke ectri¢ ties ervice Company eyler Ma cturing Co 
tilitie ervice ompany 


BOXES, SERVICE BRACKETS, Coneten CONSTRUCTION Westinghouse Electric Corp. (Pittsdurgt 
see BOXES, Cutout, and Cabinets seneral Electr 
Kor BRACKETS, TRANSPOSITION 


BOXES, SPLICE . a1 LO 3eneral Electric Co., Locke Depart 


Kortick Manufacturing ( 

ni oN ne Material C 

BOXES, SPLIT JOINT gy Peg ye 
see SPLICES, Line BRACKETS, CROSSARM »r Manufacturing Co 


Company 


see BOXES, Cable Junction 


er ectric { Le 
BOXES, STAGE PLUGGING Rick omdiastenton ¢ 
see FIXTURES, Stage Lighting e Material Co BRACKETS, WALL 
r n & Steel Cort seneral Electric Co., Locke Department 
BOXES, STANDARD RESISTANCE Malleable ( nm Kortick Manufacturing Ce 
ay Instrument npany rw sfacturir eader Lamp Mfg fi 
justrial Ins ment Yi A _ oo ey ane re Material Cc 
hallcross Mfg. Cc ve ng - Erectric ‘ ; Me-.erjohan Weng er 


Technoloc Instrument t 
— a BRACKETS, EXTENSION 
BOXES, euOWwAY pe, Inc., T. J ; ae t. Louis Malleable Cas 


. 1 Elect te veneral Electric Cc ke P Manufact 
Bonne ectric " Inc. <ortick Manufacturing ¢ —— pester ge tte 
@ecaw ELECTRIC "SPECI Ty co ne Material Co — rd WN 
ompson ¢t 
nistrut Products Co 
tilitie ervice Company 


Hope Electrical Prod iver Iron & Steel Cory 

oreen Manufacturing t. Louis Malleable Cast 
yeyler Manufacturing ( A b 

BOXES, SWITCH tilities Service Company Weiss & Bihelier 

see BOXES, Cutout, and Cabinets; BOXES, White Company, 0. C White mpany 


Metal, Plastic or Porcelain Outlet and 
Switch BRACKETS, HOOK BRACKETS, WOOD INSULATOR 
- : \ eo American Crossarm & Conduit ( 
BOXES, UNDERGROUND See diccmementee Haley & Co., Inc., R 
et — : > seneral Electric Co cke 
novel "Becerie Manufactur R . } os & steet Cory Hatheway & Patterson Co 
@G & W ELECTRIC SPECIALTY CO..ADV. PG. 92 yer Manufacturing Cc <nox Porcelain Corp. 
fope Electrical P Thompson Electric Cc er >t Vort 
Rab Electric Manufa turing I t ¢ aaa e Compa Bae Corp a 
Rusgreen Manufacturine Jtilities Service Comp 
ee eee t BRACKETS, HOUSE BRAID, COPPER 
BRACES, ALLEY ARM a on ge lh ay agg pe al eae hampion Cable ( 
see BRACES, Crossarm Knox Porcelain Corp. blue aw re & Supp y Co. 
rtick Manufacturing ( ~ A : scan alo na 


BRACES, ANGLE AND RATCHCT ne Materia sien. Wasianietadan 
Mole-Richardson Company 


National Electr Products ( 


ver Iron & Steel Cort BRAKES, ELECTRIC 
BRACES, BIT @ PORCELAIN PRODUCTS, INC. ADV. PG. 129 ark Controller Co 
t. Louis Malleable Casting Electric Controller & Mfg 
lane “h T ; eyler Manufacturing ( seneral Electric Co., Apparatus Sales Dw 
é Electric rf tandard Dayton Corp 
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TROMBETTA SOLENOID CORP. AIR 


THE SUPREME AUTHORITY ON THE DESIGN, MANUFACTURE AND APPLICATION OF SOLENOID BRAKES 


331 NORTH MILWAUKEE STREET: * MILWAUKEE 2, WISCONSIN ot | RCU IT 


BREAKERS 


A complete line of 
thermal-magnetic breakers 
SB.373 BRAKE SB.388 BRAKE B.122 DISK BRAKE SB-302 BRAKE 


450 FT-LBS 2400 FT.-LBS, 85 FT.-LB, TORQUE EXPLOSION PROOP for every application 
SOLENOID OPERATED BRAKES 

SB-300 LINE OF SOLENOLD OPERATED SHOE noid capacity makes long periods between adjust- TYPE EQ 
BRAKES ments for wear of lining. (9) Two and four sets | 
Wheel Sizes: 2.5” Dia. x 14%” face to 72” Dia. x of very long springs provide very fine adjustment for low-cost, small-wire 
14” face; Torque capacity, continuous duty 3 to Of torque, very flat spring characteristics and very protection 
24,000 ft.-lbs. Torque capacity half hour duty ‘stable torque. Highest quality linings also give 
5 to 31,200 ft.-lbs.; Single solenoid or double Very constant torque values. (10) The easiest 10-50 amperes 
solenoid operated. brake to adjust because it is statically balanced 1 pole: 120 v. a-c 


_ > enn . es about the brake wheel. (11) Equipped with anti- . . 
TWELVE SPECIAL FEATURES coctans dosieen. CIR} Beall ccenald tauien ane 2 pole: 120/240 v. a-c 


All brakes are available in the following modifi- 4. operated with one solenoid, leaving the other 5000 amperes interrupting 
cations: (1) For all voltages and frequencies, one for spare, thereby insuring uninterrupted 
alternating current. (2) For all voltages direct  gervice, or both solenoids used to operate the 
current and for series or shunt connections. (3) brake, thereby doubling the torque capacity and TYPE ET 
Equipped with single or double solenoid. (4) the two solenoids may be connected in open delta 
Equipped with explosion resistant solenoid or for 3 phase operation, thereby reducing phase 
with oil immersed solenoid. (5) For operation ynbalancing. 

as spring set magnetic release or magnetically set s 15-50 amperes 
spring release. (6) All brakes are operated by 8-100 LINE OF SOLENOID OPERATED DISK 
long stroke, high power, large capacity solenoids. BRAKES. 

(7) Only 50% of solenoid stroke is used for re- 250 v. a-c; 
leasing the brake — the other 50% is a reserve See our advertisement on solenoids. Write for 125/250 v. d-c max. 
to take care of lining wear. (8) Abundant sole- more information, 5000 amperes 


seethasces 
IN 1924 MR. TROMBETTA GAVE THE WORLD THE COMMERCIAL SOLENOID a 


Ideal for lighting- 
circuit applications 


1-, 2-, and 3-pole 











“F” FRAME 


for compactness-plus 


BRAKES, HYDRAULIC 15-100 amperes 


Air Circuit Breakers 1 Controller ®: anbpits 


BRANES. magnaTtC 600 v. a-c; 250 v. d-c 
sy ews ae ti. 15,000 amperes 


itler-Hammer, C interrupting 


"“K"’ FRAME 
Type AK-.1.50 


sper nh ya Aisi ate ae . (Pittsburgt for flexibility-plus 


indoor wall mounting : 70-225 amperes 
BRANDERS, ELECTRICALLY HEATED 
= laaiets tmeaiite' th 2- and 3-pole 
olderina Iron ¢ Inc 600 v. a-c; 250 v. d-c 
we 15,000 amperes 
interrupting 
Type AK-1 air circuit breakers are for 
industrial and switchgear applications aoer 
e Brass & ( per ( 
where numerous opening and closing Revere Copper & Brass Inc “L” FRAME 
operations are required for power and 
lighting circuits. Designed for severe BREAKE 


BRASS, SHEET AND ROD 


RS, AIR CIRCUIT—OVER 600 VOLTS for extra-heavy duty 
pach catalase Man 125-600 amperes 
2- and 3-pole 


600 v. a-c; 250 v. d-c 
have wide-range application from Westi eevee Electric Corp. (Pittsburgt 25,000 amperes interrupting 
15-4000 amp continuous, 15,000-100,- 


S50 amp interrupting rating; 698 volts, BREAKERS, AIR CIRCUIT—UNDER 600 VOLTS Underwriters’ approved 
a-c; or 250 volts, d-c. Other G-E h halmers Manufacturing Co 


air circuit breakers available to meet American Nut & Bolt Fastener ( 
most requirements. Stocked by local : 
distributors for immediate delivery. 


service, these breakers are small and 
compact, have individual unit-pole 
construction for easy maintenance, and 


rown Boveri Cor 


ener Electr o., Apparat ale v 
@I-T-E CIRCUIT BREAKER CO.—-ADV. PG. 109-112 


Consult classified section of phone book for sah SreCrs mpperat 8 a 
address of nearest G-E Apparatus Agent —— . . SIC Oe S if 
Distributor, or write direct to General Electric peci y 


Co., Section 640-360, Schenectady 5, N. Y. @!-T-E CIRCUIT BREAKER CO.—-ADV. PG. 109-112 


‘ CIRCUIT BREAKERS 


rray Manufacturing Corg 
QRUSSELL & STOLL COMPANY, INC.—ADV. PG 


GENERAL ELECTRIC 8 cere wireee B '-T-E CIRCUIT BREAKER COMPANY 


Inc. 19th and Hamilton Sts., Philadelphia 30, Pa 


rp. (Pittsburgh) 
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AIR 


CIRCUIT 
BREAKERS 


for branch circuit 
and motor branch circuit 
protection 
perf 
“E” FRAME 


15-100 amperes 

2- and 3-pole 

600 v. a-c; 250 v. d-c 

15,000 amperes 
interrupting 


pe ae 


"K"’ FRAME 


70-225 amperes 

2- and 3-pole 

600 v. a-c; 250 v. d-c 

15,000 amperes 
interrupting 


“LY” FRAME 


125-600 amperes 

2- and 3-pole 

600 v. a-c; 250 v. d-c 

25,000 amperes 
interrupting 


URELITES 


Types KA, KB, KC, LG 
15-6000 amperes 

2-, 3-, and 4-pole 
600 v. a-c; 250 v. d-c 
15,000-100,000 


amperes interrupting 


Enclosure types include: 
general purpose * semi-dust-tight 
weatherproof * water- and dust-tight 


explosion-proof 


Underwriters’ approved 


AIR 


CIRCUIT BREAKERS 
I-T-E CIRCUIT BREAKER COMPANY 


Specify 


19th and Hamilton Sts., Philadelphia 30, Pa 





BREAKERS, 6RANCH CIRCUIT AND MOTOR | 


BRANCH CIRCUIT 
A halmers Manufacturing 
er-Hammer, Inc 
Electric Products 
Electric Co., App Js 
ectric Co., Trumbu 
Electr Co 
Hopax Electric, Inc 
@!-T-E CIRCUIT BREAKER CO 
Viecha duct 


nical Pr 


ADV. PG. 109-112 
s Inc 
Murray Manufactur n Cort 
@RUSSELL & STOLL COMPANY, INC 
THIRD COVER 
quare D Company 
Wadsworth Electric Mfg. Co., Ir 
Westingt e Electric Corp. (Pittsburg 
@WESTINGHOUSE ELECTRIC SUPPLY CO.—-ADV. PG 
SECOND COVER 
Ze th Electr C 


ADV. PG 


BREAKERS, HAZARDOUS LOCATION 
L Chalmers Mfg. Co 
Appleton Electric Co 
@CROUSE-HINDS COMPANY—-ADV. PG. 66-67 
Cutler-Hammer, inc 
Products Co 
Genera! Electric Co., Apparatus 


Fede Electr 
Sales Div 
Heinernann Electric Co 
@I-T-E CIRCUIT BREAKER CO.—ADV. PG. 109-112 
Killark Electr Mfg. Co. 
Pyle-Nationa 
@RUSSELL & STOLL COMPANY, INC 
THIRD COVER 
quare [ mpany 
Westingh« 
Zenith Electr 


ADV. PG 


BREAKERS, OIL—-OVER 600 VOLTS 


fh Chalmers Manufacturing Cc 


Cutler-Hammer 
ry , Apparat ale 


eral Electr 


Manufacturing Corp 
Westing! e Electr Corp Pittsburg! 


BREAKERS, OIL—UNDER 600 VOLTS 
All's-Chalmers Manufacturing Co. 
itler-Hammer, Inc 
neral Electr Co., Apparatus ales Div 
Westinghouse Electric Corp. (Pittsburg! 


THE COMPLETE LINE 
OF CIRCUIT BREAKERS 


MILLIONS-TESTED and millions 
proved” Federal Noark popular priced 
Stab-lok Circuit Breakers available 
from 15 to 50 amps . Single and 
double pole. Enclosures to meet every 
need up to 42 circuits. 

Heavy duty Type AB-I enclosed 
Circuit Breakers of long established 
design. Available in a range from 15 
amp., 250 volt (NE Frame), to 600 
amp., 600v. (WL Frame) Dionization 
principle of are interruption. y 


Write for full details or see 
your nearby Federal Noark 
distributor 





FEDERAL ELECTRIC 
PRODUCTS COMPANY 


50 PARIS STREET » NEWARK 5, N. J 


AIR 


CIRCUIT 
BREAKERS 


for 
dependable circuit protection 
in hazardous locations 


I-T-E explosion-resisting enclo- 
sures make it possible to apply 
1-T-E air circuit breakers in many 
hazardous locations—for positive 
protection against overloads and 
short circuits. 

Rugged, tightly sealed steel 
enclosures can be used in pres- 
ence of corrosive fumes, dust, 
vapor, dripping water, moisture, 
and spray. 

Different sized enclosures are 
available for the various frame 
sizes of |I-T-E breakers. 


Underwriters’ Approved 


Specify Al 4 


CIRCUIT BREAKERS 
IN 


EXPLOSION-RESISTING 
ENCLOSURES 


1-T-E CIRCUIT BREAKER COMPANY 


19th and Hamilton Sts., Philadelphia 30, Pa 
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r= 
BRIDGES, WHEATSTONE ' 


General Rad Compan 





Gray Instrument Company 
Heath Company 
ndustria ruments Ir 
yreen Manufact 
s Mfg 
: : 

2 


BROILERS, PORTABLE HOUSEHOLD 
C Company 
5 Manufacturing Co 


BRONZE, PHOSPHOR Do you sometimes need 
Belmont Smelting Ref 3 Work Inc ~ ° > 
a Gens e é' quick service on an un- 


» Bearings, | usual job? Might the an- 
BRONZE, SHEET AND ROD ‘ swer be in one or more of 


Amplex Manufacturing 


hase Brass & Copper _ the brushes pictured here? 


Phosphor Bronze . _ 

Revere Copper & Brass | Safe rule... call’ your 
BRUSHES, CARBON GRAPHITE AND METAL Superior distributor first. 

GRAPHITE . . 

Becher Brothers Carken We have made just about 


Carbon Engineering . * . ” 
arbone orp . = every brush in the books”. 
a Sree a be Odd brushes — “odd fel- 


eeiata. Chena lows”. if like ne 
Insulation & Wires Inc ows’, if you like — pre- 
@ KEYSTONE CARBON COMPANY—ADV. PG. 90 ‘ 
peestnctay Bh ey oan sent no problem. 
@KIRKWOOD COMMUTATOR COMPANY—ADV. PG. r 
101 


SUPERIOR CARBON 
PRODUCTS, INC. 


9112 GEORGE AVENUE 
CLEVELAND 5, OHIO 
Graphite Co. Div 


rothers Cart 


BRUSHES, COPPER LEAF AND GAUZE De EFF j C i & 8 T 
ce al 


1 Engineering 


, + ECONOMICAL 
‘ > FLEXIBLE 


BRUSHES, PORTABLE PLATING 
Ele Inc 


Rapid troplating Pr 
BUCKETS, CANVAS TOOL 


BULBS, INCANDESCENT LAMP 


x 
M 


@ Busduct is the modern system of 
power distribution from service en- 


trance to machine. Built in standard 


i a v8 4i ik FEEDER 10 foot lengths it can be arranged 
BULLS-EYES, GLASS ead &. 


sae is to fit almost any electrical distribution 
ay ho , ee and 


OWER 


BURNISHERS, COMMUTATOR “ LUG-IN changes in plant or structural layout 


rts A without interrupting production, 
BUS-BARS, ALUMINUM BUSDUC : 


requirement. It enables quick 


eliminates long lead-ins and temporary 
connections and affords savings by 


Available in three types - @ Powerplug- reducing power loss and voltage drop. 
epee nan cng in, 250 to 1000 amps., 600 Volts, 

Midget @ Powerplugin 60 amp., 2, 3 
and 4 conductors, 250 Volts, and @ HE 
Feeder Busduct, 800 to 4,000 amps., 2, 
3 and 4 conductor design, 600 Volts aye of, " . y 
maximum. €) Wire and Cable duct is also vrank = (dam Glectric Co. 


BUSWAYS 
oa Mage available for wire and cable distribution. P. O. BOX 357 ST. LOUIS 3. MISSOURI 
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FEEDRAIL 


A FEEDRAIL Trolley Busway System is an in- 
vestment that quickly pays for itself in terms of 
more flexible and more efficient plant operation, 
improved personnel performance, safety records 


and reduced maintenance. 


The entire system is soundly engineered and 


built to high precision standards. 


Its design 


includes every provision for fast, easy installa- 
tion—maximum safety and dependability—long 
serviceability—and smooth, troublefree opera- 


tion. 


Flexible FEEDRAIL systems provide convenient 


movable electric power sources for ® cranes and 
hoists © production lines © conveyor assembly 
lines © moving test lines @ portable tools ¢ 
machine tools ® motor control © automatic 
lighting © cutting and sewing rooms, etc. 


FEEDRAIL systems are available in capacities 
Details on a system 
to fit your requirements available on request. 


from 60 to 500 Amperes. 


ower Becomes eolile 


NATIONWIDE SERVICE 


FEEDRAIL’S specially quali 
fied representatives are lo 
cated in principal cities 
FEEDRAIL engineers are al 
ways available for consulta 
tion, without obligation 


Also, see the 
FEEDRAIL ad under 


Trolley Busways. 


Subsidiary of Russell & Stoll Compon,. inc 


Ec ic |\FEEDRAIL CORPORATION 





425 BARCLAY STREET - NEW YORK 7, N.Y. 


SPECIALLY QUALIFIED REPRESENTATIVES IN PRINCIPAL CITIES 


THE BUS DUCT 
EASIEST TO INSTALL 


IN ADDITION, this modern 
Federal Noark distribution system 
provides top maintenance economy, 
operational ease, safety and effi- 
ciency. Plug in outlets every foot 
Elbows, tees, cross-overs, reduc- 
ers, etc., permit layout that meets 
every distribution problem. Low 
Impedance Duct for long feeder 
runs. 
Write for full details or see 


your Federal Noark distrib- \y 
utor 





FEDERAL ELECTRIC 
PRODUCTS COMPANY 


50 PARIS STREET -.NEWARK 5, N. J 
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@CONTINENTAL ELECTRIC EQUIPMENT COMPANY 


ADV. PG. 61-64 
mpire witchboard 
Federal Electric P 
Feedrail Corp 
General Electric T ) f 
@ GRAYBAR ELECTRIC. COMPANY, INC 
Gustaveson Inc 
[-T-E Circuit Breaker 
Insul-8-Corg 
@ NATIONAL ext PRODUCTS CORPORATION 
PG 00 


me. wre ey mpany 
Westinghouse tr 


@ WESTINGHOUSE ELECTRIC SUPPLY CO. ADV. PG 


SECOND COVER 


BUSWAYS, TROLLEY 
see BUSWAYS 


BUSHINGS, ADAPTER 
see ADAPTERS, Conduit Bushina 


BUSHINGS, vahdyrnae tute 
Knox, P reelain Cors 

@ PORCELAIN PRODUCTS INC.—-ADV. PG. 129 

BUSHINGS, ARMORED CABLE 

@ NATIONAL ELECTRIC PRODUCTS CORPORATION 
Xi 85 


BUSHINGS, BOX 
Applet Electr ( 

f 1 F “4 
ney Electric ( 


» Manu 


BUSHINGS, BRONZE 
Manufactur 
Br _s 
( a e Brass “& Ce F pe 
ty Brass 


@ KEYSTONE CARBON COMPANY ADV. PG. 90 


@0. z. ELECTRICAL MFG CO., INC.--ADV. PG. 117 


Randal! Grapt 
Wickes 


BUSHINGS, CABLE SUPPORTING 


Adalet 
« 


@M. & W. ELECTRIC MFG. CO., INC. ADV. PG. 107 
Miner ’ 

@0. Z. ELECTRICAL MFG. CO., INC.-.ADV. PG. 117 

BUSHINGS, CAPPED 


A t 


Wi 


@0. Z. ELECTRICAL MFG 
Rattan Mig 


BUSHINGS, CONDUIT 


BUSHINGS, FIBRE 
Adalet f 


@0. Z. ELECTRICAL 1 


BUSHINGS, FIXTURE 


R 


BUSHINGS, GROUNDING 


BUSHINGS. HERMETICALLY SEALED 
General Ceran & Steatit 
ermet eai Prod 


BUSHINGS, HIGH VOLTAGE APPARATUS 


elain re 


@ PORCELAIN PRODUCTS IN¢ ADV 

upakoff Ceram 
sg Insulators, in 
nghouse £ ectr 


BUSHINGS, HIGH VOLTAGE ENTRANCE 
nera eramics & Steatite 
general tilectr 
Kees Manufacturing 
x Porcelain Corg 
@Poncetain PRODUCTS, INC.. ADV. PG. 129 
erary 


BUSHINGS, INSULATED CONDUIT 


Appiet 


@0. Z. ELECTRICAL MFG. CO 


R 
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Betts Co 


ating Co 
tings Co 


Rowar roller Co 
Russell & Stoll Company, 
Square 0D Company 


Ine Westinghouse Electric Corp 


ators 


BUTTONS, LUMINOUS 


Cable Electric Products 


BUSHINGS, KNOCKOUT 


evit 


BUSHINGS, METAL CONDUIT 


1) Companty 
Sompany 


3t e Electric Corr Pittsburgh) 


BUTTONS, PENDANT PUSH 

BUSHINGS, PLASTIC tt 
A ton Electric Ca ble f 
rit Molding C 


j rf ark 


@O0. Z. ELECTRICAL MFG 
Red Sea! Flectr cr 


Company, 


)dale Manufacturing (¢ 
Regis Paper Pane 

erra Electric & Ma 
1 Insulating Co 
terbury Compar 


wut 


Pittsburgh 


ngton Fibre Spe BUTTONS, SURFACE PUSH 
t Company t 


BUSHINGS, REDUCER 


ectr ) 


@CROUSE-HINDS COMPANY——ADV. PG. 66-67 
Electrical Fittir rt 


BUZZERS, BATT 
BUSHINGS, RUBBER ee dares 
Avi _ ring - y 


BUSHINGS, SOCKET 


BUZZERS, HAZARDOUS LOCATION 
ect ervice Manufacturing mpany 


nal Time & j 


€ 
k & Wilkins € 


3 


BUZZERS, INDOOR AC OR DC LINE VOLTAGE 
Auth Ele Compar Ir 


BUTTONS, FLASHER is 
Elects 


tler-Hammer 


Elect 
ea 
Mia 


BUTTONS, FLOOR AND ATTACHMENT PUSH 


INDOOR 


BUZZERS. TRANSFORMER AND 
R 


BATTERY 
A Electric Compan 
Electric Produc 
h Company 
Electric ( 
Manufacturin 


BUTTONS, FLUSH PUSH 


berty Be 
y stanal 


BUZZERS, WATCHCASE 
t e Company, In 


Wilkir 


BUTTONS, INDUSTRIAL PUSH © 
ANE 


rs Mfa 


CABINETS. MEDICINE, WITH LIGHTING FIX- 
TURES OR OUTLETS 


ELECTRICAL CONSTRUCTION AND MAINTENANCE .. 


aot arranged 
umbia Metal Bo i 


@ CONTINENTAL ELECTRIC EQUIPMENT COMPANY 
ADV. PG. 61-6 


Hope EI lectrical i yducts 
Huenefeld Co 

Keystone Mfg. Co 

Kolton Electric Mfg. Co 
Midwest Electric Products | 
Murray Manufacturing Corp 
Queen Products Co. Inc. 
Royal Switchboard Co. In 
Sun Electric Products, Inc 


CABINETS, DISTRIBUTION 
Adam Electric Co., a 
BullDog Electric Produc 
eT ae a ELECTRIC “EQUIPMENT COMPANY 
ADV. 61-64 
Electric Pond board Co. 
Empire Corp 
Kees Ma ew oge—- g R 
Kolte Big set Mia 


Co 
@MURRAY MANUFACTURING CORPORATION—-ADV 
PG. 1 


Queen Products Co. Inc. 

Royal Switchboard Co. Inc 

Square D Company 

Sun Electric Products, In 

Wadsworth Electric Manufacturing Co. Ine 
Walker Electrical Co 


Westinghouse Electric Corg 


Pittsburgt 


CABINETS, FUSE 
Adem Electric ¢ 
@AMERICAN Et ECTRIC. "SWITCH CORPORATION 
ADV. PG. 70 
OS ak a ~ pci EQUIPMENT COMPANY 
ADV. PG. 61-6 
Federal Electric rei Co 
Hope Electrical F roduc “4 Co., Ine 
Kolton lectri Mig Co 
M sducts Tr 


E 
emusay MANUFACTURING CORPORATION. -ADV 
PG 


Pittsburgh 


CABINETS, METER 
@AMERICAN ELECTRIC SWITCH CORPORATION 
ADV. PG. 70 


Bailey Meter Co 


Code Products Corp 
@CONTINENTAL ELECTRIC EQUIPMENT COMPANY 
ADV. PG. 61-64 
Flectr Panelboard Cc 
Federal Electr Products 
rp. America 


Kees Manufacturing ( 
@MUPRAY MANUFACTURING CORPORATION ADV 
PG. 1 


yal Switchboard C Y 


quare |[ mpany 


CABINETS, PANELBOARD 
Adam Electri os Frank 
@ AMERICAN ELECTRIC 

ADV 


Bailey a = 


SWITCH CORPORATION 


lin ders aang Ir 
7 g Electr Pr »duct< 
ark Contr or 
@ CONTINENTAL ELECTRIC EQUIPMENT COMPANY 
a. Ol- 
Ele cr Panelboard Ce 
Empire Cort 
Federal Electri Prod 
Huenefeld ( 
f trical Manufacturing ( 
@ xin "& BLUM MFG co ADV. PG. 104 
fg 


Littleford 


@ MUPRAY MANUFACTURING CORPORATION... ADV 
PG. 1 


Roya witchboard Co 
»quare mpany 

sun Electr Products, Ir 
Walker Electrical Co. Inc 


Westinghouse Electri re 


CABINET, — 
Adam Electric o., Frank 


Se ae ELECTRIC SWITCH CORPORATION 


ADV. PG. 70 
@CONTINENTAL ELECTRIC EQUIPMENT COMPANY 
ADV. PG. 61-64 


Federal Electric Product 
Koiton Electric Mfg 
Meter Devices Cx 
Royal Switchboard Co 

& C Electric Company 
quare D Company 

Fittings Co 
ker Electrical Cc 


shouse Elect 
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-— 
Specify the 
TROUBLE -FREE 
3 


For installations that will give 
years of satisfactory service, 
specify: 


CLIFTON ARMORED CABLE 


The flexible galvanized steel 
armor affords maximum mech- 
anical protection for the mois- 
ture-proof, flame-retarding insu- 
lation which covers the con- 
ductors. 


“CLIFTX" NON-METALLIC 
SHEATHED CABLE 


Conductors are protected by five 
layers of insulating materials, 
with a rugged outer covering 
of moisture-resisting and flame- 
retarding overall braid. 


CLIFTON FLEXIBLE STEEL 
CONDUIT 


No waste—short pieces can be 
clamped together with coup- 
lings. 


OTHER CLIFTON PRODUCTS in- 
clude CLIFTON E.M.T., Rigid 
Conduit, and Pierceway Plastic 
Duct Wiring Systems. 


WE MAKE NO BONES 
ABOUT IT... 





~“CLIFTON PRODUCTS 
ARE THE BEST 
IN THEIR FIELD 


CLIFTON 


CONDUIT CO., Inc. 


General Offices 


i ie ee 
Jersey City 2, N. J 


Factory: Baltimore, Md 
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CABINET, TELEPHONE 
Adam Electri« o., Frank 
Columbia Meta! Box 


@ CONTINENTAL ELECTRIC EQUIPMENT COMPANY 
ADV. PG. 61-64 


Electric Panelboard ( 

Hope Electrical Produc 

Huenefeld Co 

Queen Products Co 

Royal witchboard 
quare D Company 

sun Electric Product 
Walker Electrical Cc 
Westinghouse Electr 


CABINET, ong ag ace 
Adam Electric Co r 
@ AMERICAN ELECTRIC “SWITCH CORPORATION 
ADV. PG. 70 
{ ymbia Metal Box Cc 
@ CONTINENTAL ELECTRIC EQUIPMENT COMPANY 
ADV. PG. 61-64 
Hope Electrical Product 
Huenefeld Co 
Kees Manufacturing Cc 
Kolton Electric Mfg 
Queen Products Co. In 
Royal Switchooard Co. Inc 
Sun Electric Products, In 
Wadsworth Electric Manufact 
Walker Electrical Co. Inc 


CABLE, AERIAL 
Aluminum Company of Amer 
American Electric Cable Cc 
Anaconda Wire & Cable Co 
Ansonia Wire & Cable Co. 
Beiden Mfg. Co 
Columbia Wire & Supply Cc 
Continental Copper & Stee 
Wire & Cable Div 
Federal Telephone & Radio 
General Cable Corp 
General Electric Cc., onstr 
Kaiser Aluminum & 
National Electric Aeneas ( 
Nichols Wire & Ali im ( 
@ OKONITE COMPANY_- “ADV PG. 115 
@ PHELPS DODGE hh PRODUCTS CORPORATION 
—ADV. PG. 134-135 
Simpiex Wire & Cable 
Southwire Company, Inc 
ee cones Cae 
United States ibber Co 
@ UNITED STATES STEEL, AMERICAN 
WIRE DIVISION—-ADV. PG. 58-59 
Whitney-Blake Company 


Chemica 


STEEL & 


CABLE, ALUMINUM 
Aluminum Company Of An 
Anaconda Wire & Cable 
Champion Cabie Co 
imbia Cable & Electr 
Columbia Wire & Supply 
Continental Copper & Stee stheld 
Wire & Cable Div 
@ CRESCENT INSULATED WIRE & CABLE CO.—ADV 
PG. 84 
Essex Wire Corp., Para 
General Cable Corp 
Kaiser Aluminum 5 om 
Nichols 
@oKoniTe COMPANY. "ADV PG. 115 
Reynolds Metals Company 
Rockbestos 7 
moiex 
thern 
thwire Company 
rprenant Mfg 


Triangle Conduit & able 
@UNITED STATES RUBBER COMPANY--ADV. PG 
132 


70.—ADV 


@GENERAL ELECTRIC COMPANY, CONSTRUCTION 
a eg += ve an 

@ NATIONAL ELECTRIC. PRODUCTS “CORPORATION 
ADV. PG. 97-100 

@OKONITE COMPANY—ADV. PG. 115 


EASY 


2, 


TO BEND 
. flexible 
and strong 


TO CUT 


on the job 


TO HANDLE 


. free stripping 


r 
COLUMBIA 


A.B.C. ARMORED CABLE 
The Safe, Economical, Grounded, 
Steel Covered Wiring System 


Flexible, strong and easy-to-handle, Columbia 
A.B.C. Armored Cable is galvanized to resist 
corrosion. Rubber covered conductors mean 
safe, dependable wiring. And, Columbia gives 
you the kind of service that keeps your jobs 
“en-schedule.”’ 


Approved by Underwriters’ Laboratories 


¢¢*)| COLUMBIA CABLE 
& ELECTRIC CORP. 


Serving the Electrical Wholesaler Since 1912 
255 CHESTNUT ST BROOKLYN 8. N. Y. 





For flexibility 
and easy handling, 
use G-E BX 
armored cable 











You'll find G-E BX* armored cable 
is extremely flexible and easy to 
handle. Bushings are easy to install 
over the special S-shaped paper 
wrap, and give added protection. 
BX armored cable is both flame 
retardant and moisture-resistant, 
and is listed by Underwriters’ Lab 
oratories, Inc. Section W99-F18, 
Construction Materials Division 
General Electric Company, Bridg« 
port 2, Connecticut. 
Registered 7 de-mark General Electr 


C 
. Yfou Car fre. (your ce yf —_ 
GENERAL ($6) ELECTRIC 
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Phelps Dodge Copper Products Corp 
Rockbestos Products Corp 
ex Wire 


Simp ire & Cable Cx 
@TRIANGLE CONDUIT & CABLE COMPANY, INC.— 
ADV. PG. 130 
= STATES RUBBER COMPANY—ADV. PG 


United States Steel, American Steel & Wire Div 
Walco Industries Ir of Philadelphia 


CABLE, ARMORED GROUNDING 
American Metal Moulding Co 
Continental Copper & teel Indus., Inc., 
Wire & Cable Div 
escent Insulated Wire & Cable Co 


Essex Wire re Paranite Wire & Cable C 


Hatfield 


— Wire 4. able Corp. 
Gene 
@GENERAL. "ELECTRIC COMPANY, CONSTRUCTION 
MATERIALS DEvTSION — PG. 32 
National 
“= a CONDUIT & CABLE COMPANY, INC.— 
ADV. PG. 130 
United States Rubbe 
United State: Steel, American Steel & Wire Div. 


Walco Industries Ir f Philadelphia 


CABLE, ARMORED PARK 
eee ad INSULATED WIRE & CABLE CO.—ADV 


Gener 
jucts Corr 
Pr s Dod Copper Products Corr 
& Cable C 
ynduit & Cable Co. Inc 
states Rubber Co 


Stat 


ates Steel, American Steel & Wire Div 


CABLE, ARMORED SERVICE ENTRANCE 
Anaconda Wire & able Co 
Continental Copper & Steel Indus., Inc., Hatfield 
Wire & Cable v 
@ CRESCENT INSULATED WIRE & CABLE CO.—ADV. 
PG. 84 


Essex Wire rt Paranite Wire & Cable Div 
Ettco Wire & able rp 
ene ab 
@ GENERAL ELECTRIC COMPANY, CONSTRUCTION 
MATERIALS +" ADV. PG. 32 
National Electr r 
@OKONITE COMPANY ADV. PG. 115 
@ PHELPS DODGE COPPER PRODUCTS CORPORATION 
a PG. 134- n 


@ TRIANGLE ConoutT “e CABLE COMPANY, INC.— 
ADV. PG. 13 

@UNITED STATES RUBBER COMPANY--ADV. PG 
132 


CABLE, ARMORED SUBMARINE 
Anaconda Wire & Cable 
Ansonia Wire & Cable ( 
umbia Wire & 


ntinental pper & Steel Indus Inc., Hatfield 


@ CRESCENT INSULATED WIRE & CABLE CO.—ADV. 
PG. 84 


uer era apie rt 
reral f£ ruction 1S ater D 
@ OKONITE COMPANY ADV PG 
@PHELPS DODGE COPPER PRODUCTS CORPORATION 
ADV. PG. 134-135 


v 


Hatfield 


@GENERAL ELECTRIC COMPANY, 
MATERIALS DIVISION—ADV. P 


vat 


CONSTRUCTION 
G. 32 


p. 
nite 


dae Copper Pr ‘ 
1g pr 


@RHODE ISLAND INSULATED WIRE CO., INC.— 
ADV PG. 95 

@UNITED STATES STEEL AMERICAN STEEL & 
WIRE DIVISION—ADV. PG. 58-5 

@WESTERN INSULATED WIRE CO Faby. PG. 82- 
83 


CABLE, BARE COPPER OR BRASS 


New England & 


@ROME CABLE CORPORATION—ADV. PG. 68-69 
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WALCO 


FLEXIBLE 
STEEL 
CONDUIT 


Underwriters 
Approved 


_WALCO 
INDUSTRIES 


INCORPORATED 
10-12 N. UNION AVE. 








LANSDOWNE, PA J 











thwire mf 
Triangle Conduit “& Cable ( 


states tee Amer 


CABLE, BASKET WEAVE ARMORED 
Anaconda Wire & Cable Co. 
Ansonia Wire & able Co 
1 Mfg 
Cable 


ruct Mater 
Ele tru n Mate 


ts Corp. 


CABLE, BATTERY CHARGING 


@rneLes ‘DODGE COPPER PRODUCTS CORPORATION 
wv PG 134-1] 135 


Ww 


@ WESTERN INSU ATE D WIRE CO 


CABLE, BORDERLIGHT 


@CRESCENT INSULATED WIRE & CABLE CO 
ADV. PG. 84 


@ROME CABLE CORPORATION—ADV. PG. 68-69 
ex Wire & ble 


CABLE, BUS-DROP 


Continental Copper A Stee’ indus., Ir Hatfheld Wire 


& Cable Div 
@ CRESCENT INSULATED WIRE & CABLE CO. —ADV 
PG. 84 


Essex Wire age Paranite Wire & Cable Ov 
seneral Cab 
@ GENERAL ELECTRIC COMPANY, 
yee DIVISION—ADV 
ational tric Products Corp. 
@OKONITE COMPANY ADV. PG. 115 
Plastic Wire i. Cable t 
implex Wire & Cable 
@UNITED STATES RUBBER COMPANY.—ADV. PG. 
132 


CONSTRUCTION 
PG. 32 


United States Steel, American Steel & Wire Div 


CABLE, CO-AXIAL 
Alpha Wire Corp 
American Electric Cable Cc 
American Phenolic Corp 
Anaconda Wire & Cable 
Andrew Corp 
Belden Mfg. Co 
Carol Cable Co 
Chester Cable Corp 
jumbia Wire & Supply 
Cornish Wire Co. Inc 
Federal Telephone & Radio Core 
General Cable Corp. 
eneral b adio a any 
Sresia Electronics Co 
@ OKONITE COMPANY “ADV PG. 115 
Phalo Plastics Cc 
@PHELPS DODGE COPPER PRODUCTS CORPORATION 
ADV. PG. 134-135 
Plastic Wire & Cable Cort 
Precision Tube Co., Inc 
Rego Insulated — _ 
Rockbestos Product 
@ROME CABLE CORPORATION ADV. PG. 68-69 
Simplex Wire & Cable 
Surprenant Mfg ) 
United States Rubber Cc 
Whitney-Blake Company 


CABLE, CONCENTRIC 
Alpha Wire Corr 
Aluminum Company Of Americ 
Anaconda Wire & Cable Ce 
Carol Cable Co 
Columbia Wire & Supply Ce 
Continental Copper & Stee! Ina 
& Cable Div 
rescent Insulated Wire & Cable Co 
Essex Wire Corp., Paranite Wire & Cable D 


Hatfield Wire 


me 26 19% | 


ANOTHER ¢ Good Price Cie 


Getting Married | 





(NATIONAL PRICE | 


SERVICE | 
HENDERSON-HAZEL 
fee) i te) 7 Vile), | 


13601 EUCLID AVENUE 
CLEVELAND 12. OHIO 


SEE—EEEE ————— — — 


{ 


\~ 
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Cable Corr 


nal Electric 
Telephone ipply 


Jkonite Co 
@PHELPS DODGE COPPER PRODUCTS CORPORATION 
ADV. PG. 134-135 
gressive Welder ates 
Rockbestos Products Corp 
@ROME CABLE CORPORATION—-ADV. PG. 68-69 
soap Goaaae i Goan 


Cable Co 


euNittD STATES RUBBER COMPANY--ADV. PG 
132 


nited States Steel, American Steel & Wire Div 


CABLE, CONTROL 
Alden Products 
na ja Wire & Cable Co 
Ammer in Phenolic Corp 


& Cable Co 


L Cable Corp 
lumbia Wire & upply Co 
ntinental Copper & tee! Ind 
& Cable Div 
rescent Insulated 
ssex Wire Corp., F 
yeneral Cable Corre 
peneral Ae ectric 
Natio ( 
@ oKoNITE ‘COMPANY "ADV PG. 115 
Phal re 
@ PHELPS DONGE C°PPER PRODUCTS CORPORATION 
ADV. PG. 134-135 
ustic Wire & Cable Corp 
idix Wire Co 
hode Island Insulated — ( 
ckbestos Products 
@ROME CABLE CORPORATION ADV. PS. 68-69 
squoia Pr Corp 
mplex Wire & Cable Co 
Trianale ( & ( 
ates) STATES RUBBER C7 MPANY—-ADV. PG 
32 
eunitto STATES STEEL, AMERICAN STEEL & 
Wine DIVISION--ADV. PG. 58-59 


Manufacturing Co 


CAS3LE, COPPER COVERED STEEL 
naconda Wire & Cable 
le Wire & Cable 
pperweld tee! ¢ 
ssex Wire Cort Paranite 
eneral Cable Corr 
nnecott W & 
ist Wire ti Cable ¢ 
ckbestos Product 
uthwire ; Commate, Ine 


CABLE, DECK 
Anaconda Wire & Cable ( 
ntinental Copper & 
& Cable Div 
ex Wire Corp., Paranite Wir 
eneral Cable Cor; 


CABLE, FEEDER 
naconda Wire ° ble 
rcle Wire & Cable Corp 
ntinental Copper & Stee! Ind I Hatfield Wir 
& Cable Div 
@CRESCENT INSULATED WIRE & CABLE CO 
ADV. PG. 84 
ex Wire Corp., Paranite Wir R 
General Cable Corp 
National Electric Products Corr 
@OKONITE COMPANY—ADV. PG. 115 
@PHELPS DODGE COPPER PRODUCTS CORPORATION 
— PG. 134-135 
lastic Wire & Cable “4 
ckbest« Products Cor 
@ROME CABLE CORPORATION ADV. PG. 68-69 
implex Wire & Cab 


one CONDUIT. & CABLE COMPANY, INC 
13 
= Li STATES RUBBER COMPANY—ADV. PG 


@UNITED STATES STEEL, AMERICAN STEEL & 
WIRE DIVISION--ADV. PG. 58-59 


CABLE, FLEXIBLE BRAIDED 
Alpha Wire Corp 
American Electric Cable ( 
American Phen Corp 
Ar onda Wire & able 
aro! Cable ( 
hampion Cable Co 
ircle Wire & Cable Corp 
ontinental Copper & Stee 
& Cable Div 
rnish Wire Co. Ir 
@CRESCENT INSULATED WIRE & CABLE CO.—ADV 
PG. 84 
sex Ww 
ederal Telephone & Rad 
General Cable Corp 
National Electric Product 
ew England Electrical W 


re Corp., Paranit 


konite Co 
@PHELPS DODGE COPPER PRODUCTS CORPORATION 
noord PG 134-1 35 
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Royal Electr Sompany, Inc 
Runzel Cord & Wir 
sittler Corp 
Triangle Conduit & able Co. Inc 

@UNITED STATES RUBBER COMPANY—-ADV PG 

132 

Ur Se States Steel, American Steel & Wire Div 
Whitney-Blake Company 


CABLE, FLEXIBLE CONTROL 
American Phenolic Corp 
Anaconda Wire & Cable Co 
Circle Wire & C able Corp 
Columbia Wire & Supply Co 
Continental Copper Stee! Indus 
& Cable Div 
Crescent Insulated Wire & Cable 
Empire Wire & Cable Co. 
Essex Wire Corp., Paranite Wire & ( 
General Cable Corp 
General Electric Co., yr ~ nga 
National Electric Products Corp 
@OKONITE COMPANY—ADV. PG 
@PHELPS DODGE COPPER PRODUCTS. CORPORATION 
ADV. PG. 134-135 
- asta Wire & Cable — 
estos Products Cor 
erome CABLE CORPORATION ADV. PS. 68-69 
oyal Electric Company, Inc 
Sequoia Process Corp 
implex Wire & Cable Co 
Stow Manufacturing Cc 
Triancie Condult & Cab Co 


— STATES RUBBER COMPANY ADV. PG 
32 


United States Steel, care in Stee x Wire Div 
Manufactur ing 


@WESTERN INSULATED. WIRE CO.—ADV. PG. 82-33 


CASLE, FLEXIBLE STEEL ARMORED 
American Insulated Wire Corp. 
American Metal Moulding Co 
Circle Wire & Cable Corp. 
Columbia Cable & Electric Corp 
Continental Copper & Steel Indus., | Hat fre 


& Cable Div 
@CRESCENT INSULATED WIRE & CABLE CO.-ADV 
PG. 84 


)., Paranite Wire & 
nal Electric Products Corr 
@OKONITE COMPANY—ADV. PG. 11° 
@PHELPS DODGE at PRODUCTS CORPORATION 
ADV. PG 138 
kbestos Produ 
@ TRIANGLE CONDUIT. & CABLE COMPANY, INC 
ADV 13 
@UNITED PSTATES RUBBER COMPANY ADV. PG 
132 


e 


United States Steel, American Stee! & 


CABLE, GALVANIZED STEEL 
e Wire & Cable Corp 
Continental Copper & Steel Indus 
& Cable Div 
Leschen & Sons Rope Co., A 
thern Electrical Corp., Inc 
uthwire Company, Inc 
Thompson Electric Co 
@UNITED STATES STEEL, AMERICAN STEEL & 
WIRE DIVISION—ADV. PG. 58-59 
Upson-Walton Co 
Wire Rope Corp. of America, Inc 


CABLE, GAS TUBE SIGN 
American Electric Cable Cx 
Anaconda Wire & Cable Co 
Carol Cable Co 
Chester Cable Corp 

lumbia Wire & Supply Co 
ntinental Copper & Steel Indus 
& Cable Div 
Crescent Insulated Wire & Cable 
Essex Wire Corp., Paranite Wire & 
General Cable Corp. 
General Electric Co., Construction Materials Div 


Ukonite Co 
—, DODGE COPPER PRODUCTS CORPORATION 
ADV. PG. 134-135 
Plastic Wire Cable ( 
@ ROME CABLE CORPORATION—-ADV. PG. 68-69 
Simplex Wire & Cable Co 
United States Rubber Co 


CABLE, GROUNDING 
Anaconda Wire & Cable to 
Beiden Mfg. Co. 
Circle Wire & Cable Corp 
Continental Copper & Steel Ind 

Wire & Cable Div 

Essex Wire Corp., Paranite Wire & 
General Cable Corp 
ndependent Protect In 
New England Electr Work 


@ TRIANGLE CONDUIT & CABLE COM> 
ADV. PG. 130 
tates Rubber 
tates Steel, Amer 


CABLE, HEATING 
Anaconda Wire & 
Chester Cable Cory 
Continental Copper & 

Wire & 
Darley & 
Genera! ( 
Genera! 

Lyon Rur 

Jkonite 

Pheir 

Rhode |! 

Rockbes tos 

United ate 


erican Stee! & Wire 
@ WIEGAND c0., ‘EDWIN L ADV. PG. 137 


CABLE, HIGH FREQUENCY 
Alpha Wire Corp 
American Phenolic Corr 
Anaconda Wire & Cable 
Andrew Corp 
Columbia Wire & Supply ( 
Continental Copper & tee! Indus In 
Wire & Cable Div 
Essex Wire Corp., Paranite Wire & Cable D 
Federal Telephone & Rad rp 
General Cable Corr 
General Radio Comp 
@ OKONITE COMPANY. "ADV PG. 115 
Phelps Dodge Copper Pr ts Corp 
Plastic Wire & Cable Corr 
nited States Rubber ( 
nited States Steel, American Steel & Wire 
Whitney-Blake Company 


CABLE, HOLLOW CONDUCTOR 
Anaconda Wire & Cable ( 
Essex Wire Corp., Paranite Wire & Cable 
General Cable Corp 
Phelps Dodge Copper Products Corp 


CABLE, IGNITION 
Alpha Wire Corp 
American Electric able 
Anaconda Wire & Cable 
Belden Mfg. Co 
Carol Cable Co 
Champion Cable Co 
Columbia Wire & Supply Cc 
Continental Copper & Stee Indus In 
> & Cable Div 
ectric Auto-Lite Co 
ex Wire Corp., Paranite Wire & Cable 
General Cable Corp 
Okonite Co 
General Moto rs Corr Packard Electric Div 
@PHELPS DODGE COPPER PRODUCTS CORPORATION 
ADV ay” 134-135 
Plastic Wire Cable Cort 
@UNITED STATES RUBBER COMPANY-—ADV. PG 
132 


Walker Brothers 
Willard Storage Battery Co 


CABLE, LEAD SHEATHED 
Alpha V r 
Anacon 
rp 
1 steel Indus In Hat fre 
Wire & Cable Div 
@ CRESCENT INSULATED WIRE & CABLE CO.--ADV 
PG. 84 
Essex Wire Corp., Paranite Wire & Cable [ 
Genera able Corp 
General Electric Co., Construction Mate 
Independent Protection Co Inc 
Kellogg Switchboard & Supply Cc 
en ott Wire & Cable Cc 
t Products Corp 
@ OKONITE COMPANYADV. PG 
@PHELPS DODGE COPPER PRODUCTS. CORPORATION 
ADV. PG. (134- 135 
Roc kbesto 
@ROME CABLE “CORPORATION ADV. PG 68-69 


Simplex Wire & Cable Co 
Triangle Conduit & Cable Co. Inc 
@UNITED STATES RUBBER COMPANY -ADV. PG 
132 
@UNITED STATES STEEL, AMERICAN STEEL 
WIRE DIVISION—ADV. PG. 58-59 


CABLE, LEAD SHEATHED ARMORED 
Anaconda Wire & Cable 
Circle Wire & Cable Cort 
Cont nental + og & teel Indus In 


Wire & 
@ CRESCENT INSULATED WIRE & CABLE CO.—ADV 
PG. 84 


Essex Wire Corr wranite Wire & Cable C 
ett Wire & Cable r 
Genera able Corp 
Kennecott Wire <f sf 
Nationa 
@ OKONITE COMPANY. “ADV pe 15 
@PHELPS DODGE ott PRODUC CORPORATIO 
ADV. PG. 134-1 
Rockbestos Products f 
Triangle juit & Cable In 
mpiex Wire & Cable Co 
@UNITED STATES RUBBER COMPANY ADV. P 
132 
@UNITED STATES STEEL, AMERICAN STEEL 
WIRE DIVISION—ADV. PG. 58-59 
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CABLE, LOCOMOTIVE 
Anaconda Wire & Cab re) 
ntinental Copper & { Ind Ir Hatfield 
Wire & Cable Div 
Essex Wire rp., Paranite Wire 
Genera able re 
2enera ciectr onstr ruct n Mater 
National Electr Pr duct 
@OKONITE COMPANY ADV. PG. 115 


clipes DODGE COPPER PRODUCTS CORPORATION 
DV. PG. 134-135 
Radix - re Co 
Rhode Isla J ted ~he 


@ rome ‘CABLE cl DRPORATION- ADV. PG. 68-69 


@UNITED “STATES RUBBER COMPANY—ADV. PG 
132 

@UNITED STATES STEEL, AMERICAN STEEL & 
WIRE DIVISION—ADV. PG. 58-59 

@WESTERN INSULATED WIRE CO.—ADV. PG. 82-83 


CABLE, MESSENGER 
ja Wire 
ontinental Copper & 4atheld Wire 
& Cable Div. 


mp ex Wire 
rn Electr 
r canis 
United State Rubber ‘ 
@UNITED STATES STEEL, AMERICAN STEEL & 
WIRE DIVISION—ADV. PG. 58-59 


CASLE, MINING MACHINE 
Gore Ind Ir Hatfield Wire 
@ CRESCENT INSULATED WIRE & CABLE CO.—ADV 
PG. 84 


ex Wire Corp., Parar 
General ble rf 
@GENERAL ELECTRIC COMPANY 
MATERIALS DIVISION—ADV. PG 


N i Products Corp 


te Wire & Cable Div 


CONSTRUCTION 
32 


ane Eng Works re 
@OKONITE COMPANY ‘ADV PG. 11 
@PHELPS DONGE COPPER PRODUCTS. CORPORATION 
ADV. PG. 134-135 
Plast Wire & able rp 
F 


kt 

@ ROME cAaBLe CORPORATION ADV. PG. 68-69 

@UNITED "STATES RUBBER COMPANY—ADV. PG 
132 


@UNITED STATES STEEL, AMERICAN STEEL & 
WIRE DIVISION—ADV. PG. 58-59 
@WESTERN INSULATED WIRE CO.—ADV. PG. 82-83 


CABLE, MOTOR LEAD 

Alpha Wire t 
Ana ja Wire 
Belden Mfg 
Champion Cable 
Columbia Wire 
ontinenta pper & 

& Cable Div 


Hatfield Wire 


rnish Wire Ir 
@CRESCENT INSULATED WIRE & CABLE CO.-—ADV 
PG. 84 
orp., Paranite Wire & Abie 


hater 


Packard Electri 


Ne ; 
@0KoniTE COMPANY ADV. PG. 115 
Phalo Pl 
@ PHELPS DONGE COPPER PRODUCTS CORPORATION 
-ADV. PG. 134-135 
astic eg & able Corg 
Radix Wir 
kbestos r 
@ ROME CABLE CORPORATION ADV. PG. 68-69 
tr Company, Inc 
nplex W re & Cable Co 


ttler Corp 
@UNITED STATES RUBBER COMPANY—-ADV. PG 
132 


@UNITED STATES STEEL, AMERICAN STEEL & 
WIRE DIVISION—-ADV. PG. 58-59 


@WESTERN INSULATED WIRE CO.—-ADV. PG. 82-83 


CABLE, NEOPRENE JACKETED 


Alpha W 


rr h Wire I 
@CRESCENT INSULATED WIR 
PG. 84 


ELECTRICAL CONSTRUCTION AND MAINTENANCE .. 


@GENERAL ELECTRIC COMPANY-——-CONSTRUCTION 
MATERIALS DIVISION—ADV. PG 32 
Kaiser Aluminum & hemica te 
Kennecott Wir 
@ NATIONAL ELECTRIC PRODUCTS CORPORATION 
ADV. PG. 97-100 
@OKONITE COMPANY ADV 
— DODGE COPPER PRODUCTS: CORPORATION 
ADV. PG. 134-135 
@ROME CABLE CORPORATION ADV. PG. 68-69 
Royal Electri Company ¢ 
nplex Wire & Cable (¢ 
— E ectrical — Inc 


@ TRIANGLE CONDUIT & CABLE COMPANY, INC 
ADV. PG. 130 

@UNITED STATES RUBBER COMPANY--ADV. PG 
132 


@UNITED STATES STEEL, AMERICAN STEEL & 
WIRE DIVISION—ADV. PG. 58-59 
Walker Brothers 

@WESTERN INSULATED WIRE CO 


Whitney-Blake Company 


ADV. PG. 82-83 


CABLE, NETWORK 
Anat 7 baa & Cable 
Circle Cable Corp 
@ crescent INSULATED WIRE & CABLE CO 
ADV. PG. 84 
xeneral Cable Corp 
National Electr Products Corp 
@OKONITE COMPANY—ADV. PG 
@PHELPS DODGE COPPER PRODUCTS. CORPORATION 
—ADV ~ 134-15 7 
Rockbestos Pro 
one ‘CABLE “CORPORATION ADV. PG. 68-69 
R Cable Co 


mt Wir 
@unireD STATES RUBBER COMPANY--ADV. PG 
132 


CABLE, NON-METALLIC SHEATHED 
Alphaduct Wire & Cable Co 
American Insulated Wire Cort 
Anaconda Wire & Cable Co 
nia Wire & Cable Co 
e Wire & Cable Corp 
fton Conduit ( r 
mbia Cable & Electric 
nental Copper & Stee! Ind Inc 


e & Cable C 
@ CRESCENT INSULATED WIRE & CABLE CO.--ADV 
PG. 84 


Hatfield 


Empire Wire & Cable 
Essex Wire Cort Paranite 
Ettco Wire & Cable ' 
Fidelity Machine ympany, Inc 
General Cable r 
Wiring Device Dept 
Products Corre 


General Electr 


oe nal we 


@ PHELPS DODGE COPPER PRODUCTS CORPORATION 
ADV. PG. 134-13 
p t Wire + Cable 
bestos Pro 
ero ME CABLE CORPORATION ADV. PG. 68-69 
nplex Wire & Cable 
e ~ | t O« { In 


tes Rubber 


CABLE, OIL inane IGNITION 
American Electr 
Anaconda Wire & 
Belden Mfg. Ci 
Carol Cable Co 


Hatfield 


& Cable Div 


Gone al Motors Corp a 1 Electric Div 
konite Go 
Pp 
@ ROME CABLE’ “CORPORATION ADV. PG. 68-69 
img ex Wire & Cable C 


@ WESTERN. ‘INSULATED WIRE CO.—ADV. PG. 82 
83 


CABLE, PAPER INSULATED 


A 


Anaconda Wire & Cable 
nental Copper & tee Indus Inc Hatfield 
re 2 Cable Div 
General - e ( 
@ OKONITE COMPANY. “ADV (PG. iS 
elps Dodge pper 
; Wire & 
@ UNITED STATES "STEEL, AMERICAN STEEL & 
WIRE DIVISION—-ADV. PG. 58-59 


CABLE, PARK 
A nda Wire & ble 
Ansor Wire & ble 
@CRESCENT INSULATED WIRE & CABLE CO.--ADV 
PG. 84 


Essex Wire re Paranite 


Nationa ectr Product r 
@ OKONITE COMPANY—ADV. PG. 115 


MNVeur 


BATTLESHIP GREY 


COLUMBIA 


NON-METALUC 
SHEATHED CABLE 


CLEANER 


SMOOTHER TO HANDLE 





TOUGHER EASIER TO PULL 


Electricians and Contractors 
are insisting on this New 
and Improved Columbia-Flex 


Approved by Underwriters’ Laboratories 


COLUMBIA CABLE 
& ELECTRIC CORP. 


Serving the Electrical Wholesaler Since 1912 
255 CHESTNUT ST. BROOKLYN 8, N. Y. 


@PHELPS DODGE COPPER PRODUCTS CORPORA 
TION—-ADV “. “4 135 
Sims ex Wire & ° 
@ TRIANGLE CONDUIT & CABLE COMPANY, INC 
ADV. PG. 130 
United States Rubber ( 
@UNITED STATES STEEL, AMERICAN STEEL & 
WIRE DIVISION—-ADV. PG. 58-59 


CABLE, PIGTAIL 
Alpha Wire 


Beiden Mfg. C 


Champion Cable C 

Continental Copper & Ste Indus., Inc., 
Wire & Cable Div 

Essex Wire Corp., Paranite Wire & Cable Div 

New England Electrical Works, Ine 

Plastic Wire & Cable Cor; 

ttler Corp 

Waveland Electric Co 


Hatfield 


CABLE, PORTABLE POWER 
Alpha Wire Corp 
Anaconda Wire & Cable 
Belden Mfg 
Black Manufacturing Co., 
Carol Cable Co 
Champion Cable Co 
Continental Copper & Stee Indus 
Wire s naar e = 
Cornish 


@cRESCENT INSULATED WIRE & CABLE CO.—-ADV 
PG 


Essex bd Corp., 
General Cable Cor 
@ GENERAL ELECTRIC COMPANY, CONSTRUCTION 
MATERIALS DIVISION—-ADV. PG. 32 
National Electric Products Corr 
@OKONITE COMPANY—ADV. PG. 115 
@PHELPS DODGE COPPER PRODUCTS CORPORA 
TION—-ADV. PG. 134-135 
Plastic Wire & Cable Cort 
Rhode Island Insulated Wire Co., Im 


Rockbestos Products Corp 
@ROME CABLE CORPORATION—ADV. PG 68-69 
Roya on are 
mplex W & Cabi 


@UNITED STATES RUBBER COMPANY-ADV. PG 
3 


@UNITED STATES STEEL, AMERICAN STEEL & 
WIRE DIVISION--ADV. PG. 58-59 
@ WESTERN INSULATED WIRE CO.- -ADV. PG. 82-83 
Whitney-Blake Company 


Paranite Wire & Cable Div 
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CABLE, RUBBER COVERED 
Alpha Wire Corp 
Anaconda Wire & Cable ( 
Belden Mfg. Co 
Carol Cable Co 
Champion Cable 
Circle Wire & Cable Cort 
Columbia Wire & Supply Co 
Continental Copper & Steel Ind 
Wire & Cable Div 


( 


cornish Wire Co. Ine 
@ CRESCENT INSULATED WIRE & CABLE CO.—ADV. 
PG. 84 


Hatfield 


Electric Auto te 
Essex Wire Corp Paranite Wire & Cable Div. 
senera abie Corg 
@GENERAL ELECTRIC COMPANY, CONSTRUCTION 
MATERIALS DIVISION—ADV. PG 32 
@GRAYBAR ELECTRIC COMPANY, INC.—ADV. PG. 2 
@NATIONAL ELECTRIC PRODUCTS CORPORATION 
ADV. PG. 97-100 
@OKONITE COMPANY—ADV. PG 
@PHELPS: DODGE COPPER PRODUCTS CORPORATION 
PG. 134-135 
@nome OCABLE CORPORATION—ADV. PG. 68-69 
Royal Electr ompany “ 
nplex Wire & ible Co 


Triangle Conduit & Cable Co. Inc 

@UNITED STATES RUBBER COMPANY—ADV. PG 
132 

@UNITED STATES STEEL, AMERICAN STEEL & 
WIRE DIVISION--ADV. PG. 58-59 

@WESTERN INSULATED WIRE CO.—ADV. PG. 82-83 


Whitney Blake ompany 


CABLE, RUBBER COVERED AND BRAIDED 


hampion Cable Co 
rcle Wire & Cable re 
imbia Wire & upply Co 
Continental Copper & Steel Indus., Inc., Hatfield 
Ww re & { " le D v 
r Wire r 
@cRESCENT INSULATED WIRE & CABLE CO.—ADV 


Flectr Auto-Lite 
Essex Wire Corp 
seneral Cable Corp 
@ GENERAL ELECTRIC COMPANY, CONSTRUCTION 
MATERIALS DIVISION—ADV. PG 32 
@NATIONAL ELECTRIC PRODUCTS CORPORATION 
ADV. PG. 97-100 
@OKONITE COMPANY-—-ADV. PG. 115 
@PHELPS DODGE COPPER PRODUCTS CORPORATION 
ADV. PG. 134-135 
@ROME CABLE CORPORATION—ADV. PG. 68-69 


R 


Paranite Wire & Cable Div 


yal Electric Company Inc 

mplex Wir Cable Cx 

@ TRIANGLE CONDUIT & CABLE COMPANY, INC. 
ADV. PG. 130 

ata STATES RUBBER COMPANY—ADV. PG 


@UNITED STATES STEEL, err STEEL & 
WIRE DIVISION--ADV. PG. 58-5 
Walker Brothers 
Waveland Electri 


Whitney Blake Company 


CABLE, SELF-SUPPORTING 


Company Of Ameri 


Hatfield 


Wire Corp., Paranite Wire & Cable Div 
@OKONITE COMPANY—ADV. PG. 115 
Phelt ~ i ts Cors 
Piast 
@ROME CABLE. “CORPORATION—-ADV, PG. 68-69 
mplex Wire & Cable Co 
: Gasneen 
nduit & Cable Ine. 
ted States Rubber 
@UNITED STATES STEEL, AMERICAN STEEL 
WIRE DIVISION—-ADV. PG. 58-59 


pany 


CABLE, SERVICE DROP 
Ww it 
ble 
pper & Stee jatfield 
@ CRESCENT INSULATED WIRE & CABLE CO.—ADV 
PG. 84 


» Wire & 


@ OKONITE ‘COMPANY ADV. PG. 115 
@PHELPS DODGE COPPER PRODUCTS CORPORATION 
ADV PG _" 135 


@ROME CABLE "CORPORATION ADV. PG. 68-69 
Roya npany 


mplex 


thwire Company, Ir 
@TRIANGLE CONDUIT & CABLE COMPANY, INC 
ADV. PG. 130 


158 ELECTRICAL CONSTRUCTION AND MAINTENANCE .. 


@UNITED STATES RUBBER COMPANY—ADV. PG. 
132 


@UNITED STATES STEEL, AMERICAN STEEL & 
WIRE DIVISION—-ADV. PG. 58-59 
Whitney-Blake Company 


CABLE, SERVICE ENTRANCE 
American Insulated Wire Corp 
Anaconda Wire & Cable Co. 
Circle Wire & Cable Corp 
0 o nental age 4 & tee j Hatfield 
ire & Ca 
onsets INSULATED WIRE & CABLE CO.—ADV 


Essex we Corp., Paranite Wire & Cable Div. 
General Cable her: 
General Electr terials 
ones ELECTRIC PRODUCTS CORPORATION 
ADV 7-100 
@OKONITE COMPANY—ADV. PG 
@PHELPS DODGE COPPER PRODUCTS CORPORATION 
ADV. PG. 134-13 4 
Plastic Wire & Cab 
@ROME CABLE CORPORATION ADV. PG. 68-69 
ene ne & Cente © 
outhwire Company 


adie ag hg — & CABLE COMPANY, INC. 

Vv 

es STATES RUBBER COMPANY-ADV. PG 
1 


@UNITED STATES STEEL, AMERICAN STEEL & 
WIRE DIVISION—-ADV. PG. 58-59 
Walker Brothers 


Whitney-Blake Company 


CABLE, SHIELDED 

Alpha Wire Core 

American Electr Cable Co 
American Phenolic Corp 

Anaconda Wire & Cc able Co 
Ansonia Wire & Cable Co 
olumbia Wire Ps Supply Co 
ontinenta Copper & tee 

Wire & Cable Div 


Cornish Wire C In 


Hatfield 


General Cable ( 
General Electr truction Mater 
National Elect? is juct re 
@OKONITE COMPANY -ADV. PG. 115 
Phelps Dodge Copper Product f 
Plast Wire & Cable C 
Precision Tube Ir 
Rego Insulated Wire 
Rockbestos Products Cort 
@ROME CABLE CORPORATION. ADV. PG. 68-69 
Runze! Cord & Wire Co 
simplex Wire & Cable 
Ss irprenant Mfg. Co 
Triangle Conduit & Cable 
United States Rubber Co 
United tates Steel, America 
Whitney- Blake ympany 


CABLE, STAGE 
Anaconda Wire & Cat 
ntinental Copper & Stee Hatfield 
Wire & Cable Div 

@ CRESCENT INSULATED WIRE & CABLE CO.—ADV 
PG. 84 


Essex Wire Core Para 
seneral able Corg 
konite Co 
mplex Wire . able 
tate 


@ western INSULATED “WIRE CO.—ADV. PG. 82- 


CABLE, SUBMARINE 
nda Wire & Cable ( 
re & able 
& able 
opper 
able Div 


a 


@OKONITE ‘COMPANY ADV PG 115 
helps Dodge Copper Produ 


W ire 


CABLE, SUBURBAN 
Ana ja Wire & t 


rescent at 


@ OKONITE COMPANY ADV. PG 


@PHELPS DODGE COPPER _PRopiicts CORPORA- 


TION—-ADV. PG. 134-13 


mplex Wire & able 
@UNITED STATES RUBBER COMPANY—ADV. PG. 
132 


ed State ter 


CABLE, THERMOPLASTIC INSULATED 


Chester Cable Corp 

Circle Wire & Cable Corp 

Columbia Cable & Electric Corg 

Columbia Wire & Supply Co 

Continental Copper & Stee no Inc 
Wire & Cable . . 
ornish Wire Co 


@ CRESCENT INSULATED WIRE & CABLE CO.—ADV 
PG. 84 


Empire Wire & Cable Cc 
Essex Wire Corp., Paranite Wire & Cable Div 
Federal Telephone & Radio Corp 
General Cable C rp 
General Electr onstruction Materials D 
—' s ELECTRIC PRODUCTS CORPORATION 
ADV. PG. 97-100 
@ OKONITE ~ ay meg ADV. PG. 115 
Phalo Plastics Cor 
@PHELPS DODGE “COPPER PRODUCTS 
TION—ADV. PG. 134-135 
Plastic Wire & Cable re 
Radix Wire Co 
Rego Insulated Wire Cc 
@RHODE ISLAND INSULATED WIRE CO NC 
ADV. PG. 95 


TORPORA 


Rockbestos Products Co 
@ROME CABLE CORPORATION ADV. PG 8-59 
Royal Electric Company r 
Runze ord & Wire 
Sequoia Process Core 
> mplex Wire & Cable 
Surprenant Mfg = 
Te ich-Plate Mfg 
@ TRIANGLE CONDUIT. in CABLE COMPANY, ‘NC 
A 


DV. PG. 130 : 
@UNITED STATES RUBBER COMPANY—ADV. PG 
132 


@UNITED STATES STEEL, AMERICAN STEEL & 
WIRE DIVISION—ADV. PG. 58-59 
ector Manufacturing 
Walker Brothers 
Whitney-Blake Company 


CABLE, THERMOSTAT CONTROL 
American Electric Cable Co. 
American Insulated Wire Corp 
Anaconda Wire & Cable Co. 

Chester Cable Corp 

mbia Wire & Supply Ce 

ntinental Copper & tee 

Wire & Cable Div. 
Cornish Wire Co. Inc 

rescent Insulated Wire & Cable Co. 
Empire Wire & Cable Co. 
Essex Wire Corp., Paranite Rus re & Cable 0 
General Electric Co., Ce ction Material 
Okonite Co 
Phalo Plastics Corp. 
Plastic Wire & Cable 
Radix Wire Co 
Rockbestos Products Corf 
Royal Electric Company 
Runzel Cord & Wire Cc 
Sequoia Process Corp. 
United States Steel, America 
United States Rubber Co. 
Western Insulated Wire Cc. 


CABLE, TREE 

Anac nda Wire & Cab € Cc 

Essex Wire Corp., Paranite Wire & Cable 

General Cable Corp. 

National Electric Products Corg 
@OKON'ITE COMPANY—ADV. PG. ll 
@PHELPS DODGE ge! _ PRODUCTS 

TION—ADV. PG. 134-1 
Simplex Wire & Cable Co 
nited States Rubber 
nited States Steel, American Steel & W 


CORPORA 


CABLE, UNDERGROUND SERVICE ENTRANCE 
nda Wire & Cable Co. 
re & Cable Corp. 
«nerd & Stee! Indus., 


@crEScENT INSULATED WIRE & CABLE CO—ADV 


ite Wire & Cable 
any, Inc 


i , struction Materia 
t re 
@ oKoNiTE COMPANY: ADV. PG ‘1 


@PHELPS DODGE COPPER _ PRODUCTS 
TION sey PG. 134-13 


CORPORA 


@ ROME CABLE CORPORATION ADV. PG 


nplex W & at 


T 


@UNITED STATES. «RUBBER COMPANY ADV. PG 


13 
@UNITED STATES STEEL, AMERICAN STEEL & 
WIRE Ropes ADV. PG. 58-59 


CABLE, Va CAMBRIC BRAIDEO 


& Cable 
& 


Wire & able . 
@ CRESCENT INSULATED WIRE & CABLE CO ADV 
PG. 84 
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— CANDLES, CHRISTMAS WINDOW 
; Kennecott dg : serUcy Materials ( see SETS, Christmas Tree Lighting 


@OKONITE COMPANY ADV. PG. 115 CANOPIES, FIXTURE 
@ PHELPS DODGE COPPER PRODUCTS CORPORATION Acme Metal Sr 3 
ADV. PG. 134-13 Eanle: Manufacturing 


jix W 


@ TRIANGLE CONDUIT & CABLE COMPANY, INC 
ADV. PG. 130 ; 
@UNITED STATES STSEL, AMERICAN STEEL & 


WIRE DIVISION—ADV. PG. 58-59 CAPACITORS, CARRIER CURRENT COUPLING 


CABLE, VARNISHED 
SHEATHED 


Nire 
Ww 


CAMBRIC LEAD 


tinenta Hatfield 


Wire 


me, INSULATED WIRE & CABLE CO.—ADV. 


@ OKONITE COMPAN \DV. PG 115 
@ PHELPS DODGE COPPER PRODUCTS CORPORATION 
ADV. PG. 134-135 


& CABLE COMPANY, INC 


@UNITED STATES it~ = gg STEEL & 
WIRE DIVISIO AD PG. 58-5 


@ TRIANGLE CONDUIT 
AMV. P } 
CABLE, WEATHERPROOF Acme Electr nc., Electro-Cay 


f Pittsburg 


CAPALIVONS, FLUORESCENT LAMP 


Electror Elect ar 


konite 
@ PHELPS DODGE COPPER PRODUCTS CORPORATION ceitinicas Wis ttsburgh) 
ADV. PG. 134-135 ‘ . : ia 
@ROME CABLE CORPORATION—ADV. PG. 68-69 
Roy Electr any estate PAPER AND MICA 


Electr ip 


@ TRialicte CONDUIT & CABLE COMPANY, INC 
ADV. PG. 130 
eae? aa STATES RUBBER COMPANY—ADV. PG. 


@UNITED STATES STEEL, AMERICAN STEEL & 
WIRE DIVISION--ADV. PG. 58-59 


CABLE, WELDING 


CAPACITORS, POLE TYPE 


CAPACITORS, POWER FACTOR 


@eome CABLE CORPORATION ADV. PG. 68-69 


@ UNITED STATES RUBBER COMPANY—ADV. PG. 
13 

@UNITED STATES STEEL, AMERICAN STEEL & 
WIRE DIVISION ADV. PG. 58-59 prague Elect 

@ WESTER! NSULATED WIRE CO.—ADV. PG. 82- t koff 

@ WESTINGHOUSE ELECTRIC SUPPLY CO ADV. PG 


R 
CALLS SECOND COVE 


see CHIMES, 


Electrically Operated; SYS- 
TEMS, Calling 


CAPACITORS, RADIO 


CAMBRIC, VARNISHED OR OILED 


@ PHELPS DODGE COPPER PRODUCTS CORPORATION 
ADV. PG. 134-135 


ELECTRICAL CONST®&UCTION AND MAINTENANCE 


Mucor ort 
Pyramid Electric Cc 

angamo Electric Cor 

prague Electric Cc 
Springfeld Electrical Speciaitie 
Stackpole Carbon Cc 
Stupakoff Ceramic & Mfg 


CAPS, ATTACHMENT 
Arrow-Hart & Hegeman Electr 
Beckley Electr Co., Inc 
Bryant Electric Co 
Cable Electr Pro 

rcle F Mfg 
Continenta pper 
Wire & Cable Div 
Dependable-Elec. Mfg 
Eagle Electric Mfg. Cc 
Ericson Manufacturing 
Gem Electric Mfg. Co., 
yeneral Electric Co., 
General Electric Co., Wiring 
Glade Mfg. (¢ 
Kas-Kel Electric Co. Im 
Krox Porcelain Corg 
eviton Manufacturing Cc 
Massey, Inc., A. H 
@PASS & SEYMOUR, INC.—-ADV. PG. 118 
@RODALE MANUFACTURING CO INC.—-ADV. PG 
124 


mpany, In 
ectric & Mfg. Co 
ectr Manufact 
United States Rubber Cx 
Woodhead Co., Daniel 


CAPS, ENTRANCE 
Appletor Electric t) 
ORLACKHAIK INDUSTRIES ADV. PG. 94 
Electrical Fittings Corp 
msc Electric Company In 
illark Electr He Ce 
Knox P in Cor 
em. & W. “ELECTRIC MFG. CO.,, INC..-ADV. PG 
107 
Midwe ~ Electric Fas. Ce 


wring 
@ PORCELAIN rovucts, INC 


Rattan 


ADV. PG. 129 


Richards Sesh » 2 
Thomas & Betts Co 
nion Electrical Porce 


Fittings Cc 


Dust-tight for 
indoor service 


W eather -tight 
for outdoor 
service 


G-E Pyranol* capacitors offer a quick, 
low-cost method of increasing system 
capacity and improving voltage by 
raising low power factor. They are 
available for indoor or outdoor service, 
dust proof or weather-tight, as required, 
and can be mounted directly at in- 
dividual motors or in group installa 
tions. Capacitors are available for high 
voltage, 24006 volts and above, or low 
voltage 230, 460, and 575 volts, 
single- or three-phase. Pyranol askare! 
is a nonflammable liquid with a high 
dielectric strength and dielectric con 
stant, making possible an unusually 
small unit for a given rating 


Consult classified section of phone book for 
address of nearest G-E Apporatus Agent 
Distributor, or write direct to General Electri 


Co., Section 640-359, Schenectady 5, N. Y 


*Reg. trade-mark of General Electric Co 


GENERAL ELECTRIC 
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CAPS, PLASTIC SEALING 
eneral Electr her 


var Corp 


CAPS, PLUG 


Aiden Products Co 
Arrow-Hart & Hegemar 


Beckley Electric 


evito ’ nc 

@PASS & ADV. PG. 118 

@RODALE MANUFACTURING CO., INC —-ADV. PG 
124 


CAPS, SERVICE 
@BLACKHAWK INDUSTRIES—ADV. PG. 94 
‘ al Fitting f 
ey Electric 


{ mpany i 
W. ELECTRIC MFG. CO., INC 


107 


ADV. PG 


t Electr Nig 

Mfg. ( 
mpany 
Wer 


CAPS, SOCKET 


Fixture 


acturing 
YMOUR, INC ADV. PG. 118 
Electric & Manufacturing Co 


v Manu 
@PASS & SE 
Sierra 


CARBONS, ARC LAMP AND WELDING 
Becker Brothers Carbor 
varbon Engineering 
Helwig pany 


tacks 


CARBONS, BATTERY 


Nat 


CARBONS, WELDING 
see ELECTRODES, Welding 


A 
A 


CARS, CABLE STRINGING 


Kortick 


CARTS, CABLE SPLICERS 


CARTS, TOOL, AND TRAILER 


CELLS, DRY 
Ke 99 owi't 


Nat 
v 


CELLS, FLASHLIGHT 


rie 


CELLS, PHOTO-ELECTRIC 
Bradley Laboratorie . 
Telephon RR 
Electr 


CELLS, SELENIUM 
see CELLS, Photo-Electric 


TOPS IN CIRCUIT PROTECTION 


Typical @ Load Centers and Service 
Equipment include a Circuit Breaker 


LOAD CENTERS 
and 
SERVICE EQUIPMENT 


@ Load Centers and Service Equip- 
ment provide the most modern form 
of circuit protection for homes, stores 
and other buildings. 

Available in many types, from 2 to 20 
circuits, with fuse or automatic pro- 


tection, @ Load Centers and Service | 


Equipment, not only carry the Un- 
derwriters’ seal of approval, but, in 
general exceed material, workman- 
ship and design standards. 


tags Iss 


Type for safe, dependable, thermal 


magnetic overload protection 


for 


manual or automatic quick-make and 
quick-break operation; the @ M-R 
for plug fuse connection with main 
and range disconnect; the SEPF fuse 
type for lighting and appliance branch 


circuits; and the Enclosed 


Cutout, 


safety type fuse boxes for homes and 


other buildings 


Frank eldam Electric Co. 


P. O. BOX 357 
ST. LOUIS 3, MISSOURI 


CEMENT, COMMUTATOR 
Early Co., Edward € 
Ideal Industries, Inc 
Martindale Electric Co 
pauereisen Cement Compar 
Seager Carbon Co 
Waveland Electric C 


CEMENT, INSULATING 
arey Mfg. Co., Philip 
entral Scientific Cc 

General Cement Manufacturing 

seneral Electric Co., Chemical Div 

Johns-Manville 

Mitchell-Rand Insulation Co 

Norton Company 


auereisen Cements Company 


CENTERS, DISTRIBUTION 
Adam Electr Co., 
BullDog Electric Products Co 

@CONTINENTAL ELECTRIC EQUIPMENT COMPANY 

ADV. PG. 61-64 


Frank 


eral Electric Products ( 
eneral Electr Co., Apparatus ‘ 
> & C Electric Company 
quare D Company 
Westinghouse Electric Core 
@ WESTINGHOUSE ELECTRIC 
PG. SECOND COVER 


(P'tt<burat 


SUPPLY CO —ADV 


CENTERS, LOAD 
Adam Electri Co Frank 
Arrow-Hart & Hegeman Electric C 
BullDog Electric Products Co 
@ CONTINENTAL ELECTRIC EQUIPMENT COMPANY 
ADV. PG. 61-64 
eder Electr Products Co 
Electric ompany, Trumbull Elect ept 
ectric Mfg 
Company 
ngt e Electric Corp Pittsburg! 
CENTERS, MOTOR CONTROL 
see BOARDS, Motor Control 


CENTERS, POWER 
see SUBSTATIONS, Unit 


CENTERS, SAFETY CIRCUIT 
- Mfg. C 


Westingt se Electric Corp 


ton Elect 


(Pittsburat 


CHAIN, BALL 

Bryant Electr 
able Electric Products, Inc 

Mfg. Co., 

sem Electric Mfg. Cc 

eviton Manufacturing 

R jale Manufa turir 4 ( 


agile Electric 


CHAIN, BEAD 


Wiring Device Dep 


CHAIN, CHANDELIER 
CHAIN, DRIVE 


Jiam 


effrey Mfg 


CHAIN, FIXTURE 


4 
daeport 


CHAIN, LAMP LOWERING 


A 


In 


CHAIN, POWER TRANSMISSION 


eff re 
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CHAIN, PULL 
Bryant Electric Co 
Eagle Electric Mfg. Co 
sem Electric Mfg. Co | 
eviton Manufacturing Co 
Rodale Manufacturing Co., 
Round Bridgeport Chain & Mf 


CHAIN, ROLLER 


sin & Mfg 
rowning Mfg. Co 
n Belt C 


hain Co. In 


CHAIN, SILENT 


CHAIN, SOCKET 


CHAINS, GROUNDING 


hain & 


CHAIR, CABLE 


CHANDELIERS 


CHANGERS, FREQUENCY 
see MOTOR-GENERATORS 


CHANGERS, LAMP 
A. B., W. N. Matthew 


Product 


CHANGERS, SPEED 


see REDUCERS, 
Variable Speed 


Speed; 


CHANNELS, 
ING 


CHANNELS, WIRING 

@CONTINENTAL ELECTRIC EQUIPMENT COMPANY 
ADV. PG. 61-64 

@COPE, INC., T. J.—ADV. PG. 81 

@ CURTIS LIGHTNING, INC.—ADV. PG. 89 
ystone V ne. 


@ NATIONAL ELECTRIC PRODUCTS 
ADV. PG. 97-100 


CORPORATION 


CHARGERS, BATTERY 


Electr rp 


ELECTRICAL CONSTRUCTION AND MAINTENANCE 


TRANSMISSIONS, 


INFRA-RED DRYING AND HEAT- 


CHARGERS, MAGNET 
xeneral Electric Co 
Her tner Electric Cc 
Voter Generator rf Hobart 


CHARTS, INSTRUMENT FACE 
see DIALS, Instrument 


CHIMES, ELECTRICALLY OPERATED 
Auth Electr 
Aut i me 
Cdwards Company 
evitor M anutacturing 
berty be 


CHOKES, BALLAST 
see BALLASTS, Fluorescent Lamp 


CHOKES, RADIO 
see TRANSFORMERS, Radio, Sound, etc 


CHURNS, ELECTRIC BUTTER 
Alabar nufacturing 


ty 


CIRCUIT-BREAKERS 
see BREAKERS 


CIRCUITS, PRINTED 
he » A 


CLAMPS, ANGLE 
ted Light 
rewer-Titchener 

rk 


CLAMPS, BEAM 
Apex Bolt Product 
Appleton Electric 

khawk Industries 
Lompany 

@M. & W. ELECTRIC M 
107 


Z. ELECTRICAL MFG. CO., INC. ADV. PG 
117 


ett 


CLAMPS, CABLE SUSPENSION 


MINERALLAC 


BEAM 
_—— 


Mounts Mineralloc hangers No. @ to No. 6 on !-Beams 
safely without necessity of drilling holus. Made of 
heavy gauge zinc plated steel with deep drawn 
ribs to give needed strength, these durable, light 
weight beam clamps have 4-20 topped holes— 
will fit beam flanges up to % inch thick. Furnished 
with case-hardened set screw. Low cost. 
Order From Your Electrical Wholesaler 
SEND FOR LITERATURE 


MAINERALLAC ELECTRIC COMPANY 
25 North Peoria St. Chicago 7, lil. 


MINERALLAC 


ee eS eS a SSS 


INSULATOR 
BRACKET CLIPS 


Wood brackets, exposed to the 
weather year after year, invari- 
ably crack and break under the 
continuous strain. Interruptions 
to service may be avoided by 
using clips as illustrated made 
from heavy steel hot galvanized. 


‘. 
a 
wal 


Write for catalog and price list. 


La=-R: 
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CLAMPS, CONDUCTOR SUPPORTING 
Alurr mpany of Amer 


CLAMPS, CONDUIT HANGING 


@BLACKHAWK INDUSTRIES—ADV. PG. 94 
Eficie t NM 


@M. & W. ELECTRIC MFG. CO, INC.—ADV. PG 
107 


CLAMPS, CROSSARM 


DEAD 


A € Ame 
A y Amer 


CLAMPS, DEAD ENDING 


UNION ELECTRIC CORP--ADV. PG. 56-57 


CLAMPS, FUSE CLIP 


CLAMPS, GROUND ROD 


The Preformed Products shown above are establishing @BLACKHAWK INDUSTRIES ADV. PG 
new service standards. Not only do they save countless _—s 
man-hours of installation time, but also they assure a 
uniformity and efficiency of application unattainable by 
any comparable devices. They require no clips or clamps 

and can be installed easily by hand in 


most cases. = 7S 
@M. & W. ELECTRIC MFG 
For complete details of their exclusive advantages, Nidw ‘ 

write or telephone Cleveland: EXpress 1-3571 @0. Z. ELECTRICAL MFG 


PREFORMED LINE PRODUCTS CO. 


5349 ST. CLAIR AVENUE, CLEVELAND 3, OHIO 
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FOR 
Open Wiring Installations 


Specify FLETCH & ia 


PORCELAIN INSULATED CLAMPS, 
RACKS AND WIRE HOLDERS 


~ a 


THREE BENT RACK WIRE HOLDER 


Permits natural ventilation in humid and hot areas. Allows for tap- 


ping-in anywhere. Assures inexpensive installation and maintenance 
costs. 
OUR WIRE HOLDERS ARE ADAPTABLE TO YOUR CONSTRUCTION 


Write for Catalog Supplement “A”’ 


FLETCHER MANUFACTURING CO. 


Manufacturers of Electrical Construction Supplies Since 1885 


CLAMPS, LOOM 


ectri 


CLAMPS, MESSENGER CABLE 
enc Electr & Mfo 


| Mfg. Co 


CLAMPS, POLE REINFORCING 


eneral Elect ocke epart 
‘ v 


Dept. R, 302 EAST SECOND STREET 


COPPER 
GROUND STRIP 


WITHOUT SCREWS 


Diamond G Grounding Strip 
is indispensable when bond- 
ing conduits, steel bexes, 
tanks or irregular shapes to 
ground conductors. It is fab- 
ricated from the highest 
grade copper ribbon, accu- 
rately perforated and can be 
furnished tinned or plain. Per- 
forated %s-inch holes on '2- 
inch centers. Can be furnish- 
ed in 16, 14, and 12 B&S 
gauge, %” and 1” wide. 16 
gauge x %” - 10" coils. All 
other sizes regularly furnish- 
ed in 50’ coils. 


Write for catalog and price list. 


STREET GAKLAND CALIFORNIA 


ELECTRICAL CONSTRUCTION AND MAINTENANCE . 


DAYTON 2, OHIO 
CLAMPS, SERVICE ENTRANCE 
Anderson Bra Work ' 


Blackburn Corp., Jaspe 
@BLACKHAWK INDUSTRIES--ADV. PG %4 


Flectr 


CLAMPS, INSIDE WIRING GROUND 
@BLACKHAWK INDUSTRIES--ADV. PG. 94 


@M. & W. ELECTRIC MFG. CO., INC ADV. PG 
107 

@0. Z. ELECTRICAL MFG. CO., INC.—ADV. PG 
117 


@PENN-UNION ELECTRIC CORP—ADV. PG. 56-57 


Most widely used connector in 
America, the efficient Burndy Servit 
is available for splicing, tapping, or 
dead ending any combination of cop- 
per, steel, or aluminum conductors. 


e Mat Ask your Burndy Distributor 
@M. & W. ELECTRIC MFG. CO., INC.—ADV. PG 


107 See main advertisement in Connectors 
ne Elect (Uninsulated, Solderless) Section 


62-244 


BURNDY 


NORWALK 10, 
CONNECT. 


CLAMPS, INSULATOR SUPPORTING 


@PORCELAIN PRODUCTS, INC.—ADV. PG. 129 


CLAMPS, JUMPER 


Gra WwW 
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hance Co., A. B., W. WN 
Electrical Fittings Corp 

rgo Mfg. Company, Inc 
edney Electric Company Inc 
Krueger & — 

ine Material 


ev - w ELECTRIC MFG. CO., 


Matthews Div 


INC.--ADV. PG 


dwest Electric Mfg 
@PENN. UNION ELECTRIC CORP 
Preformed Line Products Co 
Rattan Mfg. Co. 
ellable Electric Co 
er Inc., Wm. G 
ctor Specialties 


ADV. PG. 56-57 


CLAMPS, SPLICING 
Aluminum Company Of America 
Anderson Brass Works, Inc. 
siackburn Corp., 
Juchanan” Electrica 
Tool ¢ 
Krueger & Hudepohl 
ine Material Co 
Preformed | ine Products Co 
Punch-Lok Co 


Tr Fuse Manufacturing Co 


Jasper 
Products Corr 
rescent 


CLAMPS, STRAIN 

Works, Inc 
Brewer-Titchener Corp 

Manufacturing Company 
yeneral Electric Co., Loc 
Holub Industries Ine 


Knox 


Anderson Brass 


Electric Service 


ke Department 


Porcelain Corp 
PP Insulator (£0 Inc 
Material 
@ PORCELAIN PRODUCTS, ANC 


Preformed | 


ADV. PG. 129 
eyler the ate mage d 
sable Casting Co 
Equipment Cx 
e Company 
Insulators, Inc 


CLAMPS, SUSPENSION 
Satan ae 


@ PORCELAIN PRONUCTS. “INC ADV. PG. 129 
eformed Line Products C 

teliable Electr 

tilitie ervice ( 


tor Insulators 


CLAMPS, TEST 
Meter evice 
Electric Ce 


Manuf sete uring Co 


Viueller 


Trico Fuse 


CLAMPS, TRANSMISSION AND DISTRIBUTION 
WIRING GROUND 
Anderson Brass Works, Inc 
ackburn Corp Jasper 
jrewer-Titchener Corp 
seneral Electr Co., Locke Department 
Knox Porcelain Corp 
ortick Manufacturing Co 
app Insulator Co Inc 
ne Material Co 
Oliver Tron & Steel Corp 
@PENN-UNION ELECTRIC CORP.—ADV. PG. 56-57 
@ PORCELAIN PRODUCTS, INC.—ADV. PG. 129 
rico Fuse Manufacturing Co 


ictor Insulators, Inc 


CLAMPS, WIRE ROPE 
see CLIPS, Wire Rope 


CLEANERS, ARMATURE SLOT 
see SLOTTERS, Commutator 


Ce, COMMUTATOR 


erat ve Utilities Co. Im 


@ MARTINDALE ELECTRIC co 
Sittler Cor 
Wave! 
Wisconsin art 


ADV. PG. 102 


and ect 


CLEANERS, CONDUIT 


see MANDRILS, Conduit, and Tools 
Conduit 


CLEANERS, FUSE CLIP 
Martindale Electr 


CLEANERS, HAND VACUUM 
American Pressboard Co. Inc 
Birtman Electr 
Brever Electric Mfg. Co 
Slements Mfg. Co 
Holub Industries, In 
Ideal Industries, In 
Landers, Frary & Clark 


c Co 


164 


RODS, 
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@MARTINDALE ELECTRIC CO.—ADV. PG. 102 
Multi-Clean Products, Inc 

Royal Vacuum Cleaners Co 

Scovill Mfg. Co., Hamilton Beach Co. Div 
Westinghouse Elec. Corp. (Appliance Div 


CLEANERS, PORTABLE HOUSEHOLD 
VACUUM 


Birtman Electric Co 

Black & Decker Mfg. Co. 

Clements Mfg. Co. 

Landers, Frary & Clark 

Martin-Parry Corp 

Morrow Co. 

Royal Vacuum Cleaner Co 

Scovill Mfg. Co., Hamilton Beach Co. Div 
Westinghouse Elec. Corp. (Appliance Div 


CLEANERS, PORTABLE INDUSTRIAL 
VACUUM 


Ace Company 
Breuer Electric Mfg. Co 
Clarke Sanding Machine Co. 
Clements Mfg. Co 
Continental Car-Na-Var Corp 
Doyle Vacuum Cleaner Co 
Electr Blower Company 
Hild Floor Machine Co 
Ideal Industries, Inc 
Insulation & Wires Inc 
Invincible Vacuum Cleaner Mfg. Co 
Kent Company, Inc 

@ MARTINDALE ELECTRIC CO.- 

Div 
Morrow Cc 
Multi-Clean Products, Inc 
National Super 
Pullman Vacuum 


spencer Turbine Co 


ADV. PG. 102 


Service Co Inc 
leaner 


CLEANERS, STATIONARY VACUUM 
Clements Mfg 
Invincible Va leaner Mfg. ( 


pencer Turbine Co 


CLEATS, FIBRE WIRING 
Red Seal Electric 
»paulding Fibre ( 
Wilmington Fibre pecialty 


mpany, Inc 


CLEATS, METAL WIRING 
Meter 
Morse 


Devices Co 


Company, Frank W 


CLEATS, PORCELAIN WIRING 
Cable 
Knox 
Leviton 
Lint Company, Clyde W 

@ PORCELAIN PRODUCTS, INC 
Star-A Electric Manufacturing ( 
superior Porcelain Co 
Union Electrical Porcelain Works, Ir 


Electric Products, Inc 
Porcelain Corp 


Manufacturing Co 


ADV. PG. 129 


CLEATS, SWITCHBOARD WIRING 
Meter Devices Co 
Mica Insulator (¢ 
Scuthern Electrical Ea 


pment Cc 


CLEVISES, BOLT 
Brewer-Titchener Corr 
Electric ervice Manuf 

Electr Co 

Kortick Manufacturing Co 

Jiiver Iron & Steel Corp 

Seyler Manufacturing Co 

Utilities Service Company 


acturing 


Genera Locke 


CLEVISES, DEAD ENDING 
Brewer-Titchener Corp 
Electric Service Manuf 
General Electric Co l 
Knox Porcelain Cort 
Kortick Momstacturte 


Line — 


turing Company 
cke Department 


' & tee if re 
@ PORCELAIN PRODUCTS. 
seyler Manufacturing Cc 
Thomas & Betts ( 
tilitie Service Company 
tor Insulators, In 


INC.—ADV. PG. 129 


CLEVISES, INSULATOR 
Brewer-Titchener Corp 
Knox Porcelain Corp 
Kortick Manufacturing Cx 
Line Material Co 
Mica Insulator Co. 
Oliver Iron & — 
Pittsburgh Screw 1p 

@ PORCELAIN PRODUCTS, INC.- 
Seyler Manufacturing ( 
Utilities Service Company 
Victor Insulators, Inc 


ao 
ADV. PG. 129 


= 


CLEVISES, sreain INSULATOR 


Brewer-Ti 

General E Co., eee anna a 
Knox Porcélai borp. , ht 
Kortick Maru ing Co. ‘ we 
Line Material so. 

Ol'ver Iron &® 


eel * 
@ PORCELAIN aera INC’ ADV. PG. 129 


Seyler Manufacturing ‘Co. 
Utilities Service Company 
Victor Insulators, Inc. 


CLEVISES, THIMBLE 
Brewer-Titchener Corp 
General Electric Co., Locke Department 
Kortick Manufacturing Co 
—_ —— . Co 


@ PORCELAIN “erooucrs, “INC 


eyler 


ADV. PG 


Utilitie Service C 


CLIMBERS, POLE 
Buckingham Mfg. Co 
Industrial Products Co 
ne Material C 

Miller Equipment 

Mine afety App 

CLIPPERS, HEDGE 
see TRIMMERS, Hedge 


CLIPS, BATTERY 
Blitz Electric Ce 
Cable Electr Pr 
Frankel Connector 
Hammett Electric 
Mueller Electric ( 
Rodale Manufactur 
Star-A Electric M 
Trico Fuse Manuf 


CLIPS, CA BLE 
Blackhaw j 
Brewer-T 
Champ € 
Diamond Expa 


Tinnerman Prod 
Victor Speciaities 


CLIPS, EXTENSION CORD HOLDING 
Cable Electric 


dale 


CLIPS, FUSE 
Alden Products C 
Brass ) 
hampion Cable Co 
Excel Fuse 


American 


justrie 


»pper 


Company, Frank W 
Electric Mfg., Inc 
n Manufacturing C 
% C Electric Company 
herman Mfg. Co., H. B 
pecialties In 
q ( 


CLIPS, GUY WIRE 
wooed y rf & 


James 


able Iror 


Fitting 
& Steel 


Manufacturing 
CLIPS, PIPE 
see STRAPS, Conduit 


CLIPS, STRAIN RELIEF 
see RELIEFS, Strain 


CLIPS, TEST 
Alde roducts Co 
F onnector Co 


c Co 


C Inc Americ 


Locke Department 
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Malieable Iron Fittings Co. 
Oliver Iron & Steel Corp 
Seyler Manufacturing Co. 
Thompson Electric Co. . 
U. Se Expansion Bolt Co. + 


Upson-Walton Co. 
Utilities Servite Company ; 


1 


CLOCKS, ELECTRICALLY WOUND 
see CLOCKS, Master and Secondary 


CLOCKS, MASTER AND SECONDARY 
Cincinnati Time Recorder Co 
Duplex Clock Co., Inc 
International Busines 
Clock Miz 
National Time & 
Protection Equipmer 
elf Winding 
romberg Time C 
Taller & Cooper, 


CLOCKS, PROGRAM 
Auth Electric Compar 
Cincinnati Time Re 
Duplex Clock ( 
Federal Enterprises, 
International &£ 
Lumenite Electror 
Lux Clock Manufacturir 
National Time & 
Pennwood Numect 
Self Winding ( 
tromberg Time 
Tork Clock Co 

th Electric C€ 


CLOCKS, STOP 
see TIMERS, Stop 


CLOCKS, SYNCHRONOUS 
Auth Electr mpany 


CLOCKS, TIME 


‘ 


ef Manufacturing 


elf 


CLOCKS, WATCHMAN’S TIME 


k 


Electr 


CLOSERS, DOOR AND WINDOW 


see OPENERS, Electromagnetic Door; OPEN- 


ERS, Motor Operated Door 


CLUSTERS, FLOOR AND TABLE LAMP 


tric Afa 
Vitg 


Manuf 


CLUTCHES, MAGNETIC 


CODES, LABEL 
see MARKERS, Wire 


COILS, ARMATURE 
see WINDINGS, Coil 


COILS, CHOKE 
see REACTORS, Current Limiting 


COILS, MAGNETIC SOLENOID 
A F. Industries, Ir 


Acme Electronics 


ELECTRICAL CONSTRUCTION AND MAINTENANCE . 





= 
WIRE LUBE 


[| SPECIAL 
| LUBRICANT 


Makes Wire 
Pulling Far 
Easier and 
Quicker—Protects 
Insulation 
Agains Breaks 


and Strains 


@ For use with 


rubber, lead or 
plastic covered wire or cable. When ap 
plied by hand or brush as wire or cable 
is pulled into conduit, WIRE LUBE pro 
vides a film of lubricant that makes tough 
wire pulling jobs far less work. Dries 
quickly and shrinks to a fine powder that 
makes it easier to remove wire from con 
duit later if necessary. WIRE LUBE also 
makes it easier to add wires in a conduit 
already containing wires. Non-corrosive 
non-combustible — can’t injure hands or 
clothing. (Cannot be used on asbestos 
covered wire.) 


No. 31-250 1 qt 
No. 31-251 1 gal 
No. 31-252 2 gal 


fas Caeo® 


No. 31-253 3 gal 
No. 31-254 4 gal 
No. 31-255 5 gal 


SOLD THROUGH LEADING DISTRIBUTORS 


IDEAL INDUSTRIES, Inc. 


5136 Park Ave. @ Sycamore, Illinois 


COILS, MOTOR, READY-MADE 
see WINDINGS, Coil 


COILS, POWER CHOKE 


y 


COILS, REACTANCE 
see COILS, Power Choke 


COILS, SAFETY 
see TRANSFORMERS, Constant Current 


COILS, TRANSFORMERS 
see WINDINGS, Coil 


COLLARS, FIXTURES 


COLLAR, FLOOR BOX 
see NOZZLES, Floor Box 


COLLECTORS, STATIC 
see CAPACITORS, Electrostatic 


COLORING AND FROSTING, LAMP 


COMEALONGS 
see GRIPS, Cable and Wire; PULLERS, Slack 


COMMUTATORS 
B. & R. Mfg. Co 
Borg-Warner Corp., Cleveland Commutator Div 
Cameron Electrical Mfg. Co., In 
Chicago Commutator, Inc 
Clements Mfg. Co 
Dayton Precision Manufacturing Co 
Han-Kor, Inc 
Insulation & W 


res Inc 
@KIRKWOOD COMMUTATOR COMPANY.-ADV PG 
101 


Tech Laboratories, Inc 
Toledo Commutator Co 


Ww 


onsin Carbon Corp. 


COMPARATORS, METALS 
Dice Cc J. W 


COMPENSATORS, LINE-DROP 


General Electric Co., Apparatus Sales Dw 


COMPENSATORS, MOTOR STARTING 
A Chalmers Mfg. Co 
Belgian Electric Sales Cort 

Apparatus Sales Di 


General Electri Co 


Square D Company 


COMPENSATORS, SERIES LAMP 
see TRANSFORMERS, Auto 


COMPOUNDS, ARMATURE WASHING 


Cooper mpany, D. ( 


Martindale Electric Co 


COMPOUNDS, BATTERY SEALING 


Robertson ( H. H 


COMPOUNDS, BRUSH SEATING AND KITS 


COMPOUNDS, CABLE FILLING 
see COMPOUNDS, Insulating 


COMPOUNDS, CABLE PULLING 
k f Adan 


Elect nt i ( 
Lint Company Clyde W 
Minerailac Electr ( 
Rusgreen Manufacturing Co 


MINERALLAC 
“PULL-IN” 


COMPOUND 


No. 100 
—- > 


, APPROVED 
a “smaroee by 


= UNDERWRITERS 
===" LABORATORIES 


For Rubber, Synthetic, Plastic 
or Lead-Covered Wires or Cables 


Approved by Underwriters Laboratories 
for lubricating wires and cables to facil- 
itate pulling them into conduits. Not in- 
jurious to wire or wire covers. Free of 
objectionable odors. White in color. Will 
not drip or run. Conveniently packed in 
pint, “2 gal., gal. and 5 gal. cans. Avail- 
able through your electrical jobber. 


MINERALLAC ELECTRIC COMPANY 
25 North Peoria Street, Chicago 7, Illinois 


MINERALLAC 
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COMPOUND, CABLE SEALING 
Adalet Mfg 
Blackburr 


@CROUSE-HINDS COMPANY—ADV. PG 


COMPOUNDS, CONDUIT SEALING 


@ crouse: “HINDS COMPANY- ADV. PG. 66-67 


iney 
Py " it 


COMPOUNDS, DUCT SEALING 


Gedney Electr ompany Ine 


COMPOUNDS, FUNGICIDAL 
Borthig Inc., George ( 


Mitche ind Ir ' fi 


COMPOUNDS, GLASS ETCHING 
Allied Chemical & Dye Gene 


McKay Chemica 


COMPOUNDS, HEATING ELEMENT REPAIR 


mpany 


COMPOUNDS, IMPREGNATING 


COMPOUNDS, 


kburn 


INSULATING 
) ‘ se rge C 
arey Mfg »., Philip 

ng n bi 


Chemaanet F fe-T-Se f 


Borthig 


{ ph Jot 
@DOW-CORNING CORPORATION-—-ADV. PG. 85-88 
OS & W ELECTRIC SPECIALTY CO—ADV. PG. 92 
hemical Div 


COMPOUNDS, LUMINOUS 


COMPOUNDS, VOLDING 
joy Manuf 
Libbey-Owens-t 
Mitchel!-Rand 
Reilly Tar 
Robertson ( 


eef Br 


COMPOUNDS, POTHEAD 
Adalet Mfg 
. rt g o., In George 
oh 
ec & W ELECTRIC SPECI TY CO.—ADV 
y Monut turir ( sctrica nnector 
M eralla " t ri , 
0. 2 ELECTRICAL MFG. CO., INC.-ADV. PG 
117 
Robertson C H. H 


Rusgreen Manufacturing Ce 


COMPOUNDS, RADIUM 


nited States Rad 


ELECTRICAL CONSTRUCTION AND MAINTENANCE 


Engineered 
for better 
circuit 

protection 


New 
SOAPSTONE 
OCT-0-DUCT 





to save 
you money 


In the Far West this NEW SOAP- 
STONE called OCT-O-DUCT 
is being used more and more in under- 
Its elec- 
trical and chemical characteristics are 


conduit 
ground circuit construction. 


unequalled for this job. 


OCT-O-DUCT is low-priced, cheap and 
OCT-O- 
has smoothest bore of any con- 
SOAP- 


assurance of 


easy to install, lasts forever. 
DUCT 
duit and is easiest on 
STONE is 


Permanent Circuit Protection. 


cables. 


your best 


A range of sizes from 2” 
ing bends, 
stock at 
California. 


to 5”, includ- 
fittings and adapters, in 


Oakland and Los Angeles, 


(Send for: descriptive literature.) 


SOAPSTONE DUCT COMPANY 


110 Linfield Drive, Menlo Park, Calif. « Factory. Oakland, Calif 


ERMANENT CIRCUIT PROTECTION 





WALCO_ 


ARMORED 
ona 


GROUND 
WIRE 


WALCO 
INDUSTRIES 


INCORPORATED 
10-12 N. UNION AVE. 
LANSDOWNE, PA 

















COMPOUNDS, WIRE FINISHING 
Robertson Co., H. H. 


COMPOUNDS, WIRE STRIPPING 
see STRIPPERS, Chemicol Wire 


CONDENSERS 
see CAPACITORS 


CONDENSERS, REFRIGERATION 


CONDITIONERS, UNIT TYPE AIR 
see AIR-CONDITIONERS, Unit Type 


CONDITIONERS, WATER 
A halmers Manufact 


CONDUIT, ALUMINUM 
Y mpany Of / 
& Electr 


Veta mpi 


CONDUIT, ASBESTOS-CEMENT 
Mfg ( Ph r 


oat 


rey 


CONDUIT, BRASS 
Phelr Dodge Coppe 


CONDUIT, CLAY 


anstone [ ¢ 


CONDUIT, COMPOSITION 


capstone | t 


CONDUIT, COPPER ALLOY 


bag oa BRASS COMPANY 
ige Copper Products 


CONDUIT, FIBRE 


Browr ne y 


ener Electric C struction Matera 
@GRAYBAR ELECTRIC COMPANY, INC —4D‘ »G 
2 


€ Viaterial C 


rg Manuf 


CONDUIT, FLEXIBLE METALLIC 
ay mone tg A — ma ot ADV. Ps 
g ( 


@NATIONAL ELECTRIC PRODUCTS CORPORATION 
ADV. PG. 97-100 

@TRIANGLE CONDUIT & CABLE COMPAN 
ADV. PG. 130 


f Philadelphia 


CONDUIT, FLEXIBLE NON-METALLIC 

Alpt } t Wire a bie 
@NATIONAL ELECTRIC PROUDUCTS CoRPORAT 
ADV. PG. 97-100 


CONDUIT, ORNAMENTAL METAL 
see MOLDING, Ornamental Metal Raceway 


CONDUIT, OVAL 
CONDUIT, testa tle 
pated 
bber Co 
aie sire RIGID NONFERROUS METALLIC 
mpany Of merica 


Phelr ige pper Product: 


Reynolds Metals Company 
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The smooth, clean inside enamel finish 
of Columbia E.M.T. makes wire-pulling 
easy 


The galvanized coating prevents 


corrosion. Every length is thoroughly in 


spected before shipment — always uni- 


form. Plus, Columbia gives you service 


that keeps your installations 
‘on-schedule 


Approved by Underwriters’ Laboratories 


fe?) COLUMBIA CABLE 
& ELECTRIC CORP. 


Serving the Electrical Wholesaler Since 1912 
255 CHESTNUT ST BROOKLYN 8, N. Y. 


1 


COLORED WRAPPING TAPE tells 
G-E EMT Size at a glance... Keeps 


bundles tight, easy to handle 


Size-indicating colored wrapping tape 
helps you to select sizes of G-E elec 
trical metallic tubing quickly and 
easily. The also keeps bundles 
tightly wrapped — individual lengths 
won't slide out 

Try G-E EMT on your next job. For 
more write Section C31 
F18, Construction Materials Division, 
General Electric Company, Bridgeport 


Connecticut 


tape 


information 


You Can frie jie confatence We 
GENERAL @@ ELECTRIC 


ELECTRICAL CONSTRUCTION AND MAINTENANCE 


CONDUIT, RIGID STEEL 


ayton Mark “®& 


CONSTRUCTION 
DIVISION--ADV PG FOURTH 


@GENERAL ELECTRIC COMPANY 
MATERIALS 
COVER 


@NATIONAL ELECTRIC PRODUCTS CORPORATION— 
ADV. PG. 97-100 


Nat a pply 
@ PITTSBURGH STANDARD CONDUIT CO.—ADV. PG 
120 
Reput tet rf tee| & Tube Div 
@ROME CABLE CORPORATION—-ADV. PG. 68-69 
@TRIANGLE CONDUIT & CABLE COMPANY, INC 
ADV. PG. 130 


CONDUIT, THINWALL 


is 


@GRAYBAR ELECTRIC COMPANY, INC.—ADV. PG 


@NATIONAL ELECTRIC PRODUCTS CORPORATION 
ADV. PG. 97-100 


N f ipply 
@NIKOH TUBE COMPANY—ADV. PG. 108 
@PITTSBURGH STANDARD CONDUIT CO. ADV. PG 
120 
Keput tee t tee Oe Tube 
@ROME CABLE CORPORATION--ADV. PG. 68-69 
@TRIANGLE CONDUIT & CABLE COMPANY, INC 
ADV. PG. 130 


CONDUIT, THINWALL, PLASTIC COVERED 
pub tee rt 


CONNECTIONS, WELDED 


WIRING 
SUPPLIES 


via Graybar 


@ Wire & Cable — all types 
@ Wiring Devices — all types 
@ Conduit & Busduct 
@ Fuses 

@ Panelboards and Switchboards 
* 


Installation Tools 


Cal 


Graybar \ * 
“st for... 


100,000 ELECTRICAL ITEMS 
* 
OFFICES AND WAREHOUSES 
IN OVER 100 PRINCIPAL CITIES 





A Heevy 
Zinc 
Ceocting 
Inside 




















A Heovy 
Zinc 
Coating 
Outside 

















CLIFTON 
E.M.T. 
gives you 

DOUBLE THE ZINC 

PROTECTION 


of ordinary E.M.T. 


Because of this extra protection, 
you can often substitute CLIF- 
TON E.M.T. for rigid conduit— 
and make substantial savings. 
Wherever electrical metallic tub- 
ing is acceptable for outside in- 
stallations, CLIFTON E.M.T. can 
be used with complete con- 
fidence. 


Hot-Dipped Galvanized 


CLIFTON E.M.T. is hot-dipped 
galvanized by a special process 
which deposits a uniformly 
heavy coating of zinc inside as 
well as outside the tubing. and 
bonds the coating to the steel 
tubing. Will not flake or chip. 


OTHER CLIFTON PRODUCTS 
include Rigid Conduit, Flexible 
Steel Conduit, Armored Cable 
and Pierceway Plastic Duct Wir- 
ing Systems. 
“. Listed by 
Underwriters Laboratories, Inc. 


WE MAKE NO BONES 
ABOUT IT... 








” CLIFTON PRODUCTS 
ARE THE BEST 
IN THEIR FIELD 


CLIFTON 


CONDUIT CO., Inc. 


General Offices 


7% Montgomery St 
Jersey City 2, WN. J. 


Factery: Baltimore, Md. 
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CONNECTORS, ARMORED CABLE 
Adalet Mfg. Co 
Appleton Electri 
a inns nted NBUSTRIES ADV. PG 
Cannon Elec 
@CROUSE- HINDS COMPANY ADV. PG 
Electrical Fittings Corp 
Gedney Electric Company 
Klieg! Bros 
@M. & W. ELECTRIC MFG. CO., INC ADV. PG 
107 
Midwest Electric Mfg. ¢ 
@NATIONAL ELECTRIC PRODUCTS CORPORATION 
ADV. PG. 97-100 
Rattan Mfg. Co 
Richards Company, J. R 
Rodale Manufacturing Cc 
Roller Inc Wr 
herman Mfg. C H. B 
Steel City Electr ri 
Unimatic Corp 


CONNECTORS, BATTERY 


Cannon Electric Co 
Champion Cable Co 
Electric Auto-Lite Co 


CONNECTORS, BOX 
see FITTINGS, Threaded Conduit; FITTINGS, 
Threadless Conduit 


CONNECTORS, BUS-BAR 
Aluminum Company of Amer 
Anderson Brass Work Inc 
Blackburn Corp., Jasper 
Burndy Engineering Company, Inc 
Chance Co., A. B., W. N. Matthews 
Electrical Engineers Equipment 
Erico Products, Ir 
Frankel Connector C 
Kearney Corp., James R 
Krueger & Huder 
@0. Z. ELECTRICAL MFG. CO., INC 
@PENN-UNION ELECTRIC CORP—ADV 
Powercraft Corp 
Royal Electr Manufacturing 
Rusgreen Manufacturing 
ithern Electrical Equipment Co 
t Power Equ pment 
Waterbury Companie 


ADV. PG. 117 
PG. 56-57 


CONNECTORS, CO-AXIAL 
Alden Product 
Allied Industrie 
ne wn 
innon Electr 
seneral Radio { 
Mfg. ( 
rold Electron 
Pyle-National ( 
koff Ceramic & Mfg 


Gremar 


CONNECTORS, CORD 
see PLUGS, Extension Cord Connecting 


CONNECTORS, EXPANSION 
Adalet Mfg 
Aluminum Company f Amer i 
Anderson Bra Wor 

@ CROUSE-HINDS COMPANY 

@PENN-UNION ELECTRIC CORP 


Powercraft Cort 


ADV. PG. 66-67 
ADV. PG. 56-57 


ithern Electrica 
Power Equipment 


CONNECTORS, EXPLOSION-PROOF 


American Phenoli« re 
Appleton Electri« 
@CROUSE-HINDS COMPANY. -ADV. PG. 66-67 
Killark Elect Mig 
Pyle-N 


@RUSSELL & STOLL COMPANY, INC.—-ADV. PG 
THIRD COVER 


CONNECTORS, FIXTURE 
see FITTINGS, Fixture 


CONNECTORS, FLEXIBLE 
see JOINTS, Bus Expansion 


CONNECTORS, FLEXIBLE METALLIC CONDUIT 
Appleton Electric 
@ BLACKHAWK INDUSTRIES ADV. PG. 94 
Cannon Electric ( 
Crouse-Hinds Co 
Electrical Fittings 
Flexonics Corp 
po Electric gg I 
Electr 
en & W. ELECTRIC MFG co., INC 
Midwest Electric Mfg. ( 
Multi-Products Manuta 
National Electric Pr 
Rattan Mfg. Co 
Richards Company 
Roller Inc., Wm 
Russell & Stoll | 
steel City Electric 
Thomas & Betts ( 
Unimatic Corp 


ADV. Ps. 107 
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THE PREFERRED 
“SCREW-ON” 


WIRE CONNECTORS 


Approved By Leading 
Electrical Authorities 


Millions in Use—Here’s why: 


. Fully engineered—assure “tops” in wire 
jo.nis. 

- Broad U.L. Approval—serve a wider 
range of wire comb nations. 

. Two sizes approved as Pressure Con 
nectors for general use, such as race- 
way wiring. 

. Inserts firmly lock onto wires—-no more 
loose connections. 


. No loose springs—-each is locked firmly 
in shell. 

. Streamlined design—fit into 
boxes. 

7. “Hi” Connectors show U.L. Reex. Marker. 


“SET-SCREW” CONNECTORS 


SIZES FOR 
ALL COMMON 
NEEDS 


HOLUB INDUSTRIES, INC. 
440 ELM ST. © SYCAMORE, ILL. 


shallow 








CONNECTORS, GROUNDING 
see CLAMPS, Inside Wiring Ground; 
CLAMPS, Transmission and Distribution Wir- 
ing Ground 


CONNECTORS, INSULATED SOLDERLESS 
Aircraft _ ne Pr ducts, Inc 


Connector Co 
4 Prod ts Cor 


Jea! industries Ir 
@ILSCO COPPER TUBE & PRODUCTS, INC.—ADV 
PG. 105 


‘ I r C 
Penn Elec 
Pyle-National Co 


Remier Company, Ltd. 

Rusgreen Manufacturing Co. 

sierra Electric & Manufacturing Co 
Southern Electrical Equipment Co. 
Waterbury Companies, Inc. 


CONNECTORS, NON-METALLIC SHEATHED 
CABLE 
American Phenolic Corp 
Appleto ectric Co 
@ELACKHAWK INDUSTRIES—ADV. PG. 94 
Buchanan & a ~ — Corp 
Electrica gs 
@mM. & W. ELECTRIC. MFG. CO., INC 
Midwest Electric Mig. Co 
Multi-Products Manufacturing Co 
National Electric Products Corp 
r¢ jnion Electric Cort 
2attan Mfg 
xichard Company, J. R 
Roller Inc., Wm. G 
City Electric C 
homas & Betts Co 
c Sales & Engineering Co 
Williams Products Co., H. E 


ADV. PG. 107 


CONNECTORS, PRESSURE 
ed Industries, 
pricar 
hony Co., 
chanan Electrical Products Corp 
Dog Electric Products Co. 
urndy Engineering Company, Inc 
Cannon Electric 
hampion Cable Co 
hance Cc a oe, & 8 
lectro-Seal Corp 
Frankel 
edney > c Company Inc 


Matthews Div 


Connector Co 


Products, Inc 


Co. 

Manufacturing Co 
Sompany 

oducts Corp 


eo. "2 ELECTRICAL MFG CcO., “INC. ADV. PG 
117 


@PENN-UNION. ELECTRIC CORP.—ADV. PG. 56-57 
Pittsburgt tandard Conduit Co. 


t C 
Hegeman Electric 


ag : 
Mfg. Cc 
Manufacturing 
mpany Inc 
Ma turing Co Electr 
A H 


cal Connector 


Morse ( WwW 

@PASS & SEYMOUR, "INC —ADV. PG. 118 
Royal Electri mpany, Inc 

Russs & npany, In 

st ~ct Manufacturing Co., Inc 
Woodt 


CONNECTORS, SET SCREW 
see CONNECTORS, Uninsulated Solderless 


CONNECTORS, SLEEVE TYPE 
see SLEEVES, Wire and Cable Splicing 


CONNECTORS, SOLDERED 


see LUGS, Soldering Cable; 
Wire 


TERMINALS, 


CONNECTORS, SPLICING 
see SPLICES, Line; SLEEVES, Wire and Cable 
Splicing 


CONNECTORS, STAGE 
see PLUGS, Extension Cord Connecting 


CONNECTORS, STUD 
see CLAMPS, Dead Ending 


CONNECTORS, TAP 
Electr ompany 
Jasper 
ng Company, Inc. 
ducts Inc 
o., A W. N. Matthews Div 
Engineers s Equipment C 
Products 
fn Company 
rp., James R 


Inc 
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CONNECTORS 


Potented, Me 1.933.555 
THE SOLDERLESS, TAPELESS WIRE CONNECTORS 


Better electrically and stronger me- 
chanically than solder and tape 
joints. 


SCREWS ON, LIKE 
A NUT ON A BOLT 
Precision spring insert 
in a phenolic shell 
)ewists, threads, grips 
and insulates in one 
operation. 
Contractor sizes 74B and 76B fully ap- 
proved as pressure cable connectors for 
general use in all types of branch circuit 
wiring. 
For nearly 30 years, millions more used 
than any other kind of screw-on con- 
nector. For all usual wire combinations. 





is 


Approved for 600 volts as pres- 
sure cable connectors for gener 
al use. Extra long, extra strong 
shell and high dielectric. Screw 
driver is only tool needed. Per 
mits visual inspection of joints 
—makes circuit changes easy; 
just unscrew and re-use. Two 
contractor sizes for all usua! 
wire combinations. 

ALSO NEW ALL-PLASTIC 
CONNECTORS for fixture and 
appliance wiring. 


SOLD THROUGH LEADING DISTRIBUTORS 


IDEAL INDUSTRIES, Inc. 
5136 Park Ave o Sycamore, Illinois 


eger & Hudepohtl 
ne Material 
I H 


@PENN-UNION ELECTRIC CORP.—ADV. PG 
Reliable Elect ' 


tr 


wer Equipment 


CONNECTORS, TAPELESS WIRE 


asper 


CONNECTORS, TUBING 
see FITTINGS, Threadless Conduit 


CONNECTORS, UNINSULATED SOLDERLESS 


ft-Marine 


if 


} my 


@ILSCO COPPER TUBE & PRODUCTS INC.— AL 
PG. 105 


Jat al Electr pi noara ee 

a) i ELECTRICAL MFG. CO., INC.—ADV. PG 

aif 
Pekcu ompany 

@PENN-UNION ELECTRIC CORP.—ADV. PG. 56-57 
Powercraft Corp 


chards Mfg. Co. Ltd 
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SCRULUG 

















HYLUG 








for 
CONNECTORS... 


IT ALWAYS PAYS 


TO CONSULT BURNDY 


With more than 30,000 
individual Burndy connector 
designs —Burndy is ready 
to serve your connector 
needs promptly, efficiently. 
34+ graduate engineers 

will help you solve any 
connector problems in 
joining, terminating, 
clamping, or grounding 
every size and type of 


electrical conductor. 


YOUR BASIC SOURCE 
FOR LATEST DEVELOPMENT 


IN ELECTRICAL CONNECTORS 


BURNDY 


NORWALK 10, CONNECT. 
TORONTO, CANADA 


FACTORIES: New York, California, Toronto 


EXPORT: Philips Export Corporation 


93-14A 
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TN 


'm WOT overcharging --- 
yet this customer disputes my bill 


fg ANSWER 
mie 


| \NATIONAL PRICE 
SERVICE | 


HENDERSON-HAZEL | 
ele] titel 7 vile), 
- 


1360!) EUCLID AVENUE 
CLEVELAND 12, OHIO 


Weave 


CONTACTS, ELECTRICAL 
rt Eng ng ft 
tier- Hamme 


Nite 


a Manut 
Rusgreen Ma 

therr Carbor 
pringheld Electr 
tackpole Carb« 
Waveland Electr 
Wisconsir rbon { 


nith Electr 


CONTACTS, FOOT REST 
see ALARMS, Manual Burglar 


CONTACTS, LAMINATED 
see CONTACTS, Precious Metal 


CONTACTS, MERCURY 
see TUBES, Mercury Contact 


CONTACTS, POWDERED METAL 
t tro-Nite rt 

Gibson Electr 

Helwig Company 

tackpole bon 


CONTACTS, PRECIOUS METAL 
Brainin (¢ 


ELECTRICAL CONSTRUCTION AND MAINTENANCE .. 


CONTROLLERS, ELECTRONIC MOTOR 


CONTROLLERS, ELECTRONIC SMOKE 
see INDICATORS, Smcke Density 


CONTROLLERS, FENCE 
irker M y Mfg 


»hox- Stok 


CONTROLLERS, tag oad AND LOAD 
Assembly Produ 
Bogue Electr 


CONTROLLERS, FURNACE TEMPERATURE 
see REGULATORS, Furnace Temperature 


CONTROLLERS, HAZARDOUS LOCATIONS 
Allen-Bradiey Company 
A Chalmer Mf 
Appleton Electr Cr 
row-Hart & Hegeman Elect 


cat Shae vi) fact 


@CROUSE: HINDS COMPANY ADV 


»y Harr 


Mfc 
nr Honeywell Requlat 
@ RUSSELL & STOLL COMPANY 
THIRD COVER 
quare | pany 


Ward 


CONTROLLERS, MAGNETIC 


pany 
Manufact 


Apparat 
Ms Mar ifactur 
Gust 


Nat al Acme Company 
hrnite Manufacturing 
@RUSSELL & STOLi COMPANY, 
THIRD COVER 
re mpat 


CONTROLLERS, PEAK LOAD 
see CONTROLS, Demand Limiting 


aggre TACHOMETRIC 


nbdly 


Honeywell Reg 


CONTROLLERS, TIME CYCLE 
see TIMERS, Stop and Repeat Cycle 


CONTROLLERS, TRAFFIC 
see SIGNALS, Traffic 


CONTROLS, AIR RAID ALARM 
H.-B trument C 


menite Electror 


CONTROLS, ATTENUATORS, AND POTENTIO- 
METERS 
aboratorie 
ompe any 
Electric (¢ Ay 
tiona Re stance 
nufacturing ( 
Mfg. Cc 
e Carbon C 
Laboratories, Inc 
gy Instrument Corp 


CONTROLS, agonasee LIMITING 
Bogue Electr ufactur 
tol Company 
itler-Hammer, In 
eneral Electric 


ror 


apolis-Honeywel! Regulat 
Electric Company 
Laboratories, Inc 


CONTROLS, ELECTRONIC COLOR REGISTER 
pogue Elects Manufacturing 
r yntro! Corp 
ment Co 
Electri Apr 
Reg 
West ingt e Electric Corr Pittsburgh 
CONTROLS, ELECTRONIC OVERLOAD 
Bogue Electr Manufact } 


ectronic Control Corp. 
Jeral Electr Product 


CONTROLS, ELECTRONIC REGISTRATION AND 
ALIGNMENT 
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CONTROLS, OIL BURNER FLAME 


Manufacturing Ce 


CONTROLS, ELECTRONIC TEMPERATURE 


e r Cc Bogue Electri 


CONTROLS, OUTDOOR LIGHTING CIRCUIT 
A tken-Reed 


w-t 


CONTROLS, ELECTRONIC WELDING 


Zogue F Menufacturine 


CONTROLS, PHOTO-ELECTRIC 
see CELLS, Photo-Electric; RELAYS, Photo- 
Electric 


yhouse Electr rp (Pittsburgh 


CONTROLS, PRESSURE 
see SWITCHES, Pressure Operated 
CONTROLS. FRFOUTNCY AND LOAD 


see CONTROLLERS, Frequency and Load CONTROLS, PROGRAM 


see CLOCKS, Program 

CONTROLS, GAS PILOT 

A-P Contro!s Corp 

Cutler-Hammer, Inc 

Minneapolis-Honeywell Regulator 

Partlow Corp 

Penn Controls Inc 

White-Rodgers Electric Co 


CONTROLS, PUMP 
see CONTROLS, Licuid Level Floatless 


CONTROLS, REFRIGERATOR 
see RELAYS, Refrigerator Temperature 


CONTROLS, R™MOTE INDICATING 
see MOTORS, Self-Synchronizing 


CONTROLS, HUMIDITY 
Automat 


Bahnson Compar 


Temperature Co 
marner Iman Cr 
Bristol! Comnany CONTROLS, SERVO 
oper Company, D. C see MOTORS, Self-Synchronizing 
Sutler-Hammer, Inc 
lis-Honevwell Regulator 
Cramer Company 


CONTROLS, VOLUME 
see CONTROLS, Attenuators and Potenti- 
ometers 


ntrols, Inc 
lt shoratoriec Inc 
Electrical Instrument Corp 
CONTROLS, SPEED 
Airgard Manufacturing 
Allis-Chalmers Mfg. Co 
- : A Arrow-Hart & Hegeman Electr 
pall igee-ties'ad m Automatic Switch Co 
Radio Company Bailey Meter Co. 
Bros Boque Electric Manufacturing ( 
ompany Bristol! Company 
: Carson Manufacturing Cc 
Clark Controller Co 
Cutler-Hammer, Inc 
Euclid Electric & Mfg. Co 


CONTROLS, ILLUMINATION 


Automatic Switch Co 


CONTROLS, LIQUID LEVEL FLOATLESS 


A-P Controls Cc Federal Electric Products Cx 


Automatic Contr 
Automatic Temperature 


B/W Controller Corr 


Federal Telephone & Radio Corp 
General Electric Co., Apparatus 
Graham Transmissions Inc 
Minneapolis-Honeywell Regulator 
Ohmite Manufacturing Co 
Photobell Company 

Raytheon Manufacturing Cx 
Sciaky Bros., Inc 

Square D Company 

Electronic Control! CU Sterling Electric Motors, In 
senera ar a Vickers Inc., Electric Div 
Westinghouse Electric Corp. (Pittsburgh) 
Zenith Electric Ce 


Bailey Meter Cc 
Barber-Colman C 


Bogue Electric Manufacturir 


menite Electroni 
Magnetrol, Inc 
Mercoid Co 
M nneapc 


asec i naif id CONTROLS, STREET LIGHTING 
see RELAYS, Photo-Electric 


Photobe 
Photoswitch 
Warrick 


CONTROLS, TEMPERATURE 


see CONTROLS, Thermostatic; SWITCHES, 


CONTROLS, LOW VOLTAGE REMOTE Thermostat Controlled 


see SYSTEMS, Remote Contro! Switching, 
Low Voltace CONTROLS, TEXTILE WEAVING 
Allis-Chalmers Mfg. Cc 
CONTROLS, MAGNETIC CRANE Arrow-Hart & Hegeman Electric 
Bogue Electric Manufacturing Co 
Sutier-Hammer, Inc 
General Electric 
: Photobe 
Electr ntr 7 = vit vicKers ) PCtric Div 
Electr ng > Elec c Corp. (Pittsburgh 


Arrow-Hart & Hegeman Flectr 


Clark ntroller 


itler-Hammer 


Apparatu 


West 
ener Electric ¢ 
quare D Company 
CONTROLS, THERMOSTATIC 
A-P Controls Corp 
ro Manufact 
CONTROLS, OIL BURNER here anion 
AP ntrols Corp Crise Controls Div 
Arrow-Hart & Hegeman Electr Alco Valve Company 
Automat Switch C Bailey Meter Co 
eneral Electr Cc f 1 os ff Barber-Colman Co 
n Fireman Manufac r Bogue Electric Manufacturing Cx 
rkie Co.. D. Bristol Company 
i Corr Burling Instrument Company 
ooper Company, D. | 
Electric Parts Corp. 
Fenwal Inc 
general Electric Co., Apparatus Sales Div 
H-B Instrument Co 


enry C Paul, Cam-Stat, Inc 


Westinat e Electr 


r 
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Industrial Engineering & Equip 

r Fireman Manufacturing Co. 

yon Rura: Electric Co 

McCorkle Ce D. H 

Mercoid Corp 

Minneapolis-Honeywel! 

Partlow Corp 

Penn Controls, Inc 

Pr jelphia Thermometer Cc 

tever Manufacturing Co., Ine 

lanet Company, George 

United Electric Controls Co 

Westinahouse Electric Corp. (Pittsburgh 

White-Rodgers Electric Co. 
@WIEGAND CO., EDWIN L 


Regulator 


ADV. PG. 137 


CONTROLS, TIME CYCLE 
see TIMERS, Stop and Repeat Cycle 


CONVERTERS, FREQUENCY 
Ajax Electrothermic Corg 
Allis Co Louis 
Allis-Chalmer Manufacturing Cc 
American Electric Motors In 
Boque Electric Manufacturing Co 
Bristol Company 
Eicor, Inc 
Electr Products Co 
Electric Specialty Co 
Empire Corp 
seneral Electric Co., Apparatus Sales Div 
od-All Electric Manufacturing Co 
Janette Electric Mfg. Co 
Kat Engineering Co 
Votor Generator Corp. Hobart Brothers Affi! ate 
Robbins & Myers, Inc 
Sciaky Bros., Inc 
rensen & Company 
tar-Kimble Motor Div 


Westinghouse Electr Pittsburat 


CONVERTERS, PHASE 


Lo 
Vianufa 


era itus Sales Div 
Westinat Flectr Co (Pittsburgh 


CONVERTERS, SYNCHRONOUS 


( l 
Manufacturing ¢ 
Manufacturing Ce 
Flectri ( 
tmpire Core 
sneral Electr Apparatus 
Kato Engineering 
Minneag Honeywe 
tar-Kimble Motor 


Westinghouse Electri 


CONVERTERS, VISRATOR 
see RECTIFIERS, Vibrator Power Supply 


COOKERS, DOUGHNUT 
Burpee Can Sealer Co 
Dominion Electric Corte 
Eastern Meta! Product 


COOLERS, WATER 
Cordiey & Hayes 
Ebco Manufacturing Co 
Filtrine Manufacturing Cc 
eneral Electric Co Air Conditioning Div 
Karen Corp 
inroc Company 
Taylor Company 
Temprite Products 
Trane Company 
Uniflow anufacturing Cc 
Westinghouse Electric Corr 


Halsey W 
Corp 


(Springfield) 


COPPER, BUS-BAR 
American Brass Co 
Chase Brass & Copper Ce 
pper Range Co., C. G. Hussey & Co. Div 
Phelr Dodge Copper Products Corp 
Revere Copper & Brass Inc 
thern Electrical Equipment Co 


COPPER, SHEET AND ROD 
hace Brass & Copper Co 
e Co., C. G. Hussey & Ce 
Dodge Copper Products Corr 
pper & Bra n 


COPPERS, SOLDERING 
Chase Bra & Copper C 
pper Range Co { Huss 


Electric Cc 


CORD, ARC LAMP 
Electric Service Manufacturing Company 


CORD, ARMATURE BINDING 
see TWINE, Armature Winding and Lacing 
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CORD, ARMORED 


Flect 


@wes INSULATED WIRE CC ADV. PG. 82-83 


CORD, BATTERY CHARGING 


@ WESTERN INSULATED WIRE CO ADV. PG. 82 


CORD, BELL 


Hatfield 


@UNITED STATES RUBBER COMPANY—ADV 
132 


CORD. BREWERY 


@ WESTERN INSULATED WIRE CO.—-ADV. PG. 82-83 


CORD, CANVASITE 


ntinental Cooper & 
Cable Div 

lated Wire & 

rp., Paranite Wire 


CORD, CONCENTRIC 
see CABLE, Concentric 


CORD, HEATER 
American Electr 
American Electr 
American Insulated 
ible Electr Pr 
ntinental Copper 
Wire & Cable Div 
rnish Wire ¢ In 
rescent Insulated Wire 
Eagle Electric Mfg. ( 
Electri-Cord Manufacturing C c 
sex Wire Corp., Paranite Wire & Cable [ 
yeneral Electr Cs., Sonstructior a Div 
yeneral Electric ( Wiring Device t 
~~ DODGE COPPER PRODUCTS CORPORATION 
ADV. PG. 134-13 
Rego Insulated Wire Co 
Rhode Island Insulated Wire Cc 
@UNITED STATES RUBBER COMPANY ADV. PG 
132 


Whitney-Blake Company 


CORD, FLEXIBLE LAMP 
Adjustable Fixture Co 
American Electric Cable 
American Insulated Wire Cor 
Cable Electric Products, Inc 
Champion Cable Co 
Continental Copper & Stee! Ind Hatfiel 
Wire & Cabie Div. 
Cornish Wire Co. In 
Crescent Insulated Wire & Cable 
Electri-Cord Manufacturing Co. | 
Essex Wire Corp., Paranite Wire & ible Div 
Gem Electric Mfg. Co., Inc 
General Electric Co., Construction Materials Div 
General Electric Co., Wiring Device Dept 
Phalo Plastics Corp 
@PHELPS DODGE COPPER PRODUCTS CORPORATION 
—ADV. PG. 134-135 


4 
| 
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@ rome SABLE ‘CORPORATION ADV. PG. 68-69 


— Ww & ble 
‘ M ‘ 


r 


euNiteD STATES RUBBER COMPANY. ADV. PG. 
132 


Whitney-Blake mpany 


CORD, HEAVY DUTY 
American | ted Wire C 


ny 


Corn Ww . 
@ CRESCENT ‘INSULATED WIRE & CABLE CO.—-ADV 
PG. 84 


3 


@GENERAL ELECTRIC COMPANY, CONSTRUCTION 
MATERIALS DIVISION—ADV. PG. 32 
r t t ring Devic pt 
@ PHELPS ‘DODGE COPPER PRODUCTS CORPORATION 
ADV. PG. 134-13 


@ roe _CABL E CORPORATION ADV. PG. 68-69 
f sanaune 1 
ev! (ITED Wire & RUBBER COMPANY—ADV. PG. 


32 
@ WESTERN | vrony vablnind WIRE CO.—ADV. PG. 82-83 


CORD, KITCHEN RANGE 


Plastic Wire & ble ' 
@RODALE MANUFACTURING CO., INC 
124 
Roy 


Whitney-Blake ( 


CORD, LAMP 


see CORD, Twisted or Parallel; CORD, Rub- 
ber Sheathed 


CORD, LOCOMOTIVE 
see CABLE, Concentric 


CORD, PACKING HOUSE 
rescent Insulated Wire & Cable C 
Essex Wire Core Paranite Wire & Cable Div 
@ WESTERN INSULATED WIRE CO.—-ADV. PG. 82-83 
CORD, PENDANT 
Ame 
able Electric 
ntinental Copper : 1 Ind 
Wire & Cat 
rescent Insulated Wire & Cable C 
agle Electric Mfg. Co Inc 
ex Wire Cory Paranite Wire & Cable [ 
Genera! Electric Co., Construction Materials 
General Electric Wiring Device Dept. 
Modern Light Co. of St. Louis 
Rodale Manufacturing Co., In 
Royal Electric Company, In 
pan Swe Sa ee 
ted tates er 
@ WESTERN INSULATED WIRE CO 
Whitney-Blake Company 


CORD, PULL SWITCH 
American Insulated Wis ire C 
Cable Electric Pr 
Continental pte & 

& Cable Div 
Eagle Electric Mfg. Co 
Gem Electric Mfg. Co 
yeneral Electric Co., Device Dept 
Rodale Manufacturing Ce Inc 
Royal Electric Company, Inc. 
Whitney-Blake Company 


CORD, REINFORCED 
American Insulated Wire rp 
ontinental Copper & Stee! Indu 
& Cable Div 
rescent Insulated Wire & Cable Co 
Essex Wire Corp., Paranite Wire & Cable Div. 
National Electric Products Corp 
Royal Electric oy _ 
Simplex Wire & Cable 
@UNITED STATES RUBBER COMPANY—ADV. PG. 
132 


ADV. PG. 82-83 


c., Hatfield Wire 


CORD, RUBSER SHEATHED 


re Corp. 


@GENERAL ELECTRIC COMPANY. CONSTRUCTION 
MATERIALS DIVISION—ADV. PG. 32 
Jatior ectric Product rf 
@ PHELPS DODGE COPPER PRODUCTS CORPORATION 
ADV. PG. 134-135 
@ROME CABLE CORPORATION—ADV. PG. 68-69 
Ww Flectr pany 


molex Wire & bie 

@UNITED STATES RUBBER COMPANY—ADV. PG 
132 

@UNITED STATES STEEL, AMERICAN STEEL 


WIRE DIVISION-—-ADV. PG. 58-59 
@ WESTERN INSULATED WIRE CO.—-ADV PG. 82 
A tney-t K Company 


CORD, THERMOPLASTIC 


@PHELPS DODGE COPPER PRODUCTS CORPORAT 
ADV. PG. 134-135 


@ ROME CABLE CORPORATION ADV. PG 
@UNITED STATES RUBBER COMPANY—ADV P 
32 
@UNITED STATES STEEL, AMERICAN STEEL 
WIRE DIVISION—ADV. PG. 58-59 


Whitney 


CORD, TINSEL 


Runze rd & Wire C 
@WESTERN INSULATED WIRE CO 
Whitney Blake Company 


CORD, TWISTED = PARALLEL 
in Electr able C 
ns ated Wire Corr 
able Electr Products, Inc. 
mpion Cable 
mbia Wire & supply Co 
tinenta ypper & Steel Indu 
& Cable Div 
rnish Wire Inc 
rescent Insulated Wire & Cable Co 
Empire Wire & Cable ( 
ex Wire Corp., Paranite Wire & Cable | 
em Electric Mfg. Co., Inc 
senera Cc Construction Materia 


© chAvear ELECTRIC COMPANY, INC ADV. PG. 2 


@ PHELPS DODGE ‘COPPER PRODUCTS CORPORATION 
ADV. PG. 134-135 
Plastic. Wire & Cable Corp. 
Radix Wire Cx 
Rego Insulated Wire Co 
@ROME CABLE CORPORATION ADV. PG 68-69 
Royal Electric Company, Inc. 


: implex Wire Cable Co 
eC STATES RUBBER COMPANY—ADV. PG 
@UNITED STATES STEEL, AMERICAN STEEL & 
WIRE DIVISION—ADV. PG. 58-59 


Whitney Blake Company 


CORD, WELDING 
see CABLE, Welding 


CORDS, APPLIANCE 
Alden Products Co. 
American Electric Cable Co 
American Electrical Heater Co 
American Insulated Wire Corp 
Beckley Electric Co., Inc. 
Black Manufacturing Co., M 
Cable Electric Products, Inc 
Chicago Electric Manufacturing Co. 
Columbia Wire & Supply Co 
Continental Copper & Stee! Indus., Inc 

& Cable Div 
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h Piact 
@PHFLPS F&F 


PPER PRODUCTS CORPORATION 
ADV. PG. 134-135 


@RODALE MANUFACTURING CO., INC.—ADV. PG 
124 
@POME CABLE CORPORATION—ADV. PG. 68-69 


@UNITFD STATES RUBBER COMPANY ADV. PG 


132 


CORDS, MOLDED INTEGRAL 


STATES RUBBER COMPANY 


@UNITED 
129 


i 


CORDS, SELF-COILING 


CORES. POWDERED IRON 


a 


CORES. REFRACTORY 


CORES, TAPE WOUND 


CORES, TRANSFORMER 
rowley r denry 
a eae 
Pyroferr 
tackpo! 


3 


COUNTERS 


Phot 
Potter 
Produ 
Roya! Electric 


Taller & Cooper 


COUPLINGS, CONDUIT 
Appleton Electr 0. 
ynduit Pipe Products C 
Electrical Fittings Corp 
xedney Electric Company Inc. 
seneral Steel Fittings Co 
Killark Electric Mfg. Co 
Mark & Co., Clayton 
M ca Insu ator ( 9) 
Midwest Electr Mfg. Co 
Multi-Products Manufacturing 
National Electric Products Cor 
@0. Z. ELECTRICAL MFG. CO., INC.—ADV. PG. 117 
@ PITTSBURGH STANDARD CONDUIT CO.—ADV. PG. 
120 


Rattan Mfg. Co 

Red Seal Electric Co. 
Richards Company, J. R 
Rotter Inc., Wm. G 


Sierra Electric & Manufacturing Co. 


Steel Cit 
Thomas 
Triangle Co 


Walker 


COUPLINGS, EXPLOSION-PROOF 
METALLIC CONDUIT 


FLEXIBLE 


@CROUSE-HINDS COMPANY—ADV. PG. 66-67 
rk Electric Mfg 


Products M turing Co 


\ 


COUPLINGS, FLEXIBLE SHAFT 


x Flex 


ex 


COUPLINGS, MOTOR SHAFT 


COVERING, ELECTRICALLY CONDUCTIVE 
see TAPE, Conductive, and Cloth 


GEDNEY 
3-PIECE 
CONDUIT COUPLINGS 


Gedney brings you a choice of 
twelve sizes ranging from } 
to 6”. They're malleable iron to 
eliminate breakage ...cadmium 
plated for longest life... accu- 
rately machined and threaded 
...individually inspected to 
ensure top quality and slash 
installation time and costs to 
rock bottom 


Gedney Fittings FIT 








GEDNEY 


ELECTRIC COMPANY 


RKO BLOG 
Foundry 


* RADIO CITY * NEW YORK 20 
Factory and Shipping Point 
Terryville, Conn 





COVERS, CONDUIT BODY 
Adalet Mfg 


eton Electr 


Pr 


Arrolet Cort : 5 
@CROUSE-HINDS COMPANY—ADV. PG. 66-5 
t ectr a f tt ng f 


edney Electric Company, Inc 
Afa. | 


k ark Electric fa 


COVERS, GLASS METER 
see JARS, Glass Battery 


COVERS, MANHOLE 


COVERS, OUTLET BOX 
@ALL-STEEL EQUIPMENT, INC.—ADV. PG 
Appleton Electric . 


Arr 


inc., tate 


nstruction Materials Div 
, Wiring Device Dept 
jucts Corp 


Ne 


Nept 1e-f wer F Products Co 
@ PORCELAIN PRODUCTS, INC.—ADV. PG. 129 
Queen Products Co. In 


COVERS, PADDED APPLIANCE 
ana ft Quilt & Pad , in 


Self-Lift 
COVERS, PULL BOX 


Appleton Electr ( 

@CONTINENTAL ELECTRIC EQUIPMENT COMPANY 
ADV. PG. 61-64 
@KIRK & BLUM MFG. CO 

Neptune -Powe f 


ADV. PG. 104 


COVERS, RECEPTACLE 
ppict 
. t t Mfa ( 
@CROUSE-HINDS COMPANY—ADV. PG. 66-¢ 
iney Electric ¢ ry Ine 
Electr Ni 


Electr ne 


4 
Massey, Inc., A. H._ 
@PORCELAIN PRODUCTS, INC.--ADV. PG. 129 
Richards Company f 
Supe f =. 
V. Fittings ( 


CRANES, TRAVELING 
Chisholm-Moore Holst Corp 
Cleveland Crane & Engineering Co 
Conkey & Co., H. D., Conco Enginee aw 
Detroit Hoist & Machine 
Insu!-8-Corp 
Robbins & 
Round & Sc 
Silent Hoist 


CREASERS, SLOT INSULATION 
see FOLDERS, Slot Insulation 


CROSSARMS, ANGLE 
General Electric Co., Locke 
Kortick Manufacturing Co 
Oliver Iron & Steel Cort 
Seyler Manufacturing (¢ 
Utilities Service Compar 


y 


CROSSARMS, CHANNEL 


Kortick Manufacturing Cx 
Oliver Iron & Steel Corp 
Seyler Manufacturing Co 
Utilities Service Company 


CROSSARMS, METAL 
Electric Service Manufacturing Company 
General Electric Co., Locke Department 
Kortick Manufacturing Co 
St. Louis Malleable Casting C 

eyler Manufacturing Co 

Utilities Service Company 


« 
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INDUSTRY DEPENDS ON 


MULTIS 


for 


FUSE HOLDERS 
N.E.C. STANDARD 














COMPLETE RANGE OF SIZES 
PROMPT DELIVERIES 
for 


FUSE CUTOUTS 


PORCELAIN & SLATE 
MAIN LINE & BRANCH 


~ 
y 


MULTI ELECTRIC MFG. INC. 





Pe Pics | - 


4227 W. Lake St., Chicago 24, ill. 








CROSSARMS, TREATED WOOD 
American Crossarm & Cond 
Brooks Lumber ) 
Brown Wood Preserving Co 
Hatheway & Pattersor 
Internationa rossarr 
Poles, Inc 
Reilly Tar & Chemical Corr 
anta Fe Tank & Tower 
Jtilities Service Company 


CROSSARMS, WOOD 
American Crossar 
Brooks Lt umber C 
Haley & Co Im 
Hatheway & Patter 
nternational Crossarrr 
ne Materia! Co 
Pole Inc. 
anta Fe Tank & Tower 
tilities Service 


CROWFEET 
see STUDS, Fixture 


CUBICLES 
see ENCLOSURES, Sheet Metal 


CUPS, SOLDERING 


American Electr 


Ameri pe 7 
American Pig 


™ 


CUSHIONS, VIBRATION 
see BASES, Vibration Insulating 


CUTOUTS, DISTRIBUTION FUSE 
American Electr witch Corg 
Arrow-Hart & Hegeman Electri 
hance Co., A. B WwW. N 
Connecticut Elect Mfg 
eneral Electr 
earney Cort 
Knox Porce 
evitc Vanuf 


T 
\ € 
A Electri 


Westinghouse Elect 


174 ELECTRICAL 


CUTOUTS, FILM 
see SOCKETS, Series Street Lighting THE NEW 
erreurs, ves Plaster-Eye 
see HOLDERS, Low Voltage Cartridge foes 
cuT cUTO 


a NN a ag od 
ug use; e utomatic Sais 
ier caper OUTLET BOX LOCATOR 


@ecaw ELECTRIC SPECIALTY CO.-ADV. PG. 92 
ene ) Apparatus Sale< v 





CUTOUTS, PLUG FUSE 


@AMER.CAN ELECTRIC SWITCH CORPORATION 
AD v. PG. 70 


In 
rp. (Pittsburgt 


CUTOUTS, SERIES STREET LIGHTING 
G& bw ELECTRIC SPECIALTY CO.—ADV. PG. 92 


tric Co., Appar < ales Div \ PRICE 
€ Corp., James R 
¢ Material 60. PATENTED $31.25 


eading Crane & Hoist Cory 
tate Ce 


Find plastered over outlets quickly and 
easily! The needle on the Plaster-Eye 
CUTOUTS, SUBWAY swings sharply — when the ba 4 
; ment is passed over a covere Ox 
see GENES, Cable Junction Also works through wood, concrete, 
etc. Zero control permits effect of 
CUTOUTS, THERMAL metal lath to be balanced out when 
A . Hart & Hegeman Electric ( encountered. 
itler-t ver, Ir You'll be amazed at the accuracy of 
ETC, Inc this fine ruggedly built instrument 
angamo Ele ompany Meter movement by WESTON 

Shipped eg or order through your 

CUTOUTS, TRANSFORMER jobber ree literature available 


xeneral Electric Co., Apparatus Sale 


crete | PLASTER-EYE COMPANY 


CUTTERS, ARMORED CABLE : 
Chance Co., A. B. 2560 Noblestown Rd. Pittsburgh 5, Penna. 
Jea! Industries, Inc 
Wiss & Sons Co., J 











CUTTERS, CARD, MAT AND BOARD DAMPERS 


Hobbs Manufacturing Co. see DAMPENERS; BASES, Vibration Insul- 
Marvel Rack Manufacturing C« ating 


CUTTERS, COMMUTATOR MILLING DECALCOMANIAS 
see SAWS, Commutator Slotting see TRANSFERS, Decalcomania 


DEFROSTERS, REFRIGERATOR 
Automatic Controls Corp 
Basic Products Corp. 
ago Electric Manufacturing Cc 
nt national Register Co 
CUTTERS, HAND CONDUIT imenite Electronic Co. 


Par agon Electric Company 


CUTTERS, GUILLOTINE 
Bryant Electric Co. 
Hobbs Manufacturing Cc 


American Pipe Too! Co 
Nye Tool Co. 
Ridge Tool Co DEHUMIDIFIERS, MOTOR OPERATED 
Toledo P'pe Threading Machine ( Abbeon Supply Company 
Admiral Corp. 
CUTTERS, HOT WIRE Berns Manufacturing Corp 
d Carrier Corp. 
see TOOLS, Live Line Safety se A a 
Daly, Merritt & Sullivan Inc 
CUTTERS, KNOCKOUT Dryomatic Corp. 


Ebco Manufacturing Co 
Blackhawk Mfg. Co Gene re [ 
Greenlee Tool Co a See one eeeere Se 


~| Hunter Fan & Ventilating Co 
Lint Company, Clyde W jon Refrigerator Co., , 
ffman Air Conditioning Cx 
CUTTERS, STEEL PANEL AND BOX nergan Manufacturing Co 
General Hardware Mfg. C hell Manufacturing Co. 
Lint Company, Clyde W *r City Electric Mfg. Cc 
Misener Mfg. Co., Inc emington Corp 
bbins & Myers, Inc., Fan Div 
any, Halsey W 
CUTTERS, THINWALL CONDUIT ; 
Beaver Pipe Tools, Inc 
,saines-Collins Co., Quijada Too! [ V ng Air Conditioning Corg 
General Hardware Mfg. Co. Inc Walton Laboratories, Inc 
Pittsburgh Standard Conduit ( Westinghouse Electric Cort Sprin 


Richards Company, J. R 
DEHYDRATORS, OIL 


Bowse Inc 


D 
DEMAGNETIZERS 
DAMPENERS, MOTOR VIBRATION An npany, R. B 
see BASES, Vibration Insulating Bogue Electric Manufacturing Co. 
Genera! Electric Co., Apparatus 
2000-A!l| Electr Manufacturing C 
DAMPENERS, TRANSMISSION LINE VIBRA- Idea justries, Ir 
TION Martindale Electric Co 
Flexonics Corp 
Preformed Line Products Co DERRICKS AND DERRICK TRUCKS, PORTABLE 
Reynolds Metals Company POLE SETTING 
United States Rubber ( Tel-E-Lect Product 
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DETECTORS, BURIED METAL 
see LOCATORS, Buried Metal 


DETECTORS, GAS 
solidated Eng 
Koehler Manufact 
ne Safety Apr 
Raytheon Ma 
er & 


DETECTORS, GROUND 


any 


DETECTORS, GAS LEAK 


4 4 na 
nso 2 f ring Corp 


DETICTORS, OUTLET 


ter-F ye 


DETECTORS, RADIATION 


T 


DIALS, IMPULSE 


DIALS, INSTRUMENT 


Me ‘ 


DIES, PIPE THRITADING 


@OSTER MANUFACTURING CO.-ADV. PG. 116 


DIGGERS, POLE HOLE 
see AUGERS AND DIGGERS, Pole Hole 


DIMMERS, MOTOR OPERATED 


@ CONTINENTAL ELECTRIC EQUIPMENT COMPANY 
ADV G 


G. 61-6 


DIMMERS, SOCKET 
see SOCKETS, Dimming or Regulating 


DIMMERS, THEATRE 
Adam Electr Frank 
@CONTINENTAL ELECTRIC EQUIPMENT COMPANY 
ADV. PG. 61-64 
per 


DINKEYS, POLE 
see TRAILERS, Pole, and Dollies 


DIPPERS, SOLDERING 
see CUPS, Soldering 


DISCONNECTS 


see SW'TCHES, Line and Station Disconnect; 


SWITCHES, Oil 


DISCS, CONDUIT SEALING 
see SEALS, Conduit 


‘The BRUNT FAULTFINDER Saves TIME... 
ee ee hk he 


circuits. One man can quickly locate grounds while 

machinery is in operation during production time 1 rw 1 
not on week-ends. Therefore this compact instrument SH U i] DOWNS ! 
is valuable in all industries, especially those involving Je 


continuous processes or tight production lines 


CHECK THESE IMPORTANT FEATURES: 


combination Ground Detector and Fault 
Locator 


locates grounds on energized lines 

no delicate meters or instruments to adjust 
one man operation 

small, compact, easily instalied 

equally strong signa! on open or enclosed 
wiring 

can be used in dark or noisy locations 
traces pole line signals, without climbing 


phase indicator lights can be scen at a 
distance 


fully guaranteed 


U. S. Pat. No. 2,466,079 


40 Austin Street 
Newark 5, New Jersey 


DISHWASHERS, COMMERCIAL 
See ee @TILDEN TOOL MANUFACTURING CO.—ADV. PG 
; 131 
Exe n Bolt 


( 


DISHWASHERS, HOUSEHOLD 


Electric Company, Major Apy DRILLS, CEILING 


: - Yew Enaland ( 
Westing é é rf 


DISPOSERS, FOOD WASTE DRILLS, COLUMN 


hopmaster, Ir 
i 


DRILLS, HAMMER AND SPRING 
hicago Pneumatic Tool 
. Ele Wodack Elect T Cort 
DOLLIES, POLE 
see TRAILERS, Pole, and Dollies 


DRILLS, HAND AND BREAST 
Expar n Bolt ¢ 


DOLLIES, REFRIGERATOR 
see TRUCKS, Appliance 


DOOR-OPERATORS, AUTOMATIC DRILLS, JOIST 
see OPENERS, Motor Operated Door Kort 7 


Fees 
DRAWBARS, TRAILER 

see HOOKS, Towing and Pintle DRILLS, POLE HOLE 
DRESSERS, COMMUTATOR ir Wheel 0 

see STONES, Commutator, and Burnishers 


DRILLS, BELL HANGERS’ 


DRILLS, PORTASLE ELECTRIC 
see BITS, Auger Wood p : 


DRILLS, MASONRY 2 a a 


f 


1g0 Pneumat Tool ¢ 
xe €umr Chicago Corp 
nd Expa n Bolt Fairchild Camera & Instrument re sivchild Tn. 
Pneumat T justries Div 
@GRAYBAR ELECTRIC COMPANY, INC.—ADV. PG 
Ingersoll-Rand 
ee Company, K. 0 
4 Mall Too! Co 
ephisto Tox Y I Villers Falls Co 
New England Carbide T o., Ir @MILWAUKEE ELECTRIC TOOL CORP..-ADV. PG 
Paine Company 79 
Rawiplug C en-E-Motor Cor 


Rotary Concrete Drill Co @ PORTABLE ELECTRIC TOOLS, INC.—ADV. PG. 125 


M 
V 


Inc 
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394)) 7.) | Re aE 


SAFE, MOVABLE OUTLETS [RMMMAMEMmmeMmM 25005057 'SST 5c an 
WHERE YOU NEED THEM! i a ang 


Dry-R-X Company 





ral Electric Company, Major Appliance Div 


Flexible Feedrail systems provide convenient movable electric “val Motors Corp., Frigidaire Div. 


power sources for @ cranes and hoists © production lines @ | Manufacturing Company 
conveyor assembly lines © moving test lines © portable tools @ Taylor Corp. 
machine tools ® motor control © automatic lighting © cutting niversal Major Elec. Appliance Co 
and sewing rooms, etc. These approved protected systems offer tinghouse Elec. Cort Appliance Div.) 
you these advantages rif Corp. 
© SAFETY—Removes danger of accidental contact, broken | 
wires, tripping and snagging. Every precaution is taken | DRYERS, INFRA-RED 
to make Feedrail safe and foolproof see HEATERS, Infra-Red; OVENS, Infra-Red 
CONVENIENCE a many outlets as needet are ag 
ready for use or a new outlet, just insert trolley thru ’ 
track “‘door’; no power shutdown! si , sary VARNISHED 
ECONOMY—Units are prefabricated in convenient lengths , 
designed for quick, easy installation. Feedrail pays for 
itself rapidly! 
VERSATILITY—All your equipment can operate from . } DUCT, CABLE 
Feedrail. It can be easily modified or moved. Every part p T 
of the system can be reclaimed and reused see CONDUI 
FLEXIBILITY—Enables you to make quick changes when- NATIONWIDE SERVICE 
ever necessary, without plant shutdown : : 4 DUCT, FIBRE 
APPEARANCE—The trim, business-like look of Feedrail’s FEEDRAIL’S specially quali- see DUCT, Underfloor; CONDUIT, Fibre 
streamlined, bright trackage and enameled trolley cabinet, fied . ° , . 
inspires neatness in workers ted representatives are lo- 
EFFICIENCY—Speeds up production! Lets you preplan your cated in principal cities DUCT, POWER 
plant schedule for best use of equipment ‘ ; Adan Electric Co., Frank 
SIMPLICITY—In_ installation end in everyday use, there’s FEEDRAIL engineers are al- nbia Metal Box 
i licate eedrail t’ t s . 
py Ry ~ 4 about dra It’s easy to use ways available for consulta- @ CONTINENTAL EL ELECTRIC EQUIPMENT COMPANY 
DEPENDABILITY—Sound engineering and exact manu- tion, without obligation Keystone Mfg 
facturing of Feedrail gives you years of reliable, trouble , , siton Electric Mfg Co. 
free, continuous service path Device 
Feedrail systems are available in capacities from 60 to 500 @ NATIONAL ELECTRIC PRODUCTS CORPORATION 
Amperes. Details on a system to fit your requirements available ‘ ADV. ts 
on request aoe ws ~ 


cae Fecomes baolede quare D Company 
[eee (. |FEEDRAIL CORPORATION oucr, unoetrioos 


a Insulator Co 


rr 


Genera 


@ NATIONAL “ELECTRIC PRODUCTS CORPORATION — 
125 BARCLAY STREET NEW YORK 7, N. ¥. ADV 97-100 


SPECIALLY QUALIFIED REPRESENTATIVES IN PRINCIPAL CITIES rangeburg Manufacturing 





DUCT, WIRING TROUGH 
see TROUGH, Cable, and Trays 


DUMBWAITERS 
Bay State Elevator C 
helsea Elevator Co. 
nergy Elevator Co. 
agerquist & Sons, Gust 
+h r PO T 
DRIVES, CHAIN McLa G T 


—— Miller Machine & Elevator Co., Wm 
see CHAIN, Power Transmission Monarch Elevator & Machine Ce 


Montgomery Elevator 
DRIVES, FLEXIBLE SHAFT ncn Ele see sacl 
see SHAFTS, Flexible ut n E 


heaste 


» Ele 


DRIVES, GEAR ape fel Eleva Cc 
see REDUCERS, Speed Warner Elevator 


DRIVES, PUMP DYNAMOMETERS, LINE AND CABLE TENSIO:! 
see JACKS, Motor Driven Pump n & Inc., W. 


DRIVERS, “V” BELT DYNAMOMETERS, TESTING 


ulmers Manufact Dalmotor ympany 


DRIVES, VARIABLE SPEED 
see TRANSMISSIONS, Variable Speed DYNAMOS 


see GENERATORS 
DRIVES, WINCH 


see WINCHES, Truck, and Windlasses DYNAMOTORS 


Bogue Ele 


DRIVERS, PIPE 
see PUSHERS, Pipe ORVERS, CABINET CLOTHS 


f 7M 
Sy 9 


DRIVERS, WECGE 
see TOOLS, Armature Repoir e 
me a ; , eneral Electr 
DRIVERS, ADJUSTABLE-SPEED — a H Howard | Industries, Inc. 
; aw Redmond ( 
\n . > "Bh wer f DRYERS, FISH LINE Westingt 
row-Hart & Hege ect @WIEGAND CO., EDWIN L.--ADV. PG 
gue Electric Manufact ri 
Browning Mfg 
tury Electr DRYERS, HAIR 
eveland Worm & Gear ’ t 
0A!! Company ‘ b Mar 


Ma 
ects Mach 
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EARS, OUTLET BOX 


ELBOWS, CONDUIT 


f 


nduit ¢ 
@CROUSE-HINDS COMPANY—ADV. PG. 66-67 


Nation c y 
@ PITTSBURGH STANDARD CONDUIT CO.—ADV. PG. 
120 
Rattan Mfg 


repul 
chard 


ELBOWS, ENTRANCE 


Adalet Mfaq 


@CROUSE-HINDS COMPANY—ADV. PG. 66-67 


dney Electr mpany | 
@M. & W. ELECTRIC MFG. CO., INC.—ADV. PG. 107 
Viidwest ectr Mfg 

Multi-Product V 


ittar 


ELBOWS, SURFACE RACEWAY 
eystone Mfg. Co 
Isworth Electric Manufact 


ELBOWS, TUBING 
Atuminum Company 


rk 


@ NIKOH TU8E COMPANY—ADV. PG. los 
@ PITTSBURGH STANDARD CONDUIT CO.—ADV. PG 
120 


ELECTROCUTORS, INSECT 


tier ‘ 
LU 3 y 


ELECTRODES, CARBON 
see CARBONS, Arc Lamp and Welding 


ELECTRODES, FURNACE 


Ambory 


ti 


ELECTRODES, TUBE SIGN 
eline, Ir 
ELECTRODES, WELDING 


Amer 


ELECTROLYTE, STORAGE BATTERY 
see ACID, Battery 


ELECTROMAGNETS 


see MAGNETS, Lifting; SEPARATORS, Mag- 
netic 
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GEDNEY 
PULL-IN ELBOWS 


save space ...come 
in new large sizes, too 


Corner Pull-In Elbows are ideal 
for space-saving, machine wir- 
ing, easy wire pulling. Besides 
the usual 1/2”, 34” and 1” sizes, 
Gedney alone brings you the 
new big sizes, 11%", 11/2” and 
2”. They're all cadmium plated 
for longest life... made of 
malleable iron to eliminate 
breakage. 


Gedney Fittings FIT 


GEDNEY 


ELECTRIC COMPANY 
Ci >, 
RKO BLDG. * RADIO cory * NEW YORK $20 


Foundry, Factory and Shipping Point 
Terryville, Conn 





ELECTROPLATERS 
see PLATERS, Portable Pad or Brush 


ELEMENTS, DRY PLATE RECTIFIER 


ene 


ELEMENTS, FLAT IRON 


mers Electr 
Rodale Manufact 
star-A Electr Ma 
till-Man Company 
Tuttle & Kift, 


c 


Waage Manufacturing 
@WIEGAND CO., EDWIN L.—ADV. PG. 137 
ELEMENTS, HEATER 

see HEATERS, Strip and Cartridge 


ELEMENTS, NON-METALLIC HEATING 


y 


J 


@ WIEGAND CO., EDWIN L.—ADV. PG. 137 





ELEMENTS, RADIANT HEATER 
Acme Electr Heating ¢ 
nbory Corp 


raft Pr 
M anufac 
Reimers Electric 
Rodale Manuf 
ifeway Heat 
an Elect 


Waage Manufacturing 
@WIEGAND CO., EOWIN L.- ADV PG. 137 


ELEMENTS, RANGE 
see UNITS, Range Heating 


ELEMENTS, RESISTANCE HEATING 


Acme Ele Heating 


Electric 
ectromode Corp 
Ferro Electric Products Ir 
xem Electr wf Co In 
Justrial Engineering & Equip 
yon Rural Electric Co 
Micacraft Products, Inc 
Midget Heater & Specialty C 
Paley Manufacturing Corp 
Reimers Electric Appliance Co., 
Rodale Manufacturing Co., Inc 
afeway Heat Elements, Inc 
tar-A Electric Manufacturi 
Tuttle & Kift, Inc. 
Vulcan Electric Co. 
Waage Manufacturing Co 
j nufacturing Co., F 


Wall Ma s" 
@ WIEGAND CO., EDWIN L ADV. PG. 137 
ELEMENTS, THERMAL RELAY HEATER 
see CUTOUTS, Thermal 


ELEMENTS, THERMOCOUPLE 
see THERMOCOUPLES 


ELEVATORS, ELECTRIC 


Bay State Elevator 
helsea Elevator ( 
heney ( WwW. £ 

nomy Engineering ( 


nergy Elevator C 


ELIMINATORS, STATIC 
see FILTERS, Radio Interference; CAPACI- 
TORS, Electrostatic 


ELLS, SERVICE 
see FITTINGS, Threaded Conduit; ELBOWS 


ENAMELS, INSULATING 
see PAINT, Insulating 


ENCLOSURES, SHEET METAL 


dwe 


@ CONTINENTAL ELECTRIC EQUIPMENT COMPANY— 
ADV. PG. 61-64 


wit 


@KIRK & BLUM MFG. CO.--ADV. PG. 104 


ve 
vitg 


ytor 
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ENCLOSURES, TRANSFORMER 
ia Metal B 


no on ms) 
@ CONTINENTAL ELECTRIC EQUIPMENT COMPANY— 
ADV. PG. 61-64 


tlectr eal Corp 

Kees Manufacturing f 
@KIRK & BLUM MFG. CO 

Kolton Electr Mfg. C 


ter Devices Co 


ADV. PG. 104 
een Products Co. In 


ENGINE-GENERATORS 
see PLANTS 


ENGINES, DIESEL 
Buda mpany 
hicago Pneumati 
sirbank Morse & 
Jailett Manufacturina ¢ 
ngersoll-Rand 
Supply Co 
ENGINES, STEAM 
kinner Engine me 
EQUIPMENT, SERVICE ENTRANCE 


see SWITCHES, Service Entrance; PANEL- 
BOARDS, Standard 


ESCALATORS 


ESCUTCHEONS 
see PLATES, Name 


ETCHERS, ELECTRIC 
see MARKERS, Tool 


EXCITERS, GENERATOR 


EXERCISERS, ELECTRIC 


} 


EXTENSIONS, BIT 


EXTENSIONS, CORD 
see CORD, Twisted or Paralle! 


EXTENSIONS, FIXTURE NIPPLE 
see STUDS, Fixture 


EXTENSIONS, FIXTURE SWITCH PULL ARM 


‘ 
j 


npa 


EXTENSIONS, FLOOR BOX 
see NOZZLES, Floor Box 


EXTENSIONS, OUTLET BOX 
see BOXES, Metal Outlet and Switch 


EXTENSIONS, SURFACE WIRING 
see MOLDING, Metal, and Fittings 


EXTERMINATORS, INSECT 


rf Flect ting 
Elkay f 


EXTRACTORS, LAMP BASE 
see REMOVERS, Lamp Base 


EXTINGUISHERS, PORTABLE FIRE 
American-LaFrance-Foamite Corr 
mpany 

sher ( 


ene Manufacturing 


y 
‘ 
idde & Ce 
y 
t 


In 
p-Fire, Inc 


EXTRACTORS, FRUIT JUICE 
Bennett Co 
rachenberg Products Mfg 
th Engineering 


ezer anufacturing 


EYELETS, BRASS, COPPER OR ALUMINUM 
American Brass Co 
Chase Brass & Copper Co 
Sibley Mfg. Co. Inc., Edw. | 
United Shoe Machinery Corp 
Waage Manufacturing Co. 
Waterbury Companies, Inc 


EYES, BALL 
see FITTINGS, Insulator 


EYES, BOLT 
see NUTS, Eye 


EYES, ELECTRIC 
see CELLS, Photo-Electric 


EYES, SCREW 
see SCREWEYES, Insulated 


EYES, SOCKET 
see FITTINGS, Insulator; INSULATORS 


F 


FA3RICS, CONDUCTIVE 
see TAPE, Conductive, and Cloth 


FABRICS, INSULATING 
see CAMBRIC, Varnished or Oiled; MICA, 
Ground, Raw and Plate 


FAIRLEADERS, CABLE 
see SHIELDS, Duct 


FANS, ATTIC VENTILATOR 

@AIR CONTROLS, INC., DIVISION, CLEVELAND 
HEATER CO.—ADV. PG. &0 

@AMERICAN BLOWER CORPORATION—ADV. PG 
126-127 


Bar-Brook Mfq. ( Ir 


Berns Manufacturing C re 
@BUFFALO FORGE COMPANY—ADV. PG. 78 
wey Mfq Philir 


FANS, CEILING 


( 


1 Bend Air Products, Inc 
Standard Electric Manufacturing Co., 
Trade-Wind Motorfans, In 
Trane Company 
United Blower Co., Inc 
Westinghouse Electric Corp. (Springfield) 


FANS, CHIMNEY FLUE 
Aerovent Fan Co. Inc 
Ammerman Co Cc. L 
Dana Fan & Blower Cor 
American Machine & Metals, Inc 

Div 


Electrovent Fan & Mfg 


DeBothezat Fans 


Frigid, Inc 

Hamilton Fan & Blower 

International Eng neering, Inc 

Shepler Manufacturir Co 

Standard Electric Manufacturing Co., Inc 


Wing Manufacturing C I 


FANS, COLUMN 
Aerovent Fan Co. ! 
Berns Manufacturing Cory 
chelsea Fan & Blower 
Compco Corr 
Dana Fan & Blower Corp 

Dayton Electric Mfg. Co 

Dieh! Manufacturing Co. 

Electrovent Fan & Mfg. Co 

Emerson Electric acturing Co 


FANS, COMBINATION FIXTURE 
Aerovent Fan Ir 
Electr 


ring Co 


FANS, DESK AND BRACKET 


hemex rp 


ringfield 


FANS, DUCT 
see FANS, Propeller; FANS, Wali Cabinet 


FANS, EXHAUST 


Aerovent Far I 
@AIR CONTROLS, INC., DIVISION, CLEVELAND 
HEATER CO.--ADV. PG. 80 
Ar ri an Ait Filte “Ce Inc Herman Ne n Div 
@AMERICAN BLOWER CORPORATION—ADV. PG. 
126-127 


opr Engineering 
yclone Blow Pipe 

Dana Fan & Blower Corp 
Davidson Fan Company 

yton Electr Mig 

Dieh| Manufacturing Co 
Electr Blower Company 
Electrovent Fan & Mfg 


Emerson Electric Manufacturing Co 
Frigid, In 
@GRAYBAR ELECTRIC COMPANY, INC.—ADV. PG. 
2 


Hamilton Fan 
Hartzell Prope 
Hunter Fan & Ventilating Co. 
Iig Electric Ventilating Co 

ional Engineering, Inc. 
Jeffrey Mfg. Co 
Jenn Air Products Co 
Martin Fan & Blower Co. 
Meier Electric & Machine Co., Inc 
Mimms Company, E. N 
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Moore Company Fmerson Electric Manufacturing Co 
National Gas Equipmer 20., In Frigid, Inc 

Peerless Electric Hemilton Fan & Blower Co 
Perfect-Line Mfg rt Hertzell Propeller Fan Co 

Phelps Fan Maa turing ¢ Ilq Electric Ventilating Co 

Pryne & mpa c / nternational Engineering, Inc 

Rich Fan Manufactur ng Co. Inc Phi | enn Air Products Co. Inc. 


Robbins & Myer In an Divi ’ 1 Blower Co 
Robinson Ventilatir | in Fan & Blower Co 
> tzer-Cummn feier Electric & Machine Co., Inc 


s Company, E. N 


re mpany 
EQUIPMENT |Meat 
Vatior i Equipment Co Inc 
priec« ( Co 
I ps sissies acturing } 
omp Ine 
Rich Fan Marufactut ng Co. Inc., Phil 
e obinson Ventilating Co 
via Graybar 
nson Screen Co 
‘ Rend Air Products, Inc 
tor Venti indard Electric Manufacturing 
n UU Witior VO" . . ’ rp 0 
West Wind Corg @ attic ventilators Trane Company 
Westinghouse Electr rp., Sturtevant Div United Blower Co Inc 
Wind-Way Fan & Ventilat ( Valley Fan Manufacturina Co 
Wing Manufacturing | = ° propeller fans Wind-Way Fan & Ventilator Co 
! 


Wing Manufacturing ¢ t 


FANS, FURNACE, AND BLOWERS © exhaust fans FANS, VENTILATING 
Aerovent Fan 


( see FANS. Attic Ventilator; FANS, Propel- 
@AIR CONTROLS, INC., DIVISION CLEVELAND @ space heaters ler; FANS, Wall Cabinet: FANS. Window 
HEATER CO.—ADV. PG. 80 he ’ . . 
Airfan Engineering Ventilating 
@AMERICAN BLOWER CORPORATION—ADV. PG. 
126-127 
American Machine & Metals, Inc., DeBothezat Fans 7 FANS, bio een 
, 4 ar-Br ae ' 
Berns “Manufact ring Cort : arn Manufact ring Corg 
@BUFFALO FORGE ‘COMPANY AON PG. 78 rey "1 nuracturing C Inc 
Chelsea Fan & ower Cc ule " Manufacturing Co 
Corlett-Turner Co. e ; e oe Fan & Mg. Ce 
Dana Fan & Blower Cort rig ne 
seer y hs ‘Mig 0 Hamilton Fan & Blower Co 
Despatch Oven Cor —_—_— tric Ventilating Co 
Electrovent Fan Mfg 10 2 mage “P ) 
ric I ect-Line } ore 
pn r Rew Co ch Fan Manufactur'ng Co. Inc., Phil 
henler Manufacturing Co 
Lennox Furnace 100,000 ELECTRICAL ITEMS es ite" 
Per les: rectri 
mail Motors n * Stan ine / Flectric Manufacturing Co., Inc 
nce urbine . trat fre Co 
nate ellie et as OFFICES AND WAREHOUSES Trade-Wind Motorfar 
andé tric Ma »., United Blower ( In 
United Blower Co., Inc. IN OVER 100 PRINCIPAL CITIES West, Wind Corp 
V ioe Air Condit ning | Wind-Way Fan & Ventilator Co 
Wing Manufacturing | 
FANS, WINDOW VENTILATING 


Air Controls, Inc. Div., Cleveland Heater C« 
FANS, HEATER TYPE FANS, PEDESTAL A'rgard Manufacturing Co 
see HEATERS, Fan Type Aerovent Fan Co. Inc Americen Coolair Corp 
Berns Manufacturing ( Atlas Tool & Manufacturing Cc 
helsea Fan & Blower Co Bar-Brook Mfg. Co., Inc 
FANS, HOUSEHOLD EXHAUST ana Fan & Blower ( Berns Manufacturing Corp 
@AIR_ CONTROLS, INC., DIVISION, CLEVELAND ayton Electric Mfg. Co retried ek tart. al 
HEATER C0. —ADV PG. 80 Jiehl Manufacturing (¢ Chelsea Fan & Blower Co., Inc 
Americar Coro ominion Electric Cort Chicago Electric Manufacturing Co 
Electrovent Fan & Mfg. Co Chrom-Ever Co 
merson Electr Manufacturing Co Dana Fan & Blower Corp 
pany, In Dieh! Manufacturing Co 
Dominion Etectric Corr 
an { Electric Motors & Specialties, Inc 
: : Ventilating Cc Electrovent Fan & Mfg. Co 
Broan M lectric Ventileting Co Emerson Electric Manufacturing Co 
@ BUFFALO FORGE COMPANY. ADV. PG. 78 Mimar Products, Inc. se m . mpany, Inc 
Mimms Company, E. N rigid ne 
ational Gas Equipment Co., ( Hartze Propeller Fan Co 
Reynolds Elect ( Hunter Fan & Ventilating Ce 
Rich Fan Manu iring Co. Inc Phi Ilg Electric Ventilating Co 
Robbins & Myers, Inc., Fan Divisior Kisco Company, Inc 
Robinson Ver tine c Lau Blower Co 
gnal f tr N rf Lonergan Manufacturing Cc 
tandard Elec Manufacturing ( I Meier Electric & Machine Co., Inc 
ttor re A Mimms Company, E. N 
nited Blower In Murray Company of Texas Inc 
Westingt f tric r Springfield National Gas Equipment Co., Inc 
Rich Fan Manufacturing Co. Inc., Phil 
Robbins & Myers, Inc., Fan Division 
FANS, PROPELLER isin’ View itatiion ae 
hwitzer-Cun 


mer. Radiator & Stand. Sanitary Corp. 


F p 
wer 


ufacturing Co 


ri 
i nc 


Aerovent Fan Co. Inc 
@AIR CONTROLS, INC., DIVISION, CLEVELAND 
HEATER CO.—ADV. PG. 80 


American Air Filter Co Inc Herman Nelson 


Div 
@AMERICAN BLOWER CORPORATION--ADV. PG 
126-127 


Amer n Coolair ( 
an’ Electr 


pringfield) 


FASTENERS, SCREW AND SPRING 
; f see NUTS, Lock 
eS . _as. FEEDERS, CABLE, AND STRAIGHTENERS 
see GUIDES, Cable Pull-in 


FENCE, SLecTRIC 


Diller Electr 


FANS, OSCILLATING si Mg sd Intere atior 
see FANS, Desk and Bracket Electrovent Fan & Mfg. Co hox 
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WAG wd i ce FENCING, BLACK AND GALVANIZED 


FIBRE, SHEET 


the complete line of -— FIBRE, Vulcanized; INSULATION, Plas- 
E. M. T. FITTINGS Coe 


E.M.T. 90° Rain 
Wa) Tight Long Con 
| nectors 
E.M.T. 90° Rain- : FILES — 
Tight Short Con esl 
nectors 








Henry 


@MARTINDALE ELECTRIC CO.—ADV. PG 


Two-piece 
compression 
Connectors FILES, COMMUTATOR SLOTTING 
three sizes, ' Ideal Industries, In 

concrete 
tight 


1 


@ MARTINDALE ELECTRIC CO.—ADV. PG 





FILTERS, AIR CLEANING 


inutacturing (¢ 


mevican A ter ( Inc., Herman Nef 
The WAGNER B-M Line mer: Radiator & Stand. Sanitary Corp 
merican eelabrator quipment rm 
. , , pF Engineering Corr 
We are licensed to merchandise orig- Mine Safety Appliances Co. 
inal B-M all steel thin wall Fittings Minneapolis-Honeywell Regulator Co. 
New Jersey Meter Co 
and Tools ron ge ha 
Westinghouse Electric Corp., Sturtevant ® 
Trion Inc 





FILTERS, LIGHT OR COLOR 
WAGNER Set Screw Type i "eros . aa 
REPRESENTATIVES ... 


listed below will answer your ques- 
tions and work with you. Stars 
indicate local warehouse stocks. 


Atlanta 3, Ga.—Edgar E. Dawes & Co., 401-402 Rhodes Building FILTERS, RADIO INTERFERENCE 
Vhone—Main 7219 Acme Electror Inc., Electro-Cap Div 
Baltimore 18, Md.—Quick & RBatchler, Inc., 2323 North Charles St yrnell-Dubilier Electric Corp 
Also see Washington, D. ¢ Phone—Belmont 5551 oe 4 e ie ; . , 
* Boston 10, Mass.—H. W. MacLeod Company, 5 Pittsburgh St. Phone . snsUTINe VOrt erica 
Liberty 2-4518 Compression Jerrold Electronics Corp 
Chartotte, N. C.—Paul Lumpkin, 222 Builders Building. Phone—6-8428 Macbeth Corp. & Subsidiaries 
# Chicago 10, 1.—J. A. Jaques Company, 450 West Superior St. Type Micamold Radio Corp 
Phone Delaware 7-0191--0192 Natl. Inter-Communication Systems, Im 
Cincinnati 2, Ohio—Arthur L. Ehlers Company, 49 Central Ave. Phone raque Electr C 
Main 5251 7 a 
Cleveland 13, Ohio—Kilkenny Company, 223 Rockefeller Bldg. Phone 
Cherry 1-5070 
* Dallas 2, Texas—dieorge E. Anderson Company, 1901 Griffin 8t FIREPLACES, ELECTRIC 
Phone —Riverside 5931 . Rustic Crafts Co. Inc. 
* —— 2, Coleo.—Fred E. Staible & Sons, 2046 Arapahoe St. Phone shepler Manufacturing Co 
Tabor 3991 Meeechecter Bricxote Proc 
# Detroit, fich.Hemphill & Company, 12638 Hamilton Ave. Phone Weste Brickote Products Co., 
Townsend 8-6258 
Kansas City 2, Mo.—W. F. Howe & Company, 500 Porter Bidg., Broad 


way at 34th. Phone—Logan 2550 : 
* Los Angeles (2, Calif.—Murphy-Hain Company, 720 Bast Second St Connectors for Thin Wall Con- 


Phone—Michigan 5619 duit—Rain Tight 
& Minneapolis |, Minn.—R. H. Cupples, 718 N. Washington Ave. Phone 


FIREPOTS 
see TORCHES, Gasoline or Kerosene Blow, 
and Furnaces 


Phone Nestor 5622 
2, N. V¥.—Kearton & Nagle, 444 Madison Ave. Phone FIREPROOFING, CABLE 
Murray Hill 8-7980-1-2-3 Johns-Manville 
* Philadeiphia 7, Pa.James T. Heagarty & Company, 918 Vine St 
Phone—Lombard 3-7472-5-4-5 
Pittsburgh 22, Pa.—Crescent Sales Co., Inc., 50—26th St. and A.V.R.R . FITTINGS, ARMORED CABLE 
hone 4irant 1.3833 ) 20 . 
* San Francisco 3, Calif._Hodges & Glomb, 1264 Folsom St. Phone ! see FITTINGS, Flexible Metallic Conduit and 
Underhill 2367 Cable 
* Seattic 4, Wash.—Northwestern Agencies, 4130 First Ave., So. Phone 
Elliott 8882 
St. i .—Arbeiter-Steele Company, 8147 Delmar Blvd. Phone FITTINGS, BUS-BAR AND TUBING 
- ’ = 
—- N. Y.—Walter FE. Daw, 1155 Oswego Blvd. Phone—Syracuse Aluminum Company of America 
2-966 . Piemeee 
Washington, D. C.—Quick & Batchler, Inc., Room 433, Munsey Bldg Couplings for Thin Wall Con- umes Srees G COpps Co 
Also see Baltimore, Md. Phone —Sterling 4488 Electrical Engineers Equipment Co 
e e, Me 10ne —Ste g 4488 : Rein Ticht , ibaa 
Toronto 3, Canada—Steel Electric Fittings, Ltd., 35 Golden Ave. Phone duit—Rain ig Kearney Corp., James R. 
Liovdbrook 2139 Lapp I tor Co., Inc 
Hawaiian Representative—<jarnett Young & Company, 390 Fourth St @0. Z. ELECTRICAL MFG. CO., INC.—ADV. PG. 117 
San Francisco 7, California. Phone—Douglas 2-4220 Paci ctric anufacturi 4 
Export -Langguth-Olson Company, 11 Park Place, New York 7, N. ¥ asa gy - Ma acturing Corp 
Phone -Barelay 7-7293-4-5 pass shstagg asd 3 Seulement Cs 


Williams Products c H. 


(WAGNER MALLEABLE PRODUCTS CO. ) <:,:o-x 


see CONNECTORS, Co-Axial 
General Sales Office: 222 W. Adams St., Chicago 6, Ill. a 
Foundry and Plant: Decatur 60, Ill. J Appleton Electric 


Briege} Method Too! C 
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FITTINGS, NON-METALLIC SHEATHED CABLE 
Appleton Electr 
@BLACKHAWK INDUSTRIES-—-ADV. PG. 94 


Fittir ' 


@M. & W. ELECTRIC MFG. CO., INC.—ADV. PG 
107 


@NIKOH TUBE COMPANY—ADV. PG. 10€ 
@ PITTSBURGH STANDARD CONDUIT ADV. PG 
120 


FITTINGS, PIPE STRUCTURE 


k Elect Mtg 
FITTINGS, EXPANSION @0 Z. ELECTRICAL MFG. CO 
see FITTINGS, Threaded Conduit; JOINTS, 113 
Conduit Expansion v4 


FITTINGS, FIZRE CONDUIT 
FITTINGS, PULL CHAIN 


Elect 


FITTINGS, FIXTURE FITTINGS, SURFACE WIRING 


oie Ear sagen ern NATIONAL PRICE 
acer ‘Matishig Proascs Coe SERVICE 


v F iting: se L 
liams Product H. E. FITTINGS, SUSPENSION STREET LIGHTING HENDERSON-HAZE 
see FIXTURES, Street Lighting fee) 'i Je) y-Vele), | 
FITTINGS, FLEXIBLE METALLIC CONDUIT 


AND CABLE FITTINGS, SWITCHBOARD STRUCTURE 13601 EUCLID AVENUE 
on “on see FITTINGS, Pipe Structure CLEVELAND 12, OHIO 
role UU 
@ BLACKHAWK INDUSTRIES—ADV. PG. 94 
Electrical Fittings Corp 
Flexonics Corr 
ecney Ciacr! toes y In 
sreen, Inc 


eM. & Ww ‘ELECTRIC MFG. CO., INC.—ADV. PG 
107 





Midwest Electr Mfg. (¢ 
Aulti-Products Manufacturing 
National Electr Products ( 
Rattan Mfg. Cc 

Richards Company 

lier Inc Wr 

implet Electr 

pero Electric 

teel City Electri 

Thomas & Betts 


FITTINGS, GROUND 
see CLAMPS, Inside Wiring Ground; 
CLAMPS, Transmission and Distribution Wir- | 
ing Ground 


FITTINGS, HAZARDOUS LOCATION 
Adalet Mfg. Co 
Appleton Electric 

@ CROUSE-HINDS COMPANY —ADV. PG 
xedney Electric Company Inc 
Hope Electrical Products Co., In 
Xitlark Electric Mfq. Co 
Pyle-National Cc 

ssell & Stoll Company, 


FITTINGS, INSULATOR | 
Brewer-Titchener Corp @ Exclusive Alumalloy 
Electric Service Manufacturing Compa H ; a 

edney Electric Cx — y Inc bad Lightweight but strong 
General Electric Co ; Locke Department @ Rust and Corrosion proof 
app Insulator &, , In . 

Mica Insulator Co | @ Safe and non-sparking 

a PROOUCTS, UNC.—ADN @ Streamlined design for modern installations. 

chards Company R 
yuthern Electrical Equipment C 
ictor Insulators, In 


FITTINGS, ca a CONDUIT ; : : 

Appleton Elec WRITE for illustrated literature 
@ BLACKHAWK INDUSTRIES ADV. PG. 94 

arlon Products Corp. 

ectrical Fittings Corp. 

»edney Electric Company Inc. 

a a —_— Conduit Bodies «+ Entrance Fittings + Explosion-Proof, Vapor-Proot 
Richards Company 


Vapor-Tight Fixtures + Explosion-Proof Fittings + Cluster Lights 
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GEDNEY NO 
CONDUIT BODIES 


All types ...all sizes 
easiest for wire pulling 


Threaded bodies for rigid con- 
duit ...No-Thread bodies for 
heavy rigid conduit...E.M.T. 
threadless bodies for thin wall 
conduit...F.S. types! Gedney 
brings you everything in con- 
duit bodies and they’re made of 
unbreakable malleable iron... 
heavy hot dip galvanized for 
longest life. 


Gedney Fittings FIT 


GEDNEY 


ELECTRIC COMPANY 


CINE 


RKO BLDG. * RADIO CITY * NEW YORK 20 
Foundry, Factory and Shipping Point 
Terryville, Conn 








FITTINGS. THREADED CONDUIT 


@CROUSE-HINDS COMPANY-——ADV PG. 66-67 
Electr Fitting rt 
Vifg r 
Vifg 
Multi-Products Manufacturing ( 
@0. Z. ELECTRICAL MFG. CO., INC.—ADV. PG 
117 
@ PITTSBURGH STANDARD CONDUIT CO.—ADV. PG 
120 


yeN 


FITTINGS, THREADLESS CONDUIT 


ppleton Elects 
@CROUSE-HINDS COMPANY—ADV. PG. 66-67 
Flect Fittines rg 


FITTINGS, VAPORPROOF CONDUIT 


Appleton Electric Ce 
@CROUSE-HINDS COMPANY—ADV. PG. 66-67 
edney Electric mpany Inc 


FITTINGS, WOOD MOLDING 


VicMillen ( 


Available in a complete line which includes duplex receptacles, 
switches and junction boxes, as well as a complete line of weather- 
proof covers. Watertight, weathertight construction throughout, 
cast of non-rusting, non-corroding Alumalloy. 


WRITE for illustrated literature 


ELECTRIC MANUFACTURING COMPANY 


Conduit Bodies + Entrance Fittings + Explosion-Proof, Vapor-Proof, 


Vapor-Tight Fixtures 


Explosion-Proof Fittings + Cluster tights 








MODERN 
FITTINGS 
FOR 


® thinwall conduit 
® rigid conduit 


® metallic and non- 
metallic cable 


®@ flexible steel 
conduit 


® service entrance 
cable 


® grounding devices 


® lighting fixture 
fittings 


manufacturers for 
over 30 years 


Sd Thedssl 
Elcctri ms Wh BS is 


represeniatives. 
in principal cities 
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Wwidwesv 
REPRESENTATIVES 


NATHAN H. BASS & COMPANY 
4685 N. Woodburn St. 
Milwaukee 11, Wis. 
Phone: Concord 4-8607 


BURRUS-MATHEWS COMPANY 
2810 Canton St. 
Dallas, Texas 
Phone: Riverside 6241 


F. A. BETTIS CO. 
4610 Troost Ave., Kansas City 10, Mo. 
Phone: Jefferson 1530 


M. J. CLEARY COMPANY 
1730 Pine St., St. Louis 3, Mo. 
Phone: Central 0153 


HARRY DICKINSON COMPANY 
404 Merchants Bank Bidg 
indianapolis 4, Ind. 

Phone: Franklin 3688 


ROSS E. DUNN SALES COMPANY 
6015 Stevens Ave., S. 
Minneapolis 19, Minn. 
Phone: Locust 2326 


EBERHARDT & BEEHLER rags co. 
18 Quay St., Buffalo 3, N. 
Phone: Washington 4057 


ROBERT W. FISHBURNE COMPANY 
116 S. Third St. 
Richmond 19, Va. 
Phone: 2-9009 


4. A. GOODE COMPANY 
13950 Mansfield Ave., Detroit 27, Mich. 
Phone: Vermont 6-2674 


L. D. KISSINGER COMPANY 
P. ©. Box 785 
Columbus, Ohio 
Phone: Main 9988 

GLENN & a nee 
172 Simpson St., 
Atlanta, Ga. 
Phone: Walnut 4906 

HERBERT MADDEN COMPANY 
17-23 Phipps St., Boston 29, Mass. 
Phone: Charlestown 2-3630 

CARL R: PRICE COMPANY 
P. O. Box 1055, Omeha, Nebr. 
Phone: Webster 6294 

DAVE SAMBERG 

ELECTRIC SALES COMPANY 
60 Murry St., New York City 7, N. Y. 
Phone: Rector 2-7857 

KENNETH B. SCHUMANN COMPANY 
1073 Galapago, Denver 4, Colo, 
Phone: Mai 5906 

A. ALLEN SMITH COMPANY 


1513 Mateo St., Los Angeles 21, Calif. 
Phone: Vandike 7984 


Exclusive Exporters: 
LIONEL-ESSEX INTERNATIONAL 
CORPORATION 


15 E. 26th St., New York 10, N. Y. 
Cable Address: EXESSEX 


Warehouses 
ATLANTA © BOSTON © DALLAS 
DENVER © NEW YORK 
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Universal Combination 
Coupling. Used with 
thin wall conduit in 
combination with rigid 
conduit and/or any fit- 
ting threaded for a 
locknut. Sizes 2", %” 
and 1”. 


Thinwall Connector 


Compression-type Con- 
nector. Sizes 1” and 
larger have 75% more 
thread area to accom- 
modate an insulating 
bushing, in compliance 


with 1951 N.E.C. 


Ground Fitting 


Pressure Type Set 
Screw. Specially de- 


signed for quicker in- 


stallation. Malleable 
iron for strength—cop- 
per clad and brass 
plated for maximum 
resistance to corrosion. 


° 


Set Screw 

Set Screw Fitting. 
Longer length of fitting 
provides maximum con- 
duit support. Set screw 
cannot readily be 
backed off completely, 
prevents loss of screw in 
transit or on job. 


Chicags 12 Wlinois 
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FIXTURES, AIRPORT OUTDOOR LIGHTING Branham, Mareck & Ouepne 
@CROUSE-HINDS COMPANY—ADV. PG. 66-67 aldweil & Co., Inc., & 
Killark Electric Mfg. ( Catho-Lite Co., Inc. 
ne Material Co veline, Inc. 
evere Fiectric Mfg : entral te Company, 


co Electric Pre 





house Elect 


Condi-Lite Corp 
FIXTURES, COMMERCIAL FLUORESCENT EX- Cornwall Fixture rf 
TERtoR @CURTIS LIGHTING, INC.-ADV. PG. 89 
njiamim Electric Mfg. ( @DAY-BRITE LIGHTING, INC.ADV. PG. 54-5° 
r Mareck 4 { 


anham epner Joane Co., 
sidwell & Co ne f f Duro-Test Corp 


7 . 
torte eect wowrecre wg again Sylvania extends 
ge wa Helping Hand! 
lumbia Electric & Manufacturi @FLEUR-O-LIER—ADV. PG. 113 a eiping an 
jro-Test Corp ; = Fluores-O-Lite Co 


astern Lighting Fluorescent Equipment & Mfg 


eld Corp Frankelite Co. 
vorescemt Equipment Frink Corp. 


rink Corp. Fullerton Manufacturing Corp 

ullerton Manufacturing re sarden City Plating & Mfg v E 
,ibson Manufacturing ) General Lighting Co. Inc Pte Le 3 
lobe Lighting Product om seneral Lighting Products ( 

reat Northern Manufacturir 


Pee ie ms 
2 | ae 
3ibson Manufacturing Co. 
sruber Lighting Globe Lighting Products, In L| HTIN 
@GUTH COMPANY, EDWIN F—ADV. PG. % lood Mamafanterien Ga.” tne. 
Homecra #ctronics *r ’ x as gd 


“ Gotham Lighting Corp 
House-O-Lite Corp. Great Northern Manufacturing Corp. 


a =o NTRACTOR 
wrtzon, Inc., Morri . P 
Light & Power Utilities ( @GUTH COMPANY, EDWIN F.--ADV PG. % ‘ 
‘ ! Haluk Lighting & Mfg. Co ‘ Tis ee Sp 
ighting Products, In . - pee epee 
ightolier, Inc Holdenline Company : 3 en . 
Miller Company @HOLOPHONE COMPANY, INC.—ADV. PG. 103 « y VA f = 
Vitchell Manufacturing Co Homecraft Electronics Product 
4oe-Bridges Corp. House-O-Lite Corp 
New York Fluorescent Mfg Itluminating Engineering Co 
Northern Light Company Kayline Company 
Paramount industries Inc Kent Metal Manufacturing 
Fluorescent Light Mfg.*Co., m é Keystone Electric Mfg 
Pittsburgh Reflector Co Kirlin Company 
Revere Electric Mfg. ( Kiieg! Bros 
Ruby Philite Corp. Kurtzon, Inc., Morris 
olar Light Mfg. Co Light & Power Utilities ( 
tamford Metal Specialty Lighting Products, In 
teber Manufacturing C Lightolier, Inc a 
unbeam Lighting Co Lite-Mor Elect. Mfg. Cort t h | b Id 
Westinghouse Electric Corp Lighting Div Litecontro!l Corp. 0 e p ul up 
Lithonia Lighting Products 0 . 
WC iC r 
FIXTURES, COMMERCIAL FLUORESCENT IN- it uate your business 
TERIOR Mid-West Chandelier Ci 
rams Lighting Metalcraft Products Co., 
i-bright Elect Products Company Miller Company 
enjamin Electric Mfg. Co Mitchell Manufacturing 


Meta — National Recognition 


li hti | es... for the Lighting Contractor 
ig in a eee emblem and your services as an electri- 
cal contractor is built through national 


magazine advertising plus full-length 

Commercial commercials on Sylvania's TV show 
aaa “Beat the Clock.” 

fluorescent lighting 

More than 70 superb iri i 

ene fy Publicity Campaign 

naires described in de- 


tail—for quick, proper 
specification, 





ing 


w ... builds local recognition for 
your services as a Lighting Contractor. 
Includes free talks to be delivered to 
clubs and civic groups. Also free news 
releases, ad mats, radio and TV scripts, 
plus decals of the Lighting Contractor 
“Dynalite” emblem. 
lighting for industry : . , 
You'll find it easy to Direct Mail Campaign 
specify for any indus- * 
trial installation. 
Choose from 82 Dyna- 
lite Job-Rated units. 


easiest to install 





. . brings business right to your 
door. Ties you into national campaign 
Colorful, compelling mailers are sent by 
Sylvania to all your prospects. JOIN 
TODAY -—For details write to: Sylvania 
Electric Products Inc., Dept. 3L-2109A, 
"Uni-Flow” 1740 Broadway, New York 19, N. ¥ 


fluorescent troffers 














Advanced new re- 
cessed lighting with 


unprecedented flexi- 
bility, offering unlim- 
ited opportunities for 
creative illumination. 


LIGHTING e RADIO e ELECTRONICS 
TELEVISION 
MITCHELL MANUFACTURING COMPANY In Canada: Sylvania Electric (Canada) Ltd. 


University Tower Building, St. Catherine St 
2525 N. Clybourn Ave. © Dept.2-J © Chicago 14, lil. Montreal, P. Q 


easiest to specify 





One dependable source for everything in fluorescent light 
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ONE MANUFACTURER... 
ONE RESPONSIBILITY 


Guarantee “Fluorescent at its Finest” 





SYLVANIA 
FLUORESCENT 
LAMP HOLDERS 
WARREN, PA. 


SYLVANIA FIXTURE PLANT 
AT WHEELING, W. VA. 
(METAL FABRICATING, 


PAINTING, ASSEMBLY) 7 _— AA 
pp === SYLVANIA 
fl on 


FLUORESCENT TUBES 
FROM DANVERS, MASS. 


SYLVANIA 
INCANDESCENT LAMPS 
FROM SALEM, MALS 


SYLVANIA 
FLUORESCENT BALLASTS Y. F ° 
FROM IPSWICH, MASS. . ou're bound to get the finesg possible perform- 


ance from Sylvania Fluorescent Fixtures because 
vA ! \. Sylvania designs, manufactures, and quality checks 
SYLVANIA ti every component and unit in specialized Sylvania 
¥ FLUORESCENT STARTERS : plants. 

“ FROM WALDOBORO, MAINE saat & on ope . 
This one responsibility assures perfect coordina- 
tion, perfect fit, perfect operation, quick and easy 
installation... and naturally, the highest quality. 


A complete line 


Remember, the Sylvania fluorescent fixture line 
is a complete line. Styled and designed for every 
need .. . for offices, factories, stores, schools, and 
homes. 





“Backed by the Broadest Guarantee 


le 
: in the Lighting Industry | 
‘Sylvania Fluorescent Fixtures are covered by a | 
complete written guarantee which includes every 
‘anit and part. Tubes, starters, ballasts and all 
N.} 


“#ther components are guaranteed for one entire 
‘year from date of installation. 


Sylvania Electric Products Inc., 1740 B'way, N. Y. 19, N.Y. 











In Canada: Sylvania Electric (Canada) Ltd University Tower Bldg 
St. Catherine St., Montreal, P. Q 


* RADIO « ELECTRONICS © TELEVISION 
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The "Visualier" 


The "Thin-Panel"’ 


The ""Gar-See-Lite" 


Complete Addresses in Company and Trade Name Directory, Pages 33-52 





1. The “Visualier™ . . . the aristocrat 
of the Garcy line... long recog- 
nized as the finest in school and 
office lighting. Has illuminated 
sides and 45° x 45° shielding. 
Recommended where the customer 
wants the finest in appearance, 
quality and efficiency. 


The **Thin-Panel™ graceful 
design and high-quality construc- 
tion at a moderate price . . . ideal 
for stores and offices. Plastic or 
metal side panels, 2-lamp or 4-lamp 
units, fluorescent or slimline. 


The *Gar-See-Lite™ probably 
the lowest priced quality fixture on 
the market today. Most versatile, 
too, with a choice of plastic, illu- 
minated metal or opaque metal 
side panels, 2-lamp or 4-lamp units, 
fluorescent or slimline. 


In addition—here are other popular Garcy fixtures 
for a wide range of lighting applications . . . 








Wh 


\ 


TROFFERS: |, 2 or 3 
lamp rows; 4, 6 or 8 
ft. lengths. Louvered, 
glass-bottom, or lens. 


CIRCULUX: for sil- 
vered bow! lamp. Sur- 
face, recessed or pen- 
dant mounted types 








N 
Vat 4 
“a 


INCANDESCENT Units 
Swivel display, re- 
cessed, pendant hang- 
ing, and Spot-a-Lites. 


ADDA STRIP for slim- 
line or fluorescent 
lamps. Lengths 18 
inches to 96 inches. 











Reody Now! Wii fer 


GARDEN CITY PLATING & MFG. CO. 


Vghrin 
*Wipmn, } 


1740 NORTH ASHLAND AVENUE 
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Modern Light Co 
Moe-Bridges Corp 
Moe Light, Inc 
National Electrical Institute 
Neo-Ray Products Inc 
New York Fluorescent 
Northern Light Company 
Paramount Industries Inc 
Penn Fluorescent Light Mfg 
Philadelphia Electrical & Mfg 
Pittsburgh Reflector Co 
Ruby Philite Corp 
Cuaker City Electric Mfg. Co 
pilvray Lighting, | 
mithcraft Lighting Div 
olar Light Mfg. Co. 
outheast Lighting, Inc 
Stamford Metal Specialty Co., 
nbeam Lighting Co 
n-Lite Manufacturing Co 
wae Lighting Co 
ivelier Co., Inc 
ylvania Electr Products Inc 
Tri-Part Renatecterinn Co 
Verd-A-Ray Corp 
no Brass Co., F. W 
Vestinghouse Electric Corp., lighting 
@ WESTINGHOUSE ELECTRIC SUPPLY co.— ADV PG 
SECOND COVER 
Westron Corp 
Wheeler Reflector 
Wiley, Inc RK. & W 
Williams Product HE 
Winfield, Inc 
Wiremold Company 
Work-0O-Lite C 


Mfg. Co 


< 


e 


FIXTURES, COMMERCIAL 
EXTERIOR 
Art Metal C 
Benjamin Electr Mfg. Co 
Branham, Mareck & Duepner 
aldwe i Co., ~ E F 


INCANDESCENT 


tern ght ng Pr 
@ ELECTRO SILV. _ KING CORP ADV. PG. 923 
res Lite 


| sorescent Reeiinniael & Mfg. Co 
Frir P 


f 
itlerton hs ifa nue ing Corp. 


@GRAYBAR ‘evecrRic. COMPANY, 


s Chande 


INC.—ADV. PG. 2 


@cuTH COMPANY, EDWIN F 


v4 ting & Mig. ( 


@ HOLOPHANE COMPANY, INC. 
Jackson Electrical Company 
Jones Metal Pri ts Co., Abolite Lighting Diy 

k Electric Mfg Co 
Bros 


-ADV. PG. 9% 


ADV. PG. 103 


t I Morris 
ghtolier, Inc 
ne M aterial Co 
tecontro! C 
ft TP rine 
Company 
M tchell Manufacturing 
N 


velty Lighting Corr 
ate a: ioe ELECTRICAL & MFG. CO.—ADV 
19 


urgh Reflector Co. 
lite Mfg. Corp 
& ¢ 7 any, Inc 


@ QUADRANGLE MFG. CO.—ADV. PG. 123 
Rab Electr Manufacturing Co Inc., 
Ruby Ph te C re 

ar Light Mfg. Co 
teber “wy ~wan es Co 


Mig 


Lighting Div.) 


FIXTURES, COMMERCIAL 
INTERIOR 
Active Specialty 
American Fixture 
Amplex Corp 
Art Meta 
Associatec Service 
Benjamin ctric Mfg. Co 
Branham, Mareck _ ucgner Inc 
aldwell & Co., I 
mpc Corp. 
Condi t te Corp 
@ CURTIS LIGHTING, INC.—ADV. PG. 89 
@ DAY-BRITE LIGHTING, INC.—ADV. PG. 54-55 
Eagle Manufacturing Co 
Eastern Lighti ng Products Cor 
@ ELECTRO SILV-A-KING CORP. 
Fiuores-O-Lite Co 
Fluorescent Equipment & Mfg. Co 
Frankelite Co 
Frink Corp 
Fullerton Manufacturing Corp. 
Garden City Plating & Mfg. Co 
General Electric Company, Major Appliance Oivisi 
General Lighting Co. Inc. 
eneral Lighting Products Co. 
Globe Lighting Products, Inc. 
Gotham Lighting Corp 
Gross Chandelier Co 


INCANDESCENT 


-ADV. PG. 93 
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Gruber Lighting 
b/ @GUTH COMPANY, EDWIN F.—ADV. PG. % 
‘N ‘74 the Haluk Lighting & Mfg. Co. 
gy : Herwig Co 
mi @HOLOPHANE COMPANY, INC.—ADV. PG. 103 
Jones Metal Products Co., Abolite Lighting Div 


a i Kayline Company 
| ( N Kent Metal Manufacturing Co., Inc. 
+ - 4 4 Killark Electric Mfg. Co 
Kirlin Company 


Klieg! Bros 
Kurtzon, Inc., Morris 
Lightolier, Inc 
~ Litecontro!l Corp. 
WAFERLINE, “WT-SERIES” a Litecraft Manufacturing Corp 
Shallow depth—-Streamlined appear- nie Miller Company 5 
l in closed or open ug nal Mitchell Manufacturing Co 
or metal sides—Sturdy Z y Moe-Bridges Corp 
s from either side—For Moe Light, Inc 
40W fluorescent, and a Nemco Electric Cc 
" slimline—Finish 300° jit m Neo-Ray Products Inc 
4 . Novelty Lighting Corp 
Pittsburgh Reflector Co 
Prescolite Mfg. Corp. 
Progress Mfg. Co., Inc 
Pryne & Company, Inc 
Pyle-National Co 
Ruby Philite Corg 
Silvray Lighting, Ine 
Solar Light Mfg. Co 
Stamford Metal Specialty Co., Inc 
Steber Manufacturing Co 
Sunbeam Lighting ¢ 
Ir 











Low BRIGHTNESS, ‘‘LBS- 
SERIES" Provides unshielded 
lare-free illumination—High effi-" 
iency instant start-—-no louvers 
or minimum of maintenance—4v° 
* cutoff——Die-formed all metal con- 
truction—-Takes 2-40W T17 Low ; 
Brightness lamps 300° baked white Electric Products Inc. 

enamel! finish | 

ck Ir 

Fittings Co 





1 Company, Kurt 
Wakefield Brass Co., F. W 
Westinghouse Electric Corp., Lighting Div 
SC HOOLMASTER, “SM-SERIES” 
emi-indirect—-Ideal for schools, 
tices, ete. Available with metal or : 
jastic sides—-Fabricated of heavy FIXTURES, FLOODLIGHTING 
auge steel—Finned V type louver Afco 
40° C—45° L Shielding—For 2 
r 4 lamp fluorescent or 96” Slim- 
ine. Finish 300° white 


ite Cort 
Appleton Electr 
Benjamin Electric Mfg. Co 
Black Manufacturing Co., M 
Blackhawk Industries 
Colonial Electric Products, Inc 
@CROUSE-HINDS COMPANY—ADV. PG. 66-67 
@ELECTRO SILV-A-KING CORP.—ADV. PG 93 
Feld Corg 
Shallow tty NE tem Garden City Plating & Mfg 
Shallow T type Die-formed all 
netal construction Slotted metal 
lides hegg crate louver hinges 
from either side For 2 or 4 lamp 
luorescent, or 96” Slimline. Also 
ivailable in open type. Finish 300° 
white 








Quality 


INDUSTRIAL “IT-240 SERIES” fe labilare 
Sturdy die-formed heavy gauge > 

teel construction—FEasy-to-remove | : } 

e _ector Designed for any type of ~~ YY Fixtures 
nounting—Reflector in 300° baked — -— 7 

vhite enamel or porcelain—Avail- 

ible in 2 or lamp 40W or 2-85W 


RECESSED BOXES 


Heavy steel, baked 
enamel finish. Bright 
chrome or aluminum 
SLIMLINE, “SL-SERIES”—Lou- trim. Porcelain socket 
ered semi-indirect——Die-formed all 
metal construction—Metal sides 
have light spill-—Basket type hinged 
ouver and sides with 30 30° light 
utoff. For 2 or 4 lights—Finish 
vhite—Also available in open type 








YARD LIGHTS Aluminum shade baked 
re a es at enamel finish, also furnished with heavy 
OUTDOOR FLUORESCENT ; 400) Watt lamps—Hood ani porcelain on steel. Cast aluminum mounting 
POST & WALL LIGHTS + Mg BE Bo flange. Porcelain Socket, 
socket —Alzak reflector completely wired. 
for year-round, om aoe yee Be ye ya ; 
ee proof Fittings available for Cast Aluminum Flood 
ently below zero ill types of mounting 


roof—Instant start Lamp Holders. Adijust- 

ve rt a oe able, weatherproof. Stand- 
les easily or can be 0° . 

sed complete w ase ard 2” threading. We 

a a Created and produced by con furnish all types of 


; fittings of heavy cast 
er, GREAT NORTHERN ies 


cessories and are fabricat- 


ed and wired under A.F = n bee Ned —— 
of labels pe j catalog o 
Manufacturing Corp. | sights ot ae 


Fluorescent Fixture Manufacturers 


¢ DIC’ cS | rn 12340 P na St 
WRITE FOR DESCRIPTIVE FULL LINE CATALOG [MMRPARMERSMAGULIEL Bommel re mL AFCQ-LITE CORP. + vielllaep ae 














id 
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Abolite Lighting 





emutti ELECTRIC MFG. INC.—-ADV. PG. 114 


Neo-Ray 





NEP As 


JA C 4 S 0 N | a Me Si & MFG. €0.—ADV 
> tsb at titans 

U N | TS A b E R | G W T poncaats crn ADV PG. 123 

¢ Good Service pare Eleruie 8 ; 

* Good Profits 


\ 2802 . slier Co., | 
Nendel Artistic Lightin 
2601-2805  Vaporproof Units ee Lees 
White npany, 


— HAZARDOUS LOCATION LIGHT- 
N 















































Jackson also makes a Apelaten: Electrt 


. 4 Benjamin Electric Mfg Co 
Industrial Plants ... Farms... complete line of @CROUSE-HINDS  COMPANY—ADV. PG. 66-67 


Rural Electrification Brooder Products for Electro Silv-A-King Corp 


Garden City Plating & Mfg 
Chickens, Turkeys, Gedney Electric Company I 


In 
lark Electric Mfg. Co 


Lambs, and Hogs. 4- ns Se See 


Miller Company 


The Jackson line is the solution to every indus- 
trial lighting problem. Quality and Prompt 
Service is our watchword. light—3-light—1-light a yy _, 
infra-red Brooders @ RUSSELL & STOLL COMPANY, INC.ADV. PG 
‘ THIRD cov 
Manutacturers of Floodlights, Reflectors, Yard- tonc lectric Products C 
lights, Vaporproof Units, Weatherproof Sockets Wheeler Reflector Co 


FIXTURES, INDUSTRIAL FLUORESCENT 


<sotdoniy thre OO. proscts conan 


saeaiamanans 00-910 W. VAN BUREN STREET CHICAGO 7, ILLINOIS Catt min Electric ‘ing 











-eline Ir 
alite Company, | 
Inc 


FLOODLIGHTS | = 


rnwall Fixture C 
@cCuURTIS LIGHTING, "TNC. ADV. PG. 89 
@ DAY- BRITE LIGHTING, INC.—ADV. PG. 54-55 
Duro-Tes , Corp 
ghting Products Corp 
@ FL ECTRO SILV- A- KING CORP.—ADV. PG. 93 
Ender M r rch £ 
Type 1-69 as 


1500-watt For Indoor 


floodlight 
and 


Outdoor Use 


Type L-69 1500-watt floodlight is a @cuTH COMPANY, EDWIN F. -ADV. PG. % 
totally enclosed, high-quality, easy-to i 


install unit for lighting outdoor sports 
or industrial areas. Construction resists 


corrosion and damage from other 


causes. Spun-sealed front glass keeps SIGN 

water, dirt, and insects out permanent 

ly. Socket housing is easily removed REFLECTORS 
without tools for replacing the lamp : 

7 The QUAD QD Round Angle Horizontal 
type H Sign Reflector featured is highly 
medium-, or narrow-beam types. Many effective for all types of sign and bill- 
other G-E floodlights are available. board lighting—indoor and outdoor. Avail- 

able also in vertical type V. 
° The line also includes Horizontal 
Con Red section of phone book for type H and Vertical type V Rectangular 
oddvess of necrest G-E Apporotus Agent Reflectors—a Spade type Reflector and 
tributor, or write direct to General Elects an Elliptical Angle type. See details in 
Section 640-362, Schenectady 5, N. Y Catalog No. 8. 


UADRANGLE MFG. CO. 
GENERAL (6) ELECTRIC eee eee er 


CHICAGO 7, ILLINOIS 


and for cleaning. Available in wide-, 


Modern yht ) f St. | 
@MULTI ELECTRIC MFG. INC.—ADV. PG. 114 
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ALWAYS SAFE: 


@ Safe and Non-Sparking 
@ Always Rust and Corrosion Proof 


@ Finish that goes clear through 
(smooth, bright Alumalloy) 


@ Extremely strong and_ lightweight. 


WRITE for illustrated literature 


ELECTRIC MANUFACTURING COMPANY 


Conduit Bodies + Entrance Fittings + Explosion-Proof, Vapor-Proof 


Vapor-Tight Fixtures Explosion-Proof Fittings Cluster Lights 





FLUORESCENTS 
PREFERRED BY INDUSTRY 








FLUORAINE SERIES 
For 2-Lite 40W. T-12 Lamps 


BECAUSE OF 
CONSISTANT 
QUALITY 


MULL 
RLW 


f vaical f S Tine 
ATORIES. IN 


Cat. No. 10150T 
Suitable For Continuous 
Row Installations 





FLUQOROMOUNT SERIES 
For 2-Lite 75W. T-12 96” Lamps 


Cat. No. 10250 
Suitable For Continuous 
Row Installations 


ELECTRIC MFG. INC 


' 4223 W. LAKE ST. 
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CHICAGO 24 


Whatever your 
Lighting Requirements 


THERE’S A WHEELER 
REFLECTOR THAT’S RIGHT 
FOR YOU AND 
THE JOB 


FLO-LINER ¢ 
COMMERCIAL LIGHTING. 


For FREE Bulletins — write 


WHEELER 


REFLECTOR COMPANY 
275 Congress St., Boston 10, Mass. 
Distributed Exclusively by 
Electrical Wholesalers 


Supreme Lighting ( 

wivelier Cc Inc 

Sylvania Electric Pr 

Tri-Part Manufacturing Cc 

Verd-A-Ray Corp 

Wakefield Brass Co., F. W 

Westinghouse Electric Cort Lighting 0 
@WESTINGHOUSE ELECTRIC SUPPLY CO-—ADV 

oe SECOND COVER 

Wheeler Reflector Co 

White Company, 0. C 

Wiley, Ine R. & W 

Williams Products 

Wiremold Company 

Woodward Machine 


Work 


FIXTURES, INDUSTRIAL INCANDESCENT 
pers ¥ Fixture ( ‘ 
Appleton Elect 
Benjamin Elect Mig 


Curtis Lightir 


Eastern | ahting Pr ducts Cort 
@ELECTRO SILV-A-KING CORP.—-ADV. PG. 93 


peN€ sht ; Co. In 

Products ( 
@ GR: YBAR ELECTRIC COMPANY, INC..ADV. PG 
@GUTH COMPANY, EDWIN F.--ADV. PG. 96 


nNerwig 
@HOLOPHANE COMPANY, INC.--ADV. PG. 103 
Jackson Electr mopar 


} 


Midwest ng Product 
Miller C 
@mMuLT! ELECTRIC MFG. INC.~-ADV. PG 
Novelty Lighting t 
verbal & Ayres Mfg 
ttsb ~ Refie tor ( 


@ QUADRANGLE MFG CO.—ADV. PG. 123 
Rab Electric P 

@RUSSELL & STOLL “COMPANY, INC..-ADV. PG 
: THIRD — 
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ittinas Co 
versen Company, Kurt 
Westinghouse Flectr 
Wheeler Reflector o 
White Company, 0. C. 
Woodward Machine Co. 


FIXTURES, INSTITUTIONAL FLUORESCENT 
Abrams Lighting 

All-brioht Electri Products Company 

Electric Mfg Co. 

Mareck Duepner, Inc 

dwell LC F 


Benjamin 
ranham, 
te Co 
ne, Inc 
Light, [ne 
onial Electric Products, Inc 
imbia Electric & Manufactering (« 
Compco Corp 
Condi-Lite Corp 
Cornwall Fixture Coro 
@CURTIS LIGHTING, INC.—-ADV. PG. 89 
@DAY-BRITE LIGHTING, INC.—-ADV. PG 
Ouro-Test Corp 
Eastern § § Liohtine Products Corr 
@ELECTRO SILV-A-KING CORP..-ADV PG 93 
Ender-Monarch Cor, 
Feld Corp 
Fluores-O-Lite ¢ 
Fluorescent Equipment & Mfa 
Frankelite Co 
Frink Corp 
Fullerton M Core 
Garden City Plating & Mfg. Co 
General Lighting (¢ 
General ! aht f ¢ 
Gibson Manufacturing ( 
Globe Liahting Product q 
Good Manufacturing Co. Inc 
Gotham Lighting Corp 
preat Northerr anu turin Cor, 
Gruber Liahting 
@GUTH COMPANY, EDWIN F ADV 
Haluk lighting & MWfq. ¢ 
Holdentine 
Holophane Company, Inc 
Homecraft Electr f 
House-O-l ite Corp 
Kayline Company 
Kent Metal Manuf 
Keystone Electric 
Kirlin Company 
Kileg! Bros 
Kurtzon, Inc., Morr 
Licht & Power Ut 
Lighting Products, Inc 
Lightolier Inc 
Litecontrol Corp 
Lithonia Lighting Pr 
Lumidor WManwufacturirg Cx 
Marvel Lamon Company 
Meleriohan-Wengler 
Metalcraft Products Co Inc 
Miller Company 
Mitchell Manufacturing Co 
Modern Light Co. of St. Lowi: 
Moe-Bridaes Corp 
Moe Liaht, Inc 
Multi Electric Mfq In 
National Flectrical Institute 
Neo-Ray Products Inc 
New York Fluorescent Mfg 
Northern Lioht Company 
Penn Fluorescent rhe 
Philadelphia Electrical 
Pittsburgh Reflector 
uaker City Electrie 
Ruby Philite Co "p 
Seail Co, 1t 
Solar Light Mie ¢ 
Stamford Metal ° 
Sun-Lite Manufacturing 
inbeam | iahting 
upreme tiqhting Co 
Swiveller Co., Inc 
Flectr Product 


54-55 


amifart 


PG. % 


Company 


ylvania 
Tri-Part Manufacturing Cc 

Verd-A-Ray Corp 

Wakefield Brass Co. F. W 

Wendel Artistic tLiohtina Corp 
Westinghouse Flectric Corp Lighting 
Wheeler Reflector Co 

White Company, 0. ¢ 

Wiley. Inc rR A&W 

Williams Products Co., H. £ 

Wiremold Company 

Work-0-Lite Co 


FIXTURES, INSTITUTIONAL INCANDESCENT 
Active Snecialty Corn 
Adjustable Fixture ( 
Amplex Corp 
Art Metal Co 
Beniamin Electric Mfq. Ce 
Branham, Mareck & Duvepner, Inc 
Caldwell & Co., In E. F 
Compco Corp 
Condi-Lite Corp 
Curtis Liahting ‘ne 
@DAY-BRITE LIGHTING, INC 
Eagle Manufacturing Co 
Eastern Lighting Products Corp 
Electro Sliv-A-King Corp 
Fiuores-O0-Lite Co. 
Frankelite Co. 
Frink Corp. 
Fullerton Manufacturing Cor, 


' 


ADV. PG. 54-55 
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Garden City Plating & Mfg. Co 
General Lighting Co. Inc. 
3eneral Lighting Products Co 
Globe Lighting Products, Inc. 
Gotham Lidaien Corp 
Gruher i 
@GUTH COMPANY, EDWIN F.—ADV. PG. 96 
H 


erw'g 
@HOLOPHANE COMPANY, INC.—ADV. PG. 103 
Jones Metal Products Co., Abolite Lighting Div 
Kayline Company 
Kent Metal Manufacturing Co Inc 
Killark Electric Mfg. Co 
Kirlin Company 
Klieg! Bros. 
Kurtzon, Inc., Morris 
Lightolier, Inc 
Litecontro! Corp 
Litecraft Manufacturing Corp 
Meierjohan-Wengler 
Miller Company 
Moe-Bridges Corp 
Moe Light, Inc 
@MULTI ELECTRIC MFG. INC 
Nemco Electric Co 
Neo-Ray Products Inc 
Novelty Lighting Corp 
Pass & Seymour, Inc 
Pittsburgh Reflector Co. 
Prescol raf a factur ng Corp 
| 


ADV. PG. 114 


Pryvre & n 
@ QUADPANGLE MEG CO.—ADV. PG. 123 

Rab Electric Manufacturing C Inc 

Ruby Philite Corr 
@RUSSFI'L & STOLL COMPANY, INC.—ADV. PG 

THIRD COVER 

Segil Co., L. J 

Silvray Lighting 

Solar Light M 

Stamford Metal 

Sunbeam Lighting Co 

Swivelier Co., Inc 

Svivania Electric Products Inc 

Versen Company, Kurt 

Wakefield Brass Co., F. W 

Wendel Artistic Lighting Corp 

Westinghouse Electric Corp., Lighting Div 

Wheeler Reflector Co. 

White Company, 0. C 


— ORNAMENTAL EXTERIOR LIGHT 


Aerolux Liaht Corp 
Branham, Mareck & Duepner, Inc 
Caldwell & Co., Inc., E. F. 
Columbia Electric & Manufacturing Co 
Eagle Manufacturing Co 
Frink Corp 
Globe Lighting Products, Inc 
Gross Chandelier Co 
Gruber Lighting 

@GUTH COMPANY, EDWIN F 
Haluk Lighting & Mfg. Co 


ADV. PG. % 


Manufacturing C 

Kilborn-Sauer C 
Killark Electric Mfg. Co 
Kurtzon, Inc., Morris 
Leader Lamp Mfg. Co 
Lightolier, Inc 
Line Material Co 
Melerjohan-Wengler 
Mere Light, Ire 

@MULTI ELECTRIC MFG. INC 
Nemco Electric Co 
Novelty Lighting Corp 
Pacific Union Metal Co 

tis ta te ELECTRICAL & MFG. CO. ADV 

PG. 119 


ADV. PG. 114 


Prescolite Manufacturing Corp 
Revere Electric M‘q. Co 
Rodale Manufacturing Co. Inc 
Ruby Philite Corp 

Solar Light Mfg. Co 
Stamford Metal Specialty Co 
Steber Manufacturing Co 
Wendel Artistic Lighting Corp 


— ORNAMENTAL INTERIOR LIGHT- 


Amolex Coro 
Branham, Mareck & Dueprer, Inc 
Caldwell & Co., Inc., E. F 
Columbia Electric & Manufacturing Co 
Compco Corp 
Curtis Lighting, Inc 
Eagle Manufacturing Ce 
Eastern Lighting Products Corr 
Elite Glass Co 
Frink Corp 
General Lighting ( Inc 
Glatthar Lighting C 
Globe Lighting Products 
Gross Chandelier Co 
Gruher Liaht'ng 

@GUTH COMPANY, EDWIN F 
Herwig Co 
Homecraft Electronics Product 
House-O-Lite Corr 
Kilborn-Sauer Co 
Killark Electric Mfg. Cc 
Kurtzon, Inc., Morrs 
Leader Lamp Mfg. Co 
Lighting Products, Inc 
Lightolier, Inc 
Litecra‘t Manufacturing Corp 


ADV. PG. 96 








SOMETHING NEW 
HAS BEEN ADDED 


TO THE WORLD’S LARGEST 
LINE OF CAST LANTERNS 


HAND WROUGHT 
IRON—SILVER—BRASS 


LANTERNS - BRACKETS - CI/ANDELIERS 
TO YOUR SPECIFICATIONS 
INTERIOR AND EXTERIOR 


MODERN—COLONIAL— 
GOTHIC 


For 
CUSTOM HOMES 
CHURCHES 
PUBLIC PLDGS. 
FACTORIES 


SEND FOR 
CATALOG 
+50 
ESTABLISHED 
1907 


THE HERWIG CO. 
1759 Sedgwick St. 
Chicago 14, Til. 





Meierjohan-Wengler 

Metalcraft Products Co., Inc. 
Moe Light, Inc 

Nemco Electric Co 

Novelty Lighting Corp 

Prescolite Manufacturing Corp 
Rodale Manufacturing Co. Inc 
Ruby Philite Corg 

segil Co., L. J. 

>olar Light Mfg. Co 

Stamford Metal Specialty Co., Inc 
Supreme Lighting Co 

Swiveiier Co., In 

Tri-Part Manufacturing Co 

Weiss & Biheller Merchandise Corp 
Wendel Artistic Lighting Corp. 


FIXTURES, RESIDENTIAL EXTERIOR 


Active Specialty Corp 

Aerolux Light Corp 

Artolier Corp. 

Caldwell & Co., Inc E 

ompco Corp 

Curtis Development & Mfg 

Eagle Manufacturing Co 

Fluorescent Equipment & Mfa 

Framburg & Co., H. A 

Frankelite Co. 

jlasolier Company 

jlatthar Lighting Co. 

Globe Lighting Products, Inc. 

Gross Chandelier Co. 

Gruber Lighting 

Halcolite Company, 
@HOLOPHANE COMPANY, INC.—ADV. PG. 103 
Imperial Lighting Products Co 

Jackson Electrical Company 
Jones Meta! Products Co., 
Lightolier, Inc. 

Leader Lamp Mfg. Co. 
Litecraft Manufacturing Corp. 
Marke! Electric Products, Inc 
Marks Manufacturing Co 
Mitchell Manufacturing Co. 
Moe Light, Inc. 

Nemco Electric Co 

New York Fluorescent Mfg. Co 
Novelty Lighting Corp. 

Pass & Seymour, Inc. 

Prescolite Manufacturing Corp 
Progress Mfg. Co., Inc 

Pryne & Company, Inc 
Puritan Lighting Fixture Co. 
Rab Electric Manufacturing Co., 
Segil Co., L. J 

Swivelier Co., | 


Abolite ‘iahting fx 


Inc 
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FIXTURES, RESIDENTIAL INTERIOR 


Curtis Liahting 
Eagle Manufacturing 
Eagle Electric Mfq 
Fluorescent Equir 
Framburg & Co., H 
Frankelite Co 
Garden Citv Plat 
General Electr 
General Liahting I 
Gerinoer & Sons Mfg 
Glasolier Comoany 
Glatthar Liohting 
Globe Lighting Prod 
Gotham Lightina 
Great Northern Mfg 
Gross Chandelier 
Halcolite Company, Inc 
@HOLOPHANE vartcate sented INC.—ADV. PG. 103 
Homecr>ft Electron roduct 
House-0-Lite Coro 
Imperial Liohting Products Cx 
Kavline Company 
Kirlin Ce mpany 
Klieg! Bros 
Leader Lamp Mfg 
Liohtolier. Inc 
Lite-Mor Elect. Mfg. Corp 
tecraft Manufacturing Corp 
Markel Flectric Products, Inc 
Marks Manufacturing ( 
Mitchel! Marufacturing 
Moe Light, Inc 
Neo-Ray Products 
Nemco Flectric Co 
New York Fluorescent Mfg. C 
Novelty Ll lohtina Corr 
Pass & Seymour, In 
Penn Fluoreccent | 


0 


Prescolite Manufactur 
Pryne & Comoanv 
Puritan Lighting Fix 
Seatl Co t j 
Silvrav tightina Inc 
mitheraft Liahting v 
Stamford Metal Soecia 
uoreme liaqhtina C 
Swivetlier Co., Inc 

ylvania Flectric Product 
Tri-Part Manufacturing ¢ 
Union Insulating Co 
Versen Comnanv. Kurt 
Weiss & Rtheller Merchandise 
Wendel Artistic Lighting Corp 
Williams Produdcts | H. E 
Winfield, Inc 


FIXTURES, STAGE aes 
Associated | iahtir e 
Homecraft Fiecbentes Prod 
Klieq! Bros 
Kurtzon, Inc., Morr 
Neo-Rav Products Inc 
Ruby Phillte Corp. 

Stoncen Electr 


Swivelier Co., ia 


FIXTURFS, STREET wr a 
caldwell & Co. Inc. F 
eneral Flectric ¢ “bok: OF 
reat Northern Manufact 
rtick Mantfactur 
Line Material 
Nepo Mfa Co 


fic , Mot 


@PhN Aner oHTA ELECTRICAL & MFG CO —-ADV 
19 


rina 


c 


Service Company 
Wectineh e Flertr rr *thtIng Miy 

@WESTINCHNNSE ELECTRIC SUPPLY CO.—ADV. PF 

SFCOND COVER 

N hee Reflector 


FIXTURES, VAPOR-TIGHT 


Ele 

Mfa 
@cRoUse: HINInS COMPANY—ADV. PG 64-6 
@H0! PHANE ‘COMPANY . INC ADV. PG. 103 


Abolit 


eu TI FI TCTRIC MFG INC 


ne-Power F ts 


@QUADRANGLE MFG. CO.—ADV. ~ 123 FLASHERS, SOCKET 
Rab Electric Manufacturing Co., Inc Beckley Electric Co., Inc 
@RUSSELL & STOLL COMPANY, INC.—ADV. PG Eacle Electric Nfs. Co., Inc 
THIRD COVER Gem Electric Mfg. Cc Inc 
pero Electric Corp. International Electric Fence Co., Inc 
tonco Electric Products Co Kulka Electric Mfg. Co. Inc, 
V. V. Fittings Co. — Reynolds Electric Co 
Westinghouse Electric Corp., Lighting Div Rodale Manufacturing Co., Inc 
Wheeler Reflector Cc 
Wiremold Compan 
Woodhead Co., Daniel FLASHERS, SOLENOID 
Woodward Machine Cc see FLASHERS, Magnetic 


FLANGES FLASHERS, THERMAL 
Afcolite Cable Electric Products, Inc 


Arrolet Eagle Electric Mfg. Co., Inc 
Electr Fittings Corp. Gem Electric Mfg. Co., Inc 
xedney Electric Company Inc Haft & Sons, Inc. 
ackson Electrical Company International Electric Fence Co., Ine 
“ ark Electric = Co Lee Electric, Inc 
S. W. Mfg. Co. Inc Matchless Electric Co. 
emucti ELECTRIC MFG. INC.—ADV. PG. 114 Photobell Company 
@ QUADRANGLE MFG. CO.—ADV. PG. 123 Reynolds Electric Co 
Spero Electric Corp Seaboard Electric Co. 
Ulanet Company, George 


FLARES, LINEMAN’S 
ireno Company, Inc FLASHLIGHTS, DRY BATTERY 


tandard Railway Fuse Core 
Lite Manufacturing Cc 
lities Safety Supply ¢ Inc Allbright Electric Corp 
ities Service Company Bright Star Battery Co 
Burgess Battery Company 
FLASHERS, DIMMER Carpenter M anufacturing Co 
ae Fulton Manufacturing Corp 
crectric: Gits Molding Cor 
Justrite Mfg. Co 
FLASHERS, MAGNETIC National Carbon Co 
tobell Company Olin Industries, Inc., Electrical Div 
Reynolds Electric Cc Ray-O-Vac Co 
E Electric Co 


Acme Battery Corp 
Aero-Motive Manufacturing Co 


Reynolds 


FLASHLIGHTS, HAZARDOUS LOCATION, AND 
FLASHERS, MOTOR OPERATED LANTERNS 
@CROUSE-HINDS COMPANY—ADV. PG. 66-67 eee, See eae 
Sons, Inc Burgess Battery Company 
eynoids Electric ¢ Carpenter Manufacturing Co 
enbonrt Sinrteie Fulton Manufacturing Corp 
ne Co. of Americ , Justrite Mfg. Co. 
ee Koehler Manufacturing Cc 
Mine Safety Appliances ( 
National Carbon Co 
FLASHERS, SIGN Olin Industries, Inc., Electrical Div 
see FLASHERS, Motor Operated Ray-0-Vac Co 


For Moist or Corrosive Atmospheres. Vapor and 
weather-proof design of exclusive Killark Alumalloy— 
won’t rust or corrode. In standard dome, shallow bowl 
or angle styles. Sizes 60W-500W. 


WRITE for illustrated literature 


ELECTRIC MANUFACTURING COMPANY 


Conduit Bodies + Entrance Fittings + Explosion:Proof, Vapor-Prooft, 


Vapor-Tight Fixtures + Explosion-Proof Fittings + Cluster Lights 
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FLASHLIGHTS, STORAGE BATTERY 
enter Ma 

er Man 

te Manufacturing ( 


facturing 


Jfacturing ( 


FLOODLIGHTS 
see FIXTURES, Floodlighting 


FLUX, SOLDERING 
Allen Co., Ir ti 


FLUXMETERS 
see PERMEAMETERS 


FOIL, CONDENSER 
hnston Foil Manufacturing 
K f Aluminum & Cher 
veynolds Metals Company 
Rolling Mills, Ir 


FOLDERS, SLOT INSULATION 
@ MARTINDALE ELECTRIC CO--ADV. PG. 102 


FOOTLIGHTS 
see FIXTURES, Stage Lighting 


FORMERS, SLOT INSULATION 
see FOLDERS, Slot Insulation 


FORMS, CONCRETE MANHOLE 


eveland Trencher Co 


FOUNTAINS, ELECTRIC 
jiey & Hayes 
Manufacturing Co 
rancko Electric Fountain (¢ 
veneral Electri« Apparat 
Karen Corp 


FRAMES, HACK SAW 
Blackhawk Mfg. Co 
Bridgeport Hardware Mfg 
emson Bros., In 
rescent Tool ( 
rsberg Manufacturi 
Mephisto Tool Co 
Millers Falls ( 
nap-on Tools Corg 
Thompson & Son Co., tienry | 


FRAMES, SWITCHBOARD 
see FITTINGS, Pipe Structure 


FRAMING, METAL STRUCTURE 
@AINSWORTH MFG. CORP., MULT-A-FRAME DIV 
ADV. PG. 72 
Rakit Corp 
tee! City Electric Co 
Unistrut Products Co 


FREEZERS, HOME AND FARM 
Admiral Corp 
Amana Refrigeration, Inc 
Avco Manufacturing Co., Bendix Home Appliances 
Div. 
Barkow Mfg. Co., Inc., Aug. G 
Ben-Hur Manufacturing Co. 
Borg-Warner Corp., Norge Div 
Esco Cabinet Co 
Fogel Refrigerator Co 
Foster Refrigerator Corp 
yeneral Motors Corp., Frigidaire D 
sibson Refrigerator Co 
Howard Refrigerator Co., In 
Jordon Refrigerator Co., In 
King Refrigerator Corp. 
Lindemann & Hoverson Co., A. J 
Manitowoc Equipment Works 
Motor Products Corp., Deepfreeze Appliance Div 
Paley Manufacturing Corp 
Quicfrez, Inc. 
Ryan Industries Inc. 
chaeter, Inc. 
ervel, Inc 
Thor Coro 
United Refrigerator Co 
Jniversal Major Elec. Appliance Cc 
Victor Products Corp 
Westinghouse Elec. Corp. (Appliance Div 
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For all Metals 


SAFE FLUXES °¢ FAST FLUXES 
FLUXES FOR HARD TO SODER METALS 


Send for Chart—Samples 
Answers to your problems 


® Sold only thru Distributors 


L. B. ALLEN CO., Inc. 
6703 BRYN MAWR AVE. 
CHICAGO 31, ILL. 


FREEZERS, iCE CREAM 


hicago Electric M acturing 
Fogel Refrigerator Co 

Foster Refrigerator Corp 
Howard Refrigerator Co., Ir 
Jordon Refrigerator Cc Ir 
Paley Manufacturing ( 
Porter Corp., J. & 
chaefer, Inc 

sweden Freezer Manufacturing ( 


Ort 


Taylor Bros. Churn Co 
White Mountain Freezer Co. Inc 


FRYERS, COMMERCIAL DEEP FAT 
Dulane Inc. 
Eastern Metal Products C 
Miller & Carrell Mfg. Co 


FRYERS, HOUSEHOLD DEEP FAT 
Burpee Can Sealer Co 
Century Products Works In 
Chicago Electric Manufacturing 
Dominion Electric Corp. 
Dulane Inc 
Eastern Metal Products C 
Finders Manufacturing Co 
Landers, Frary & Clark 
Westinghouse Elec. Corp. (Appliance Div.) 


FULLERBOARD 
see PAPER, Fullerboard and Pressboard 


FUNNELS, CABLE 
see SHIELDS, Duct 


FURNACES, ARC 
tokes Machine Co., F. J 
Westinghouse Electric Corp 


FURNACES, INDUCTION 
see HEATERS, Induction 


FURNACES, RESISTANCE 
Ajax Electric Co., Inc 
Bellevue Industrial Furnace 
ooper Company, D. C 
Electric Furnace Co 
Faicon Equipment Co 
General Electric Co., Apparatus Sa 


Hagan Co., George J 


I 5 tern F use Div 
Tr Fuse Manufacturing 
@WARE FUSE CORP.-ADV. PG. 136 


FUSES, DUMMY PLUG 
see PLUGS, Dummy Fuse 


FUSES, GLASS TUBE 
see FUSES, Non-Renewable Low Voltage 


FUSES, HIGH VOLTAGE 
Bra Manufact Cort 
turing Co 
W. N. Matthew 
sed Fuse Co 


ring 


Pp. 
Engineers Equipment Co 
Electric Co., Apparatu 
rp., James R 


Engineering Corp 


Electri 
CO Power Equipment Corp. 
Westinghouse Electri orp. (Pittsburgr 


FUSES, LINE AND STATION 
Bussmann Manufacturing Co 
Chance Co., A. B., W. N. Matthews Div 
uro-Test Corp 
eneral Electric Co Apparatus Sales D: 
Kearney Corp., ames R, 
Reliable Electric 
tar Fuse 0 Inc 
‘ Power Equipment 


FUSES, NON-RENEWABLE LOW VOLTAGE 
Bussmann Manufacturing Co. 
Chance Co A. B W. N. Matthews Div 
hase-Shawmut Co 
Commercial Enclosed Fuse Co 
ro-Test Corrs 
Eagle Electric Mfg. Co., Inc 
Economy Fuse & Manufacturing Co 
Excel Fuse Company 
em Electric Mfg. Co Inc 
eneral Electric Co., Construct 
Jefferson Electric Co. 
Kirkman Engineering Corp. 
ittelfuse, Inc. 
Monarch Fuse Co., Ltd. 
Pierce Renewable Fuses, Inc 
Royal Electric Company, Inc 
Titeflex, Inc., Great Western Fuse Div 
Trico Fuse Manufacturing Co 


@WARE FUSE CORP.—ADV. PG. 136 


FUSES, NON-RENEWABLE PLUG 
Beckley Electric Co., Inc 
Bussmann Manufacturing Co. 
Cable Electric Products, Inc. 
hase-Shawmut Co. 
Commercial Enclosed Fuse Co 
ependable-Elec. Mfg. Co. Inc 
Duro-Test Corp. 
Eagle Electric Mfg. Co., Inc. 
Economy Fuse & Manufacturing Co. 
Excel Fuse Company 
Gem Electric Mfg. Co., Inc. 
General Electric Co., Construction Materials 
General Electric Co., Wiring Device Dept 
Jefferson Electric Co 
Kas-Kel Electric Co. Inc 
Kirkman Engineering Corp. 
Pierce Renewable Fuses, In 
Rodale Manufacturing Co., Ir 
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GEM 


The HOME of 
MAJOR 
PLUG 


and 


CARTRIDGE 
FUSES 


RENEW ABLE 
AND 
NON-RENEW ABLE 
CARTRIDGE FUSES 
0 to 600 AMP 250 VOLT 


ms F 


WIRING DEVICES 
CORD SETS 
EXTENSIONS 

TROUBLE LIGHTS 

ELECTRICAL SPECIALTIES 














ELECTRIC MFG. CO., 
.. BROOKLYN 32, 


INC. 


237-37th ST De we 








G-E RENEWABLE FUSE 
improved 4 ways 


FERRULE 


1. Silver-plated electrical contact areas 
keep the new G-E fuse from overheating 
because of copper oxidation. 

2. New link design gives accurate protec- 
tion, plus freedom from blows caused by 
harmless momentary overloads. 

3. Only two parts to remove when re- 
placing links. 

4. Solid brass fittings and thick fiber cas- 
ing make the new G-E fuse exceptionally 
rugged. 

Section D103-F18, Construction Materials Divi- 
sion, General Electric Company, Bridgeport 2, 
Connecticut. 


Ge Can pre pour confatence na— 


GENERAL ELECTRIC 
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FUSES, OPEN LINK 


FUSES, POWER 
see FUSES, Line and Station; FUSES, Non- 
Renewable Low Voltage; FUSES, Renewable 
Low Voltage 


FUSES, PRIMARY 
see FUSES, Line and Station 


FUSES, RENEWABLE LOW VOLTAGE 


@WARE FUSE CORP. ADV. PG. 136 
FUSES, angie PLUG 


Manuf 


eneral Electr " tr aie Mate Div 
@GRAYBAR ELECTRIC COMPANY, INC.—ADV. PG 
2 
e Renewable 


ta F 


FUSES, THERMAL CUTOUT 
see CUTOUTS, Thermal 


FUSES, TIME DELAY 
ann) Manufact 
hance Cc A 
hase-Shawmut ({ 
mmercial Enclosed 
Eagle Electric Mfg 


ise & Manufa 


efferson Electric 
rkman Engineering 
ttelfuse, I 
Monarch Fuse Co ltd 
Renewable Fuse 
Electric Company 
ar Fuse ( In 
I sreat Western Fuse [ 


Titefilex 


Trico Fuse Manufacturing 
@WARE FUSE CORP.--ADV. PG. 136 


G 


GAGES, ELECTRONIC MEASURING 
matic Temperat ntr , In 
Bailey Meter ( 
Bogue Electric 
Bc iborat 
Brush Electron 
Dice C J. W 
Electronic Cont 
seneral Electric Co 
Company 
yratories. Ir 
Westinghouse Elect 


Photobe 


Tech Latx 


GAGES, FEELER 
Blackhawk Mfg 
xeneral Hardware Mfg 
Kastar, Inc 
Martindale 
Millers Falls Co 


Electri 


PIERCE 


Quality Hor | A | 
Renewable | ii 


FUSES 


* Pierce screen vented 
construction prevents 
fuse blowing during 
safe overloads — keeps 
fuses 10% to 40% 
cooler — prevents after 
blows by allowing 
gases and pressure to 
escape readily — gives 

to 8 times longer case 
life. The Pierce Tubular 
Arch provides greater 
overall strength — plus 
constantly perfect clip 
contact and knife align- 
ment. 


\EWABLE 


Also manufacturers of 
Cartridge, Plug and 
Non-renewable Fuses. 


WRITE TODAY for fac- | 
tual Pierce booklet on 
avoiding unnecessary 
blows due to heat. 


PIERCE 


RENEWABLE ‘Si | 


FUSES, INC. 


Leicester, New York 


Quality Tools orp 
tarrett ympany, L 


fe Drop Forge & Tool C 


GAGES, GAP 
see TOOLS, Armature Repair 


GAGES, STRAIN 
Eitzen ( Lou 
eneral Electr Co., Apparatus 


Photobe mpany 


GAGES, THICKNESS 
Automatic Temperat 
Dice Co., J. W 
DoAl! Company 

itzen Co., Louis C 
xeneral Electric Co App aratus Sales 0 
yeneral Hardware Mfg ri Inc. 

astar In 
Millers Falls Co 
Proto Tools 


tarrett Company 


GAGES, TRANSFORMER OIL LEVEL 
itomatic Temperature Control Co., i 
“ isto! Company 
Rocheste Manufact ng o., Inc 


GAGES, WIRE 
Eitzen Co., Lo “ 
Hardware Mfg. C 


tarrett npany, | 


senera 


GAINERS, POLE 
see MACHINES, Pole Gaining 


GAINS, METAL POLE 
xeneral Electr Co., Locke Department 
Kortick Manufacturing Co 
f pat Ir Fittings Co 
n & Stee! Corr 


GALVANOMETERS 
onsolidated Engineering Corp 
»-M Laboratories Inc 
seneral Electric , Apparatus Sa 
ia arion Electrica! Instrument Co 
halicross Mfg. Co 
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Triplett Electrical Instrument Co GENERATORS, A. C. General Electric Co., Apparatus Sales Dtv 
Weston Electrical Instrument Corp Allis Co., Louis Hertner Electric Co. 
Allis-Chaimers Manufacturing Co Howard Industries, Inc 
American Electric Motors Inc. Ideal Electric & Manufacturing Co 
GAPS, PROTFCTIVE Bogue Electric Manufacturing Co Kurz & Root Co., Inc. 
see ARRESTERS, Power Line Lightning Brown Boveri Corp Marathon Electric Mfg. Corp. 
Century Electric Co Marble Card Electric Co 
C J tion Measurements Lab Moon Manufacturing Co 
GASES, RARE et eon fis c ; i Motor Generator Corp., Hobart Brothers Affiliate 
Voltarc Tubes, Inc Dalmotor Company, In Pioneer Gen-f Motor Corp. 
Eicor, Inc , Star-Kimble Motor Div. 
. Vestinghouse Electric Corp. (Pittsburgh 
Electric Machinery Mfg. Co. We ghouse ec 
GASKETS, APPLIANCE @ELECTRIC Puwon POAiS CORPORATION—ADV. Winpower Mfg. Co 
Acme Manufacturing & Gasket Co 91 
Auburn Manufacturing Co Electric Products (¢ GENERATORS, DOUBLE CURRENT 
aie eh eng Electro Engineering Products Co., | Bogue Electric Manufacturing Co 
Mica Insulator Co Elliott Company ee Se oe \ 
Penn Fibre & Specialty Co Empire Corp v cu 
Wilmington Fibre Specialty C Fairbanks, Morse & Co 
General Electric Co., Apparatus 


ntinental Electric Co., Inc 
Electric Snecialty Co 
rs Empire Coro 
2@0rat orp « a > 
GASKETS, CONDUIT FITTING ee Fairbanks, Morse & Co 
Hallett Manufacturing Co General Electric Co., Apparatus Sales Div 
Adalet Mfg. Co Hertner Electric Co Hertner Electric Co 
Appleton Electric Co Homelite Corp pcr Age snc . 
Arrolet Corp Howard Industries, Inc Howard Industries, Inc 
Auburn Manufacturing Ideal Electric & Manufacturing Co Marble Card Electr c Co 
@ CROUSE-HINDS COMPANY ADV. PG. 66-67 Janette Electric Mfg. Co Stator Generator Corp Hobart Brothers Aff 
Electrical Fittings Corp Kato Engineering Co Pioneer Gen-E-Motor Cort 
yedney Electric Company Inc Kurz & Root Co., Inc . ‘ ; i 
Killark Electric M‘g. Co Leland Electric Co. Winpower Mfg. Co 
Penn Fibre & Specialty Co Marathon Electric Mfg. Corp 
Pyle-National Co Marble Card Electric Co GENERATORS, ELFCTROPLATING 
Vv. V. Fittings Co Viaster Electric Company see GENERATORS, Platina 
Viotor Generator Corp., Hobart Brothers Affiliate 
Onan & Sons Inc., D. W Ti 
GASKETS, JUNCTION BOX Pioneer Gen-E-Motor Corp GENFRATORS, ELECTROTHERAPEUTIC 
Adalet Mfg. Co Porter-Cable Machine Co Battle Creek Equipment Co 
Appleton Electric Co tar-Kimble Motor Div 
Auburn Manufacturina Co Westinghouse Electric Corp. (Pittsburgh GENERATORS, HAZARDOUS LOCATION 
@CROUSE-HINDS COMPANY-—-ADV. PG. 66-67 Winpower Mfg. Co Allis Co., Louis 
Killark Electric Mfg. Co Bogue Electric Manufacturing Cc 
+ e Pig  mall GENERATORS, D. C. CONSTANT CURRENT Eicor, Inc 
V. V. Fittings Co. aie i Fairbanks, Morse & Co 
lis Co., Louis General Electric Co., Apparatus Sales D 
Bogue Electric Manufacturing Co Georator Core 
GASKETS, REFRIGERATOR DOOR Century Electric Co nang 
Auburn Manufacturing Co Continenta Electric Co., Inc Westinghouse Electric Corp. (Pittsburgh 
Dalmotor Company, Inc oO f oO 
GATE-OPERATORS, AUTOMATIC Enctric Seovietee Co. rican 
- . Electric peciajty Co sn 
Electric Power Door Co Electro Engineering Products Co., GENERATORS, HOME LIGHTING 
Montgomery Elevator Co Elliott Company see PLANTS 
Peelle Co Empire Corp 
Photobel! Company Fairbanks, Morse & Co GENCRATORS HOUSEHOLD OZONE 
Robot Appliances, Inc General Electric Co Apparatus Sale v 4 4 + ME C 
Hertner Electric Co. New York Flu rescent 9. = 
Howard Industries, Inc sun Kraft Health Products, Inc 
GEARMOTORS Ideal Electric & Manufacturing Co 
see MOTORS, Gear Kurz & Root Co., Inc GENERATORS, INDUSTRIAL OZONE 
Marble Card Electric Co. n Kraft Health Products, Inc 
Motor Generator Corp., Hobart Brothers A 
GEARS AND PINIONS, FIBRE AND FABRIC Pioneer Gen-E-Motor Corp 
‘ Porter-Cable Machine Co GENERATORS, MAGNETO 
Vitalic Battery Co., Inc Electric Tachometer Corp 
Chicago Rawhide Manufacturing Co Westinghouse Electric Corp Pittsburgh) General Electric Co., Apparatus Sales wiaa 
Continental Diamond Fibre Co Winpower Mfg. Co 
€arle Gear & Machine Co GENERATORS, MOTOR 
Grant Gear Works, Inc GENERATORS, D. C. SHUNT AND COMPOUND see MOTOR-GENERATORS 
Massachusetts Gear & Tool Co Allis Co., Louis 
Penn Fibre & Specialty Co lis Chal A f 
Perkins Machine & Gear Co Soe Ge teen oe GENERATORS, PLATING — 
Philadelphia Gear Works, Inc Ch ~ it gage ’ Bogue Electric Manufacturing Co 
Shandeysson Electric Co i. Elect Co 
spauiding Fibre Company, Inc ( . Chandeysson ectric © 
Sontinental Electric Co., Inc - 
Universal Gear Corp Dalmotor Company, Inc Electric Products Co 
Wilmington Fibre Specialty Co ' pany, Empire Corp. 


Eicor, Inc. f , 
i c acturing Co 
Electric Auto-Lit Ideal Electric & — acturing 


e Co 
GEARS AND PINIONS, METAL @ ELECTRIC POWER PLANTS CORPORATION—ADV Kurz & Root Co. 


Adams Company 
Chicago Gear Manufacturing Co 


Motor Generator Corp., Hobart Brothers Affiliate 


Adams Company Electric Specialty Co. 
a Pee Electro Engineering Products Co., In GENERATORS, STEAM 
ee eee ee Elliott. Company see BOILERS, Steam 
Earle Gear & Machine Co Empire Corp 
Falk Corp F banks ger 
Flood City Brass & Electric Co eatin yr en , a GENERATORS, WELDING 
Grant Gear Works, Inc Hallett Manufacturing Co see GENERATORS, D.C. Constant Current 
—_ a Ry 3 , < Hertner Electric Co 
linois Too orks, Shakeproo iv Homelite Corp GINS, HOISTING 
Massachusetts Gear & Tool Co. Howard Industries, Inc Gi 
Michigan Tool Co., Cone-Drive Gears, Div Ide r Elect pay Pen ae see POLES, Portable Gin 
Perkins Machine & Gear Co aon sree TOD SA 
‘ ; ( i Co 
Philadelphia Gear Works, Inc Kurz & Root Con Inc GLASSWARE, ILLUMINATING 
ayes Seunty S Watiee Ce Leland Electric Co see GLOB‘S, Glass; GLOBES, Ornamental; 
ee 0 erman a 1 
Terry Steam Turbine Co oat age tego REFLECTORS, Glass, and Shades 
arble ur ec Co 
Universal Gear Corte A as 
Westinghouse Electric Corp Pittsburgh) M — . Bec st — = GLOBCS, ane 
Moto r Generator Corp. Hobart Broth Ar t Applet Ele uM 
nan & Sons Inc D. W Corning Glass W vhan 
GEARS AND PINIONS, MOLDED PLASTIC p an Ele Ste es Elite Glass C 
eeriess fectri 1 
Flood ty Brass & Electric Co Pioneer Gen-E-Mot« or Corp Line Mater at : 
— ——. tie Star-Kimble Motor Div sell & to! f mpany 
viica nsulator J. 
Perkins Machine & Gear Co. 
Philadelphia Gear Works, Inc 


Westinghouse Electric Corp. (Pittsburgh 
—— “i bs GENERATORS, D. C. THREE-WIRE RS 


Allis Co., Loui aplal €c 
GEARS AND PINIONS, RAWHIDE hie oalnars Wnitiainiien, € » Materia 
f n Manu uring Cc Bogue Electric Manufactur re 
ee ee —— a GLOBES, VAPORPROOF 
& Machine Co handeysson Electric Co. A f , 
Ge Continental Electric Co., Inc 
Electr Products Co @ cRouse. MINDS = —ADV. PG. 66-6 
Electr Engineering Products Cx In ali 
Elliott Company HOLOPHANE. COMPANY, INC.—ADV. PG. 103 
GEARS, SILENT Empire Corp Jackson Electrical Company 
see GEARS and Pinions, Fibre and Fabric Fairbanks, Morse & Co Killark Electric Mfg. Co 


Westinghouse Electr Corp sbure tings \O 
Winpower Mfg. Co We & Biheller Merchand 
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eptune-Power Plus Pr 


Pyle-Nationat Co 
@RUSSELL & STOLL COMPANY, INC -—-ADV. PG 
THIRD COVER 
pero Electric Corp 
/. Fittings Co. 


GLOVES, LINEMAN’S LEATHER 
ndustrial Products C 


GLOVES, RUBBER 


a 
ry & Co., W. H 


GOGGLES, SAFETY 


afety Appliance 
Vifg. Co 
GOOSENECKS, CONDUIT 


e Product 


Fitting 
ting 


acturing 


GOVERNORS, MOTOR SPEED 
GREASES, LUBRICATING 

see OILS, Lubricating, and Greases 
GRIDDLES, COMMERCIAL 


Heat 
i } 
Mig 
} 


any 


GRIDDLES, HOUSCTHOLD 


tove Manuf 


GRIDS. RESISTANCE 
see RESISTORS, Unit 


GRINDERS, COMMUTATOR 
@ MARTINDALE ELECTRIC CO—-ADV. PG. 102 
GRINDERS, PORTABLE ELECTRIC 

see DRILLS, Portable Electric 
GRINDERS, PORTABLE HAND 


ecker Mfaq 


CFE ELECTRIC TOOL CORP 


ELECTRIC TOOLS, INC 


GRIPS, CORD STRAIN RELIEF 
see PLUGS, Attachment; RELIEFS, Strain 


GRIPS, FISH TAPE 


GRIPS, TUBULAR RUBBER 
f ‘ T Tela} Rubber 
boer Co. 


GROMMETS, PLASTIC AND RUBBER 
Adalet Mf 


yenera ¢ 


J 
ent 


Manufact 


ELECTRICAL CONSTRUCTION AND MAINTENANCE 


GROUNDS, CONE AND PLATE 


ackt per 


GROUNDS, WIRING 
see CLAMPS, Inside Wiring Ground; CLAMPS, 
Transmission and Distribution Wiring Ground; 
RODS, Ground 


GROWLERS, ARMATURE 
@ MARTINDALE ELECTRIC CO.—ADV. FG. 102 
i P Manufact na y 


GUARDS, FAN 
see BLADES, Fan and Blower, Wheels 
Guards 


GUARDS, FIXTURE 
@CROUSE-HINDS COMPANY—ADV 


k Elect 


GUARDS, FLUSH SWITCH 
see PLATES, Flush Switch and Outlet 


GUARDS, GUY 


GUARDOS, LAMP 


f 


Electr Mf 
Vifg 


@MULTI ELECTRIC MFG INC.—-ADV. PG 
@RODALE MANUFACTURING CO., INC 
124 


114 
ADV. PG 


GUARDS, MANHOLE 


GUARDS, POLE 


f 


GUARDS, THREAD 
see PROTECTORS, Conduit Thread 


GUARDS, TREE WIRE 
GUIDES, CABLE PULL-IN 


GUNS, SOLDERING 
see IRONS, Electric Soldering 


GUTTERS, AUXILIARY WIRING 
see DUCT, Power 


H 


HACKSAWS, HAND 
see FRAMES, Hack Saw 


HACKSAWS, INSULATED 
see TOOLS, Insulated Hand 


HAMMERS, MACHINIST'S 
Blackhawk Mfg. Co. 
Champion DeArment Tool Co 
heney Hammer Corp., Henry 
Ideal Industries, Inc. 
Mephisto Tool Co. Inc 
Palmer Welloct Tool Corp 
Snap-on Tools Corp. 
stanley Tools 
Vichek Tool Co. 


HAMMERS, PORTABLE ELECTRIC 
Black & Decker Mfg. Co 
chicago Pneumatic Tool Co 
Master Vibrator Co 
Millers Falls Co. 
kil Corporation 
nap-on Tools Corp 
yntron Company 
Tempo Products Co. 

Thor Power Too! Company 
Waveland Electric Co. 
Wodack Electric Tool Corp 


HANDLES, INSULATED 
see GRIPS, Tubular Rubber; TOOLS, Insulated 
Hand 


HANDLES, PORTABLE LAMP 
Baker McMillen Co. 
Cable Electr Products, In 
jlade Mfg. Co 
Industrial Products Co 
s-Kel Electric Co. In 


Martindale Electric Co 
Rattan f > 


Vifg. Co 
@RODALE MANUFACTURING CO., INC.-ADV. PG. 
124 


HANDLES, WOODEN APPLIANCE 
Baker McMillen Co. 
tes & ns, E. B. 
tiles Company, H. A 


HANGERS, BALL JOINT FIXTURE 

@CROUSE-HINDS COMPANY—-ADV. PG. 66-67 
Gedney Electric Company In 
Miller mpany 

@ QUADRANGLE MFG. CO 
R . St 


ussel 


ADV. PG. 123 
Company 
mplet Electri 


QVAD. 


STEEL 


SWIVEL 
HANGERS 


USE 
WITH 
QUAD 
REFLECTORS 


The hanger featured is used to align 
fixtures perfectly when hung from steep- 
est roofs, or from ceilings that are flat, 
slightly sloping, or sharply inclined. The 
QUAD line of Swivel Devices includes 
Swivel Shock-Absorbers and Swivel 
Canopy wiih knockout for switch. 


The entire line is shown in our Catalog 
No. 7 where complete details may be 
obtained. 


QUADRANGLE MFG. CO. 
32 S. PEORIA ST. 
CHICAGO 7, ILLINOIS 
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MINERALLAC 


Steel HANGERS, CLIPS, STRAPS 
/ 


Minerallac Cable, Conduit and Mes- 
senger Hangers are STEEL. Easier, 
quicker to install; permit speedy, com- 
pact wiring: economical. Also in Ever- 
dur .. . Porcelain Insulating Bushings 
available. “ee 

Jiffy STEEL Clips (Pipe-clamp) require 
only one screw, nail or bolt; rib-strength- 
ened; for hanging pipe, conduit, BX 
cable, mounting coils, etc. Millions in 
use. * ee 

Stee] Straps for Messenger-cable serv- 
ices on outlet boxes; may be used in 
conjunction with hangers. 

. 7 . 

Order from your Electrical Wholesaler. 

Send for literature. 


MINERALLAC ELECTRIC COMPANY 
25 North Peoria Street Chieago 7, tll!nols 


HANGERS, CABLE 
see RINGS, Cable and Hangers; ROLLERS, 
Cable 


HANGERS, CLOCK 
see OUTLETS, Hanger 


HANGERS, CONDUIT 
Adalet Mf 
Appleton Electr 
@BLACKHAWK INDUSTRIES—-ADV. PG. 94 
Bla Manufacturing Co 
Cope tT. J 
@CROUSE-HINDS COMPANY 
Fullman Manufacturing ( 
Gedney lectr nd any 
Killark Electric Mfg 
Korns ( 


eM. & W 
107 


ADV. PG. 66-67 


ELECTRIC MFG 


Red 
Richards Company 
Simplet Electric 
teel City Electri 
per-Grip Anchor f& 
Thomas & Betts 
Unistrut Products 
Victor Speciait 
Western Wire F 


es 


HANGERS, CORD 
see ADJUSTERS, Cord 


HANGERS, DISCONNECTING FIXTURE 
Malleable Ir Fitt 7 
Pyle-Nationa 
mplet tlectr 
Thomas & Bett 
Thompson E ¢ 


HANGERS, FAN 
see OUTLETS, Hanger 


HANGERS, FIXTURE 
Appieton Electri 
Cir Light | 


( bia £ 


GET WHAT YOU NEED... , 
TW dad 


WIRING MATERIALS 


@ Jiffy Lock Adjustable 
Bar Hanger 


Snap-In Blanks 
12" to 2” size 


Clamp-In Box Holder 


Solder Dipper 


Line Up Washers 
No-Kink Fish. Tape 


Hamilton Slipstick 
Wire Lubricant 


“J” Nustyle Nailklip 


Boring Attachment 
for Electric Drills 


“J Cable Staples 

“J” One Hole Straps 
"J" Two Hole Straps 
Snapx Cable Connectors 
Outlet Box Covers 


@ Perforated Strap Iron 





TIME SAVING TOOLS 


@ Jifiy Adjustable 
Metal Hole Cutter 


Drill Press Cutter 


Conduit Bender Vise 


TRI-SAW ATTACH- 
MENT for Electric Drills 


Write for complete descriptive catalogue. 


ClydeW Lint 


2323 WEST 18th STREET, 


SPECIALTIES 


@ Olympic Meters, Reels 
and Stands 


@ Detectalarm 
@ Push-A-Bout Ladders 


@Hazel Watson 
Cord GUIDES 


@ Standard Porcelain 
Knobs, 
Stubs & Cleats 


@ Pole Line Hardware 
Wire Holders, 
House Brackets, 
Secondary Racks 











CHICAGO 8 


GEDNEY 


PIPE STRAPS, 
CLAMP BACKS, 
NEST BACKS 


One-Hole Pipe Straps, Clamp 
Backs and the handy Nest 
Backs. These supplementary 
spacers nest firmly behind the 
Clamp Backs. Use as many as 
you need to hold pipe at de- 
sired distance from wall or 
ceiling. Malleable iron... hot 
dip galvanized. 


Gedney Fittings FIT 


GEDNEY 


ELECTRIC COMPANY 


DN 


RKO BLDG. * RADIO CITY * NEW YORK 20 
Factory and Shipping Point 
Terryville, Conn 


Foundry 


@CROUSE-HINDS COMPANY—ADV. PG. 66-67 
@ CURTIS LIGHTING, INC.—ADV. PG. 89 
@DAY-BRITE LIGHTING, INC.—ADV. PG. 54-55 
sedney Electric Company Ir 
ark Electric Mfg. Co. 
Miller Company 
Modern Light Co. of St. 
@MULTI ELECTRIC MFG. INC 
Northern Light Company 
Paine Company 
Pyle-Nationa 
Richards Company R 
Russe & Stoll Compar 
tt Electric Co. 
ty Electric Co. 
Unistrut Products Co. 
V. V. Fittings Co. 
Westinghouse Electr rf 
Williams Products Cc H. E. 


inc. 


ADV. PG. 114 


(Pittsburgt 


HANGERS, FIXTURE LOWERING 
see HANGERS, Disconnecting Fixture 


HANGERS, INDUSTRIAL LAMP 
see HANGERS, Disconnecting Fixture 


HANGERS, INSULATED LAMP 
see FIXTURES, Street Lighting 


HANGERS, MESSENGER WIRE 


Diamond 
Miller Company 
Minnerallac Electric C 
Multi Electric Mfg., Ir 
iver Iron & Steel Cor 
Pyle-National Co 
Seyler Manufacturing 
Simplet Electric Co. 


alk Horseshoe 


Co 


HANGERS, OUTLET BOX 
@ALL-STEEL EQUIPMENT, INC.—ADV. PG 
Appleton Elect Co 
Arrolet re 
Arrow Conduit & Fittings Corp 
@BLACKHAWK INDUSTRIES—ADV. PG. 94 
Burbank Electrical Products 
era! Electric Co., Construction Materials Div 
Electr Wiring Device Dept 
Engineering ( 
Manufacturing Co., F. D. 
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HANGERS, PIPE 
see HANGERS, Conduit 


HANGERS, SHOCK ABSORBING FIXTURE 


et Mfc. C 


ppleton Electr e 


@ ROUSE. MINDS company ADV. PG. 66-67 


HARDWARE, INSULATOR 


see INSULATORS, Porcelain High Voltage; 
FITTINGS, Insulator; YOKES, Strain Insulator 


HARNESS, WIRING 
en Products C 
American Electric Cable 
khawk Industries 
bbe Electric Product 
rol Cable Co. 
ntinental Copper & 
Wire & Cable Div. 
rnish Wire Co. Inc. 
ependable-Elec. Mfg. C 
Electri-Cord Manufactur 
ectric Auto-Lite Co. 
Electrical Assemblies, Inc 
justrial Wire Products 
nterstate Mfg. Corp. 
fassey, Inc., A. H. 
stic Wire & Cable Cort 


e A 


ng ( 


HARNESSES, SAFETY 
see BELTS, Lineman’s 


HARPS, SHADE HOLDING 
see HOLDERS, Shade 


HEADERS, HERMETICALLY SEALED 
see TERMINALS, Hermetically Sealed 


HEADPHONES, TELEPHONE 
see TELEPHONES 


HEADS, CA3LE PULLING 
see GRIPS, Cable and Wire 


HEATERS, AQUARIUM 


eatmore 


HEATERS, CARTRIDGE 


see HEATERS, Commercial Immersion; HEAT- 
ERS, Strip and Cartridge 


HEATERS, CEILING AND LIGHTING FIXTURE 
sctriglas Cort 
Tone, 


} 
HEATERS, DIELECTRIC 
see HEATERS, High Frequency 
HEATERS, ELECTRIC WATER 
see TANKS, Hot Water Supply 


HEATERS ELECTRONIC 
see HEATERS, High Frequency 


HEATERS, FAN TYPE 


ELECTRICAL CONSTRUCTION AND MAINTENANCE 


@wiecano co. EDWIN He ADV PG. T37 


HEATERS, ORGAN CHAMBER 


den sary 


I jinee } Equip. Co., Inc 
a @ WIEGAND CO EDWIN. L—ADV. PG. 137 
Wesix ectr Heater 
@WIEGAND Cu., EDWIN ADV HEATERS, PORTABLE ENCLOSED 
Wing Manufacturing L. J Acme Electr Heating Co 
Am erican Air Filter , Inc 
WEATERS, FAUCET w tebe rst em 


Electrig as Corrs 


, Herman Nelson ! 


Seckley E lectrom fe rp 
Manufacturing Cc 


nerson Electric 
t ompan Inc 
HEATERS, FORGING said Car Heating & Ltebaine Co 
see HEATERS, Rivet La Salle Products, Inc 
Markel Electr Products, Ir 
Master Appliance Mfg. Co 
HEATERS, GLUE Paley Manufacturing Corp 
see POTS, Glue Thermador Electrical Manufacturing Co 
Titan Manufacturing Co., Inc 
Wesix Electr He a Co 
Westinghouse c Corp. (Pittsburgh) 
PG. 137 


HEATERS, HIGH FREQUENCY 
t @ WIEGAND CO. EDWIN L—ADV. 


Alax Electrotherr 


HEATERS, PORTABLE RADIANT 
Ambory Corp 
Armstrong Products Corp. 
Arvin Industries, Inc 
Cavalier Corp 
Chicago Electr Manufacturing Co 
Doyle Company, J. E. 
Electrigilas Corp. 
Emerson Electric Manufacturing Co. 
Folsom Company, Inc. 
Heatmore, Inc 
Acra Industrial Elect La Salle Products, Inc 
Ambory rp. Markel Electric Products, Inc 
Borg-Warner ( h Perfection Stove Company 
Chemex Corp Pryne & Company, Inc 
Cooper Company, Radiant Heater Corp. 
Shepler Manufacturing Co. 
Thermador Electrical Manufacturing Co 
Thermoray Corp. 
Titan Manufacturing Co., Inc. 
Wesix Electric Heater Co. 
Westinghouse Electric Corp. (Pittsburgh) 
@ WIEGAND CO., EDWIN L—-ADV. PG. 137 


HEATERS, IMMERSION 


Acme Electr Heating ( 


HEATERS, PORTABLE ROOM 
see HEATERS, Portable Enclosed 


HEATERS, RADIATOR TYPE 
see RADIATORS, Fluid Type Electric 


an Electric Cx 
Waage Electric Inc 

low Electric Mfg 

six Electric Heater 





Electr rc Pittsb rgt 


W ngt f 
@ WIEGAND CO., EDWIN | ADV. PG 137 


HEATERS, INDUCTION 
see HEATERS, High Frequency 


aan, INFRA-RED 





Wesix Electric Heater C 
@WIEGAND CO., EDWIN L—-ADV. PG. 137 

















HEATERS, KNIFE 
see HEATERS, Tool 


HEATERS, LIQUID CIRCULATION PIPE 


We x Electr Heater C 
@WIEGAND CO., EDWIN L—ADV. PG. 137 


HEATERS, MILK-HOUSE 
Ambory Cort 


= a NATIONAL PRICE 
one | SERVICE 


HENDERSON-HAZEL 
ee] ite] Vile], | 


1360) EUCLID AVENUE 
CLEVELAND 12, OHIO 
mecuglh 


cturing ( so 
he ater Co. 


npany, Jot 
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HEATERS, RIVET Heat Seal-It Company 
Cheston Co., Frank C Heatube Corp P 
Hauck Manufacturing Co Industrial Engineering & Equip. C Inc 
Syntron Company 
Titan Manufacturing Co., Inc 
— SOIL Waage Electric Inc 
ye | Electric Watlow Electric Mfg. Co 
@WiEcANo co., EDWIN L—ADV. PG. 137 Westinghouse Electric Corp. (Pittsburgh) 
@WIEGAND CO., EDWIN L.—ADV. PG. 137 
HEATERS, SOLDERING IRON 
Am va A Corp HEATERS, TANK 
Inst Corp. Acme Electric Heating Cx 
yor Ru ural Electric Co : Acra Industrial Electric Co 
A elt 20 Manufacturing Ambory Corp. 
hepler Manuf — ng C Cooper Company, D. C 
wun clectr , Dalton Electric Heating Co 
Wa Mtg Co., P Falcon Equipment Co , 
Ford Steel Products Corp. 
HEATERS, SPACE seneral Electric Co., Apparatus 
{ Heatube Corp 


A. G. E., Inc., Bryant Heater Div 
Acme Electric Heating Co Industrial Engineering & Equip. Co 
A ndustrial Electric Co International Electric Fence Co. Inc 
8 Co., Ir Midget Heater & Specialty Co 
ig} Mor-Flo Heater Corp 
Phillips Manufacte uring Co. Inc 

rp Queen Stove Works 

Radiant Glass Heating Cort ta-Warm Electric Co 

till-Man Company 


" Manufacturing 
Forge Co 


orp 


Thermal Syndicate, Ltd 

Tuttle & Kift 

Wat w Electr Mfg. Co 

Wesix Electric Heater Co 
C 


@GRAYEAR ELECTRIC COMPANY. INC.—ADV. PG. 2 Westinghouse Electric Corp. (Pittsburgh 

Hart seller Fan Co @WIEGAND CO., EDWIN L-ADV. PG. 137 
yr Segnmarng & Cap. Gy Ue HEATERS, TOOL 

1 Salle Products, 


nergan Manufacturir 


rp 


ny, Ine 


Acme Electric Heating Cc 
Op-Al Elect. & Manufacturing C 
yon Rural Electric ste Worm Electri ( 

etric 


e Mfg Co 
@WIECAND CO., EDWIN L.—ADV. PG. 137 


Viarkel Electric Pr 
Master Appliance Mfg 
Master V.brat ( 
Meier Electr e Co., | HEATERS, UNIT ELECTRIC 
f ‘ Fe ment ic 
ve vad ’ “ Ambory Cor¢ 
raley wom f Cavalier Cort 
Peer es Manufacturing Continental Radia Heating 
Per ytove Compan oper Company, 
amagly . Electriglas Corg 
ha mere ‘ Electromode Cort 
Falcon Equipment Co 
seneral Electric Co., Apparatus Sales 
Heatmore, In 
Ilg Electric Ventilating Co 
La Salle Products, In 
yon Rural Ele 
Markel Electr >rodu 
Viaster Appliance Mfg 
Aeie ect ® A h » € 
Westinghouse f t Pittsburgh) Sloe A roel , - “ ne 
@WIEGAND CO., “EDWIN \ ADV. PG. 137 ps sley hee fact or Cort 
Wing Manufacturin« ° sewage < th 
Ving Manufacturing Co., J hermador Electrical Manufacturing Cc 
Tuttle & Kift, Inc 
HEATERS, STATIONARY ROOM Vulcan Electric Co 
A Electric He ating Co, Waage Manufacturing C 
tr o., Frank Watlow Electric Mfg. Co 
Wesix Electric Heater Co 
Westinghouse Electric Corp. (Pittsburgh) 
Heating Corp @WIEGAND CO., EDWIN L.—ADV. PG. 137 
Wing Manufacturing Co., | } 


HEATERS, URN 
Acme Electr Heating ( 
Ambory Cort 
é e Pr n Cooper Company 
arkel ectric jucts, I Heatube Cory 
Paley Manufacturing C« Turtle & Kift, 
Wesix Electri a ater Co Ican Electric Cc 
lectric Pittsburgt ix Electr Heater ( 


Westinghouse 
@WIEGAND CO., EDWIN t ADV. PG. 137 @WIEGAND CO.. EDWIN a ADV. PG. 137 


HEATERS, STRIP AND CARTRIDGE HEATERS, WALL INSERT 
ee See ee see HEATERS, Stationary Room 
HELIUM 
see GASES, Rare 





Extra Comfort and Convenience... 
at LOW COST...is provided by the 
BUILT-IN ELECTRIC 


UIKHETERS 


with Built-in Control Switch or Thermostat 


Ideal for old or new homes, and other buildings. Requires only the 
flip of a switch to start operation. Available in single units of 1,000 
and 1,500 watts and twin units of 2,000 and 3,600 watts; with 
built-in thermostat or separately mounted thermostatic control at 
additional charge. 


Srank efdam Electric Ca. 


3650 WINDSOR PLACE ST. LOUIS, MO. 





HICKEYS, CONDUIT 
see BENDERS, Hand Conduit 


HICKEYS, FIXTURE HANGING 
Garden City Plating & Mfg. ¢ 
sedney Electric Company In 
eviton Manufacturing C Inc 
M. S. W. Mfg. Co. Ir 
Midwest Electric Mfg. C 
Miller Company 
Richards Company, J. FP 
Steel City Electric Co. 

Wasselle Metal Products Cc 


HOGANS 
see SHEAVES, Manhole 


HOISTS, CABLE 
see HOISTS, Electric 


HOISTS, ELECTRIC 
American Chain & ble i Wright Hoist 
Div 
American Engineering 
Chisholm-Moore Hoist Corp 
Cleveland Crane & ee — Co 
onco Engineerina W 
etroit Hoist & Machine Co. 
Electro Lift, Inc 
Flood City Bras 
Insul-8-Corp 
Reading Crane & 
Robbins & Myers 
Round Bridgeport Ch ai 
Round & Son, David 
Yale & Towne Mfa vale Material Ha 


HOISTS, MANUAL CHAIN: 

Amer’ an Chain & Cable Co., Inc., Wright Hoist Div 

rn Corp., Jasper 
A. B 
> Hoist Corp 
ng Hoist Company 

onco Engineering Works Div 

Reading Crane & Hoist Corp 

Robbins & Myers, Ir 

Round Bridgeport Ct & Mfg. Co 

Round & Son, Dav 

Yale & Towne Mfg Yale Materials Handling Div 


HOISTS, POLE TOP 
offing Hoist Company 
Kearney Corp., James R 
Richards Company, J. R 
Yale & Towne Mfg Yale Material 


HOISTS, WIRE ROPE 
see HOISTS, Electric 


HOLDERS, BIT EXTENSION 
see EXTENSIONS, Bit 


HOLDERS, BRUSH 
Flower Manufacturir 
Helwig Company 
Mica Insulator Co. 
Phoenix Electric Man 

eager Carbon Co 
A 


Wave i Eiectr 


HOLDERS, CARD 
Rodale Manufacturing 


HOLDERS, COLOR SCREEN 
see FIXTURES, Stage Lighting; RF FLECTORS, 
Showcase Lighting; REFLECTORS, Show 
Window Lighting 


HOLDERS, FLUORESCENT LAMP 
Sryant E ectric Uo 
e F Mfg. Co 
Fluorescent W ring Devices, Inc 
xeneral Electric Co., Construction Materials Di 
Kulka Electr Mfg. Co. In 
eviton Manufacturing Co. In 
loyd Products Co. 
Milwaukee Electric Too 
Pass & Seymour, Inc. 
Rodale Manufacturing Co 


HOLDERS, LOW VOLTAGE CARTRIDGE FUSE 
Alden Products Co 
Bryant Electric Co. 
General Electric Co., Construction Materials Div 
Kearney Corp., James R. 
Kolton Electric Mfg. Co. 
Littelfuse, Inc, 
National Acme Company 


HOLDERS, SHADE 
Bryant Electric Co. 

@ CIRCLE F MFG. CO. —ADV. PG. 121-122 
Leviton Manufactur ng ( I 
Miller Company 
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HOLDERS, WELDING 
Empire Products Ir 
Lincoln Electric Co 
Wagner Manufacturin« 


HOLSTERS, TOOL 
see BELTS, Lineman’s 


HOOKS, BALL 
see FITTINGS, Insulator; INSULATORS, Com- 
position High Voltage; INSULATORS, Glass; 
INSULATORS, Porcelain High Voltage 


HOOKS, CABLE 
see RACKS, Cable, and Hooks 


HOOKS, CANT 
see POLES, Pike 


HOOKS, GUY, AND PLATES 
xeneral Electric Co., Locke Department 
k Manufacturing 
a! ( 
Iron Fittings C 
V on & Steel Core 
r Manufa acturing Co 


service Compar 


HOOKS, LUG 
see POLES, Pike 


HOOKS, MANHOLE COVER 
Cope, Inc., T. J 
Diamond Expansion B 
Kortick Manufacturing 
Line Material Co 
tilities Service Compar 


HOOKS, TOWING AND PINTLE 


tilities Service Company 


HOOKSTICKS 
Bodendieck Tooi Compar 
shance Co., A. B., W. N. Matthe 
Electrical Engineers Equipment 
xeneral Electric Co., Apparat 
Kearney Corp., James R 
Powercraft Corp 
> & C Electric Company 


Southern Electrical Fauipment 


HORNS, ARCING 
see FITTINGS, Insulator; INSULATORS, 
Composition High Voltage; INSULATORS, 
Glass; INSULATORS, Porcelain Hiah Voltage 


HORNS, HAZARDOUS LOCATION 


see BELLS, Hazardous Location, 
and Horns 


Buzzers, 
HORNS, LOUD SPEAKER 
see LOUDSPEAKERS 


HORNS, SIGNAL 
Auth Electric Ce oon 
Benjamin Electric 
@ CROUSE- HINDS COMPANY ADV. PG. 66-67 
Edwards Company, Ir 
Electric Auto-Lit 
Federal Enters 
Hensche ore 
Partr 


gnal Engineering & 


HOUSES, LAMP 
see FIXTURES, Stage Lighting 


HOUSINGS, INSTRUMENT MOUNTING 
see STRUCTURES, Instrument Mounting 


HOUSINGS, INSTRUMENT TRANSFORMER 
see BOXES, Meter Service 


HOUSINGS, SWITCHGEAR 
see ENCLOSURES, Sheet Meta/ 


HOWLERS, INDUSTRIAL 
see HORNS, Signal 


HUMIDIFIERS 


Abbeon upply 
Blower ( 


ELECTRICAL 


Kauffman Air Conditioning Ce 
Minneapolis-Honeywel! Requlator 
Parks-Cramer Company 

Trane Company 

Utilities Service Company 
Walton Laboratories, Inc 


HUSKS, CANDLE 
see SOCKETS, Candie 


HYGROMETERS, 
see INDICATORS, Moisture Content 


HYGROSTATS 
see CONTROLS, Humidity 


INCINERATORS, ELECTRIC 
Electrocap Mold Cx 
Valley Welding & Boiler Cx 


INDICATORS, AIR FLOW 
see SWITCHES, Air Flow Controlled 


INDICATORS, BLOWN FUSE 
Alden Products Co 
Dialight Corp 
Littelfuse, In 
RT & E Co. 
Star Fuse Co., Inc 


INDICATORS, DEW POINT 
xeneral Electric Co., Apparatus Sales Div 
nois Testing Laboratories, Inc. 
Viinneapolis-Honeywell Regulator Co 
INDICATORS, DRY BIN LEVEL 
Photobell Company 


INDICATORS, ELAPSED TIME 
see METERS, Time Recording 


INDICATORS, MOISTURE CONTENT 
Alden Products Co 
xeneral Electric Co., Apparatus Sales Div 
H-B Instrument Co 
Vinneapolis-Honeywell Regulator 
Walton Laboratories, Inc 
Weston Electrical Instrument Corg 


INDICATORS, PORTABLE PHASE SEQUENCE 
f yclated Research Inc 
Electrical Facilities, Inc. 
seneral Electric Ce Apparat 
ndustrial Devices, Inc 
Kearney Corp., James R 
ell Electrical Mfg. Co., H. H 
ticht Co Ine Hermar 
Western Electro-Mechanical Co. Inc 
Weston Electrica! Instrument Core 


INDICATORS, QUALITY-CONTROL 
Brush Electronics Co 
Instrument C 
eneral Electric C« Avparat 
tarrett Company, | 


INDICATORS, RADIATION 


dated Engineering Corg 
eneral Electric Co., Apparatu 


eneral Radic mpany 


INDICATORS, REMOTE CONTROL 
see MOTORS, Self-Synchronizing 


aoa en SMOKE DENSITY 
ey eter C 
npany 
iment C 
seneral Electri 
nneapolis-Honeywe 
tobell Compar 


INDICATORS, SPEED 
see TACHOMETERS 


INDICATORS, SURGE 
see RECORDERS, Surge Voltage 


INDICATORS, SYNCHRONISM 
see SYNCHROSCOPES 


INDICATORS, TEMPERATURE 
see PYROMETERS; THERMOMETERS 
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INDICATORS, TRANSFORMER LOAD 
see THERMOMETERS, Transformer 


INDICATORS, TRANSFORMER OIL LEVEL 
see GAGES, Transformer Oil Level 


eee HIGH a 
Freed Transformer ( ! 
Lenku rt Electric Sales Co “ 
Lepe High Frequency tab yratorie Inv 


Sherman Industrial Electronics Cc 


INDUCTANCES, ny igre UNIT 
Freed Transformer Cx 
eneral Radio Company 
Lenkurt Electric Sales Cc 
t Fibre & Specialty Cc 


INSTRUMENTS, CELL TESTING 
see TESTERS, Portable Battery Cell 


ate ye 5 INDICATING 


ND MEA 
see AMMETERS; METERS 


ELECTRICAL 
NG 


INSTRUMENTS, GROUND TEST 
see DETECTORS, Ground 


INSTRUMENTS, INSULATION TESTING 
see TESTERS, Insulation 


INSTRUMENTS, LOAD TOTALIZING 


see RECORDERS, Load fTotalizing, and in- 
struments 


INSTRUMENTS, TESTING 
see METERS; TESTERS 


INSULATION, ASBESTOS 
see ASBESTOS, Board 


INSULATION, FIBRE 
see FIBRE, Vulcanized 





Save Mon-houre 


Have Correct 3-Phase 
Connections 


The KNOPP Phase 


Sequence Indicator 


NOW 60 to 600 v., Higher 
Frequencies, No Adjustments 
for Readings 


You clip on fully-insulated leads, push safety buttor 
and disc rotation shows sequence: A-B-C- or C-B-A 
No lamps. 

Gives correct indication of voltage or circuit cond) 
tions without changing taps or dials, Protects equip 
ment, assures properly connected polyphase wiring 
The improved Model K-53 is for all voltages between 6 
and 600, 3 phase, 3 wire, 25-60 cycles. May be used 
on frequencies up to 400 cycles on the higher voltage 

The improved Knopp Phase Sequence Indicator 1 
compact, small weighs but 21 oz. Laminated bakelite 

using, no exposed metal parts Reliable, durable 
accurate, safe Pr ice $29.25; leather 
$5.85 additional, Order Model K 8 
fully illustrated factual descriptions 


ELECTRICAL FACILITIES INC. 


4232 Holden Street Oakiond 8, Calif 


carrying 
today or writ 
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Johns-Manville 


Sewitce 
TO THE ELECTRICAL INDUSTRY 


This company supplies a wide range 


of products to the electrical industry 
and maintains sales offices in practi 
cally every city of substantial size. Our 
products include: 


Electrical Insulations, Pyrolysis 
Resistant 


QUINTERRA and QUINORGO purified 
asbestos sheet insulations for operating 
temperatures to 250 C 
sheets 
QUINTERRABORD and 
QUINORGOBORD base materials for 
fabrication into electrical insulations. 
QUINTERRA and QUINORGO 

GLASS LAMINATES in sheet, roll and 


tape form with high electrical, thermal 
and mechanical properties, 


In tapes, rolls 


Papers, Asbestos 
ARMATURO, FIBROID and others 


Cable Trays, Asbestos-Cement 
TRANSITE™, 


non-metallic 


incombustible, strong, 


maintenance-free 


Conduit, Underground and Exposed 


TRANSITE CONDUIT and 
TRANSITE KORDUCT® of asbestos 


cement provide 
cable protection 


permanent freproot 


Sealing Compounds 
DUXSEAL, TRANOLSEAL, NODRSEAL 


and others 


Panel Board Materials 
ASBESTOS EBONY and OHMSTONE 
Tapes, Splicing 
JOMANCO PLASTIC 
HI-VALUE (A.S.T.M.), 4 STAR 
and J-M FRICTION 
HI-VALUE (A.S.T.M.) and 
BROOKLYN RUBBER 
Cable Fireproofing 
NIAGRITE-ASBESTOMENT® 


for cables in vaults 


Cell Structure Materials 
TRANCELL® and TRANSITE 


Listing, Asbestos 


Fireproof flexible woven tapes suitable 
for wrapping wires, etc. 


Tubing, Braided Asbestos 


For protecting wires against heat and 
chemicals. 


Also Asbestos Textiles of all types 
Johns-Manville JM 
22 East 40th Street 


Call your local Johns-Manville 
Sales Office or write 


New York 16, N. Y. 
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INSULATION, FIBRE GLASS 

Baker McMillen Co. 
Continental Diamond Fibre Co. 
Glass Fibres Inc 

jlation & Wires Inc. 
Irvington Varnish & Insulator C 
ohns-Manville 
Vica Insulator Co. 
Mitchell-Rand Insulatior 
Natvar oo rp. 


arflex on 
Waage Manufacturing ( 


INSULATION, HARD RUBBER 
see RUBBER, Hard 


INSULATION, LAMINATED PHENOLIC 
see INSULATION, Plastic 


INSULATION, MICA 
see MICA, Ground, Raw and Plate 


INSULATION, PAPER 
see CAMBRIC, Varnished or Oiled; PAPER, 
Fish and Rope; PAPER, Fullerboard and 
Pressboard 


DOULATION, PLASTIC 
A Mfg. Co. 


Bishop Manufacturing 


a Ir 
cacraft 
Mitchell-Ra 
My ex ( 
Natvar Corp 
Penn Fibre 
Plasticraft Pr 
Remler Compar 
St. Regis Paper 
Spaulding Fibre mpany, Inc. 
Sun Chemical Cort ectro-Tect 
Varflex Corp. 


Wilmington Fibre Specialty Co. 


INSULATION, REFRACTORY 
see CORES, Refractory 


INSULATION, RUBBER 
see RUBBER, Hard 


INSULATION, SILICONE 
Bishop Manufacturing Corp. 
Formica Co. 
General Electric Co., Chemical Div. 

Insulation & Wires Inc. 

Irvington Varnish & Insulator 

Mica Insulator Co. 

Mitcheli-Rand Insulation Co. 

Natvar Corp. 

t. Regis Paper Co., Panelyte Division 

Sun Chemical Corp., Electro-Technical Products Div. 
Varflex Corp. 


INSULATION, STEATITE AND LAVA 
Beckley Electric Co., Inc. 
Crowley Co. Inc., Henry L. 
Frenchtown Porcelain Co. 

General Ceramics & Steatite Corp. 
Kirchberger & Co., Inc., M 

Lapp Insulator Co., Inc. 

Louthan Manufacturing Co. 
Maryland Lava Co. 

Star Porcelain Co. 

Stupakoff Ceramic & Mfg. Co. 


INSULATION, SYNTHETIC 
see INSULATION, Plastic 


INSULATION, TUBULAR 
see TUBING, Flexible Insulating 


INSULATION, VARNISHED 
see CAMBRIC, Varnished or Oiled 


INSULATION, VIBRATION 
see BASES, Vibration Insulating 


INSULATORS, BUS-BAR 
see SUPPORTS, Bus-Bar 


INSULATORS, BUS SUPPORT 
see INSULATORS, Porcelain High Voltage 


INSULATORS, CABLE JOINT 
see SPLICERS, Line 


INSULATORS, CANOPY 
see CANOPIES, Fixture 


eeanantapreed COMPOSITION HIGH VOLTAGE 
General Ele Co., Chemical Div 
erra f t g nufacturing Co 


INSULATORS, DEAD END 
see INSULATORS, Porcelain High Voltage 


INSULATORS, FIXTURE 
see JOINTS, Fixture Insulating 


INSULATORS, GLASS 


Corning Glass Works 


INSULATORS, HIGH VOLTAGE SWITCH 
see SUPPORTS, Bus-Bar 


INSULATORS, KNOCKOUT 
see BUSHINGS, Box 


INSULATORS, PIN TYPE 
see INSULATORS, Composition High Volt- 
age; INSULATORS, Glass; INSULATORS, 
Porcelain High Voltage 


INSULATORS, PORCELAIN BEAD 
see BEADS, Insulating 


INSULATORS, PORCELAIN HIGH VOLTAGE 
Akron Porce 


rowley 


@ PORCELAIN. PRODUCTS, INC.—-ADV 
Southern Electrical Equipment Co. 
Stupe mic Mia. C 


West vouse Electric Corp ttsburg 


INSULATORS, PORCELAIN LOW VOLTAGE 


Akron Porcelain 


General E! 
Kearney Corp., 
Kirchberger & ( 
Lapp Insulator Co., Ir 
Line Material Co. 
Lint Company, Clyde W 
Louthan Manufacturing Co 
National Acme Compar * 
New Jersey Porcelain 

@ PORCELAIN PRODUCTS, INC. —ADV. PG. 129 
Star Porcelain Co. 
Stupakoff Ceramic & Mfg. Co. 
Superior Porcelain Co. 
Union Electrical Porcelain Works, Inc 
Utilities Service Company 
Victor Insulators, Inc. 
Waage Manufacturing Co. 
Westinghouse Electric Corp. 


James R 
Ir 


Pittsburgh 


INSULATORS, RISER CABLE SUPPORT 
see BUSHINGS, Metal Conduit 


INSULATORS, SPOOL TYPE 
Crowley Co. Inc., Henry L 
Electric Service Manufacturing Company 
Electrical Engineers Equipment Co 
Electrical Mfg 
General Ceramics & Steatite Corp 
General Electric Co., Locke Department 
Itlinois Electric Porcelain Co 
Kirchberger & Co., Im 
Line Materia 
Lint Company, Clyde W 
National Acme Company 


Oli Iro Ste Corp 

@ PORCELAIN PRODUCTS, INC. 
St. Louis Malleable Casting Co. 
Stupakoff Ceramic & Mfg. Co. 
Superior Porcelain Co 


ADV. PG. 123 


Utilities Service Company 
Victor Insulators, Inc 


Westinghouse Electric Corp. (Pittsburgh 
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INSULATORS, STRAIN 
rowley ( C Henry 


Electrical Mfg 


nt Company, Clyde W 
@ PORCELAIN PRODUCTS INC.—ADV. PG. 129 
koff . ' 


perior Porcelain ( 


INSULATORS, SUSPENSION 


see INSULATORS, Glass; INSULATORS, 
Porcelain High Voltage 


INSULATORS, SWITCH ROD 
see INSULATORS, Porcelain High Voltage 


INSULATORS, TREE 
@ PORCELAIN PRODUCTS 


INSULATORS, TREE WIRE 
see GUARDS, Tree Wire 


INSULATORS, VIBRATION 
see BASES, Vibration Insulating 


INSULATORS, WOOD STRAIN 
Baker McMille 


Line Mater 


INTERCOMMUNICATORS 
see SYSTEMS, Intercommunicating 


INTERLOCKS, SWITCH AND COMPARTMENT 


ect jineers Eq 


INTERPHONES 


see SYSTEMS, Intercommunicating; TELE- 
PHONES 


INVERTERS 


see RECTIFIERS, Vibration Power Supply; 
CONVERTERS, Synchronous 


IONIZERS 
see GENERATORS, Ozone 


IRONERS 


Armstrong | Corr 
Avco Mfg. Co., Bendix Home Appliances Div. 
Barton Cort 


mpire Pr D 


j ; am-Lok Div 
yeneral Electr Company, Major Appliance Divisio 
3eneral Motors Corp., Frigidaire Div 
ronrite Inc 

niversal Major Elec Appliance C 
Whirlpool Corp 


IRONS, BRANDING 
see BRANDERS, Electrically Heated 


IRONS, ELECTRIC SOLDERING 
American Electrical Heater Co. 
Dominion Electric Corp 
Electric Soldering Iron Co., Inc 
General Electric Co., Apparatus Sales Div. 
3000d-All Electric Manufacturing ¢ 
Hexacon Electric Co 
Ideal Industries, Inc 
Insuline Corp. America 
Lenk Manufacturing C 
Lyon Rural Electric Co 
National Speciaities Co., Inc. 
finap-on Tools Corp. 
Sound Equipment Corp. of California, Kwikheat Mfg. 
Co. Div. 
Stanley Tools 
Vulcan Electric Co 
Wall Manufacturing Co., P. 
Weller Electric Corp 
Wen Products, Inc. 


IRONS, HEAT SEALING 
see IRONS, Sealing 


IRONS, HOUSEHOLD 


Ambory Corp 
American Electrical Heater Co. 


Arvin Industries, In 
o Products Corp 
entury Product Works 
cago Electric 


IRONS, LAUNDRY 


IRONS, PULLING-IN 


IRONS, SEALING 


IRONS, TAILOR’S 
Acn Elect Heat 
é Heater 
New York Pressing Machinery Corp. 
Reimers Electric Apr Inc 
team Electric Mfg 


IRONS, WAFFLE 


r tries, 


Nestinghouse Ele Corp. (Appliance Div.) 


ISOLATORS, VIBRATION 
see BASES, Vibration Insulating 


J 


JACKS, CABLE REEL, AND STANDS 
Buda Company 
Cope, Inc., T. J 
Duff-Norton Manufacturir 
Hykon Manufacturing 
lilinois Iron & Bolt 

ne Material ( 

Revolvator Compar 
Rol!-A-Ree 
Templeton Kenly & C 


y 


JACKS, MOTOR DRIVEN PUMP 
Dempster Mill Mfg. Co 
Duff-Norton Manufacturing Co. 
nt & Walling Manufacturing Co., Inc. 
empleton Kenly & C 


JACKS, PIPE PUSHING 
see PUSHERS, Pipe 


JACKS, POLE PULLING 
Buda Company 
Duff-Norton Manufacturing C 
Templeton Kenly & Co. 


JACKS, WALL RECEPTACLE 
able Electric Products, Inc. 
erra Electric & Manufacturing Co. 


JARS, GLASS BATTERY 


ng Glass Works 


JEWELS, BEARING 
see BEARINGS, Jewel 


JOINTS, BALL 
see HANGERS, Ball Joint Fixture 


JOINTS, BUS EXPANSION 
Alurninum Company Of America 
Electrical Engineers Equipment ( 
Kearney Corp., James R 
Powercraft Corf¢ 
Southern Electrical Equipmen 

JOINTS, CABLE 
see SPLICES, Line 


JOINTS, CONDUIT EXPANSION 
Adalet Mfg. Co 
Appleton Electr Ce 
Blackhawk Mfg. Co 
arey Mfg. Co., Philig 
@CROUSE-HINDS COMPANY--ADV. PG. 66-67 
; onan on James R 
Engineering 
JOINTS, CRAB 


see CONNECTORS, Insulated Solderless; 
CONNECTORS, Uninsulated Soideriess 


JOINTS, FIXTURE INSULATING 


Company Inc. 


JUICERS 
see EXTRACTORS, Fruit Juice 


K 


KETTLES, COMPOUND 
A Electr Heating Co. 
r Company, D. 
t r 3 
Equipment Co. 
, — t ng ( 
Bros., Inc 
Sta-Warm Electric Co. 
\ I} Mfg P 


KETTLES, WATER, ELECTRIC 


Chemex 


Copper Boiler & Heater Works 


KILNS, ELECTRIC 
see FURNACES 








Reels Just Go Rollin’ Along 
To Job Or Storage 


Why push, shove, pull or rely on jacks 
when the most efficient way is to use 


R LL-A-REEL 


It's husky, long-lived, easily car- 
ried to reels, job or storage. The 
low slanted front and positive front 
lock insure quick loading or un- 
loading. 

Remove wire, cable or rope from 
top or bottom, front or back of reel. 


Style B: 
4,000 Ibs. cap. 
$75.00 


Style A: 
2,000 Ibs. cap. 
$37.50 





-@ PROMPT DELIVERY: ORDER NOW! 


R(o)LL-A-REEL 


327 West Fourth St. 


Cincinnati 2, Ohio 
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KITS, BRUSH PLATING 
see PLATERS, Portable Pad or Brush 


KITS, BRUSH SEATING 
see COMPOUNDS, Brush Seating, and Kits 


KITS, CABLE SPLICING 


Ansonia Wire & ble 
Columbia Wire & pply C 
@G & W ELECTRIC SPECIALTY CO.—ADV. PG. 92 


KITS, LIVE LINE TOOL 
see TOOLS, Live Line Sofety 


KNEADERS, DOUGH 
see MIXERS, Multiple Purpose 


KNIVES, emggreaeengnigie 


@ MARTINDALE ELECTRIC co 
Miller Equipment Co 
tilit fety upply ( 


ADV. PG. 102 


KNIVES, WIRE STRIPPING 
see STRIPPERS, Wire 


KNOBS, PORCELAIN WIRING 
Iline Electr Porcelair 
Lint Company, Clyde W 
National Acme Cory 

@ PORCELAIN PRODUCTS, INC 
Rodale Manufacturing ) I 
puperior Porcelain ( 


ADV. PG. 129 


KNOBS, SPLIT 
see KNOBS, Porcelain Wiring 


KRYPTON 
see GASES, Rare 


L 


LABELS, CODE 
see MARKERS, Wire 


LACING, ARMATURE 
see TWINE, Armature Winding and Lacing 


LADDERS, AERIAL 
see TOWERS, Truck, and Ladders 


LADDERS, MANHOLE 


Cope, Inc. T. J. 
Kortick Manufactiewing C 
Line Material Cc 


LADLES 
see POTS 


LAMPHOLDERS, FLUORESCENT 
see HOLDERS, Fluorescent Lamp 


LAMPHOLDERS, INCANDESCENT 
see RECEPTACLES; SOCKETS 


LAMPS, BACTERICIDAL 
see LAMPS, Germicidal 


LAMPS, BED 
see LAMPS, Portable Clamp 


LAMPS, BULLS-EYE 
see LIGHTS, Bulls-Eye 


LAMPS, CARBON ARC 


Battle Creek Equipment Co 
Klieg! Bros. 


LAMPS, COLD CATHODE 
see LAMPS, Fluorescent Tube 


LAMPS, COLOR MATCHING 
Colonial Electric Products, Inc 
Duro-Test Corp 
Macbeth Corp. & Subsidiaries 
White Company, 0. C 


LAMPS, COLORED INCANDESCENT 
Amplex Corp 
Bryant Park Electric Co 
Consolidated Electric Lamp Co., 
Works Div 
Duro-Test Corp 
Kas-Kel Electric Co. Inc 
atchless Flectric Cc 


Champion Lamp 


ELECTRICAL CONSTRUCTION AND MAINTENANCE .. 


via Graybar 


@ Fluorescent 
@ Incandescent 
@ Mercury vapor 


®@ Germicidal 


Hist for... 


100,000 ELECTRICAL ITEMS 
* 
OFFICES AND WAREHOUSES 
IN OVER 100 PRINCIPAL CITIES 


North American Electric Lamp Co 
Penetray Corp 


} 


LAMPS, EMERGENCY 


see LANTERNS, Portable Dry Battery; 
LANTERNS, Portable Storage Battery 


LAMPS, FLOODLIGHTING 
see LAMPS, Incandescent 


LAMPS, FLUORESCENT TUBE 
Acme Lite Products Co 
Amplex Corp. 
Burton Manufacturing Co 
Celine, Inc. 
Colonial Electric Products, Inc. 
Consolidated Electric Lamp Co 
Works Div. 
Dazor Manufacturing Corp 
Duro-Test Corp 
General Electric ‘ Div P 
@GRAYBAR ELECTRIC COMPANY INC 
Illuminating Engineering Co 
National Electrical Institute 
Pollak Luminescent Corp 
Steber Manufacturing Co 
Sylvania Electric Products 
Verd-A-Ray Corp. 
Voltarc Tubes, Inc 
Westinghouse Electric ( 
Oe ce ELECTRIC SUPPLY ‘CO.- 
SECOND COVER 
Westron Corp 


champion Lamp 


ADV. PG. 2 


-ADV. PG 


LAMPS, GERMICIDAL 
Duro-Test Corp 
Fischer & Co., R 
General Electric Co., Lame 
Hanovia Chemical & Mfg. Cc 
House-O0-Lite Corp 
Sanitror Inc 
tove & Company 
Sun Kraft Healtt 
y!var Electr 
Uitra-Violet P 
Westing! 


LAMPS, GLOW 
Aerolux Light 
seneral Elect 
ignaltite Inc 

ylvania Electric Products Inc 


t 


LAMPS, HEALTH AND SUN 
>| table Fixture ( 
attle eek Eq 
azor Manufacturir 
agie Electric Mfg 


Divisior 


Sylvania Electr 

Thompson ock Co 
Uitra-Violet Products, Inc 
Ultra Violet Ray Labs., In 
Weldon Mfg Ce 

Westinghouse Electric Corp 

W ams Products Co H. €E. 


LAMPS, INDUSTRIAL BENCH OR MACHINE 


ble Fixture ( 


storia Pressed 
sardner Products 
seneral Lamps 
Industrial Lar 
Kirkland Co 
Radiant Lamp Corp 
Steber Manufacturing ( 
Stonco Electric Products Cc 
ywivelier Co Inc 
sylvania Electric Products Inc 
Verd-A-Ray orp 
Weldon Mfg 
Westinghouse Electr 
White Company . 
Woodward Machine C< 


Lighting Div. 


LAMPS, INFRA-RED 
see HEATERS, Infra-Red 


LAMPS, INSECT REPELLENT 
Amplex Corp 
Bryant Park Electric Co 
consolidated Electric Lamp Co., 

Works Div. 

Detjen Corp., 
Duro-Test Cors 
Marvel Lamp Company 
Penetray Corp 
sylvania Electric Product 
Verd-A-Ray Corp 
Westinghouse Electric Corr 


Champion Lamp 


Electrocuting Fly Screen Div 


Lamp Div 


LAMPS, INSPECTION 


see LAMPS, Portable Hand; MAGNIFIERS, 
Iuminated 


LAMPS, MERCURY VAPOR 
Amplex Corp 
Duro-Test Core 
Fischer & Co R.A 
Gates & Co., Inc., Geo. W. 
General Electric Co., Lamp Division 
Hanovia Chemical & Mfg. Co. 
ine Material Co. 
teber Manufacturing Co 
stonco Electric Products Co 
sylvania Electric Products Inc 


Westinghouse Electric Corp., Lamp Div 


LAMPS, MINIATURE INCANDESCENT 
Alden Products Co. 
Amplex Corr 
Burton Manufacturing Co 
hicago Miniature Lamp Works 
xem Electric Mfg. Co., Inc 
General Electric Co., Lamp Division 
General Lamps Mfg. Cor 
Hudson Lamp Co 
Kas-Kel Electric Co. Im 
Matchless Electric Cc 
Nationa arbon Co 
North American Electric Lamp Cc 
Safety Electr 


LAMPS, ODOR CONTROL 
see LAMPS, Germicidal 


LAMPS, PORTABLE CLAMP 
Adjustable Fixture Co. 
Cable Electr Products, Inc. 
Compc Cort 
Dazor Manutacturing Corg 
Eagle Electr Mig. Co., Ir 
Electr Cord Company 
Emeralite Company, Inc 
General Lamps Mfa 
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Glade Mfg , 
Molded Insulation Compan 
Industrial Lam 7 ene 


! re Prescolite Mfg. Corp. 
p '@) # T A . L oa X Kas-Kel Electric Co. Inc Rego Insu ated Wire Co 
= Kilborn-Sauer Co. Rembrandt Lamp Corp. 
Marks Manufacturing Co. Van Cleff 
Penetray Corp. 


| Vv i 
Prescolite Manufacturing Corg wieiite. 
Revere Electric Mfg. Co. 
Steber Manufacturing Co. LAMPS, SEALED BEAM 


Stonco Electric Proaucts 

Swivelier Co., Inc. Amplex Corp 

AND Weldon Mfg. Co. Chicago Miniature Lamp Works 
White Company, 0. C Electric Auto-Lite Co. 


Woodward Machine ( General Electric Co., Lamp Division 
oa National Carbon Co 


MACHINE i 
Rab Electric Manufacturing Co 
LAMPS, PORTABLE HAND Steber Manufacturing Co. 


Acme Lite Products Cx Stonco Electric Products Co 


Appleton Electric Co U-C-Lite Manufacturing Co 
Black Manufacturing Co., M Verd-A-Ray Corp 
Cable Electric Products, Inc Westinghouse Electric Corp., Lamp Div 
Carpenter "ieee ng Co. 
Compco Corr 
@ CROUSE-HINDS COMPANY ADV. PG. 66-67 LAMPS, SEWING MACHINE 
Day-Ray Products, Inc Bernina ewing Machine Co 
Doane Co., L. C Burton Manufacturing Co. 
Electric Cord Company Chicago Miniature Lamp Works 
Electric Specialties ( Consolidated Electric Lainp Cc Champion Lame 
Electric Storage Batter C Works Div 
meralite Company, Inc Dazor Manufacturing Corp 
cson Manufacturing C Eagle Electric Mfg. Co Inc 
em Electric Mfg. Co., Ir Fostoria Pressed Steel Corp 
eneral Electr ¥. ring Device [ t General Electric Co Lamp 


: 2enera! Lamp ) Herco Art Mfg. Co 
wae - Hudson Lamp ( 
ustrial Products C¢ chiess Electric Ce 
a 5 F.0.B. Detroit Manufacturin Electrical Connector D swivelier Co., Ine 


tric Products 

ae ( 4 olet Products, Inc 
Prices subject Koehler Manufacturing Co ius ‘Gineene, c. 
to change gran 


without notice. McGill Manufacturing Co., Inc. LAMPS, SIGNAL 
_ see LIGHTS, Bulls-Eye 


Model 60—60-75 watt Reflector @RODALE MANUFACTURING CO., INC.—ADV. PG 


, Ston ctr Co LAMPS, SODIUM VAPOR 
PORTA-FLEX is a new, low cost, cere rapide Genes & Gb, tat, See. M 


flexible arm lamp that stays put Westinghouse Electric Corp., Lamp Div 
where you place it. Its special flexi- 
ble heavy-duty steel tubing retains peepee 


its rigidness, and will withstand vibra- Consolidated Electric Lamp Co., Champion Lams 
Works Div 


tion. LAMPS, _ HAZARDOUS LOCATION Dazor Manufacturing Corp 


Duro-Test Corp 

This new light has features that reduce General Electric Co., Lamp Divisio 
maintenance cost to a minimum on this @ crouse. HINDS — ADV. PG. 66-67 . Maree! Lamp "Company 

type of equipment. The cast aluminum Ericson han acturin ¢ es gy An naagy Pho Lamp Co 

shade is attached in such a manner that y Manufacturing Co., Electrical Connector Div neoat aoe tee, 

it protects and puts no strain or wear te ae Rego Insulated Wire Co 

on the socket, also the cast shade dissi- fit gat ae Sree’ Eleewrtc’ Predectt, 

pates heat faster—stays cooler. A uni- LAMPS, RESIDENTIAL FLOOR OR BRIDGE Guniniene Enots 

versal base allows either vertical or hori- Arrow Lamp Mfg. Co., Ir @ WESTINGHOUSE ‘ELECTRIC ‘SUPPLY CO.—ADV. 
zontal mounting. Localized lighting of- Sie Lamp Eitg, C0.,° Um - a a 

fers you better lighting at less cost than | 
any other type. Order a sample light 
today! If it isn’t satisfactory in every 


detail, return it with no obligation. 


LAMPS, STANDARD INCANDESCENT 


LAMPS, THERAPEUTIC 
see LAMPS, Health and Sun 


LAMPS, TROUBLE 
see LAMPS, Portable Hand 


a *Y Frescolite ‘Manurecturing Corr LAMPS, ULTRA-VIOLET 
: ; ' see LAMPS, Mercury Vapor 
PORTA-FLEX 


Machine Light LANTERNS, CHURCH 
£ P with 8” radius arm. see FIXTURES, Ornamental Interior Lighting 


Additional cost per light $1.55 
‘ A Ss LANTERNS, EXPLOSION-PROOF 
Also available 100 Watt Aristocratic Lamp see FLASHLIGHTS, Hazardous Location, and 
reflector—65¢ additional Arrow Lar In¢ Lanterns 





Composition oil-resistant Artistic Lamp 
socket—85¢ additional snes a LAr lee en 





Voane 








Eagle Electric Mfg. Co., 1 
Write or Phone TODAY! mare: Marsacturieg LANTERNS, LIGHTING FIXTURES 


ae _— see FIXTURES, Residential 


GARDNER ee Light he Co y y 
Glasolier Compan LANTERNS, PORTABLE DRY BATTERY 
PRODUCTS COMPANY a abe r ght a Produc s, | Burgess Battery Company 
Hanson Co., Inc., Paul Carpenter Manufacturing Co 
15244 AUBREY—Dept. P.F. Herco Art Mfg. >. Electric Cord Company 
DETROIT 22, MICHIGAN Laut Camp Gemdatiieg Ch. tm a ts ee 


b 0 
E ghtolier Kilborn-Sauer Co 
w " S : 
KEnwood 1-3082 Litecraft Manufacturing Corp. Olin Industries, Inc., Electrical Div 
Marks Man ifacturing ( Sireno Company, Inc 
Modern Art Products fo., Inc. U-C Lite Manufacturing Co. 
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PROFIT 


by selling and installing 


LR 4 GOL 
Automatic EMERGENCY 
LIGHTS 


For 


Commercial Buildings 
Institutions 

Factories 

and other places 

of public assembly 


Big Beam Model 2-ATW 
with storage battery and built-in charger that 
keeps battery fully charged at all times. 


There are BIG PROFITS in the sale of 
Big Beam emergency lights and the 
materials needed for their installation. 
When you install Big Beam emergency 
lights — you are providing the very best 
and most dependable protection against 
all the possible hazards of sudden 
blackouts. Write today for all the facts 
about the complete Big Beam line of 
emergency lights. 


U-C LITE MFG. CO. 
1035 W. Hubbard St., Chicago 22, Ill. 
In Canada: Bernard Marks & Co., Ltd 
459 Church St., Toronto 5, Ont 





LANTERNS, PORTABLE STORAGE BATTERY 
arpenter Manufacturing C 
Electric Storage Battery 
Kilborn-Sauver Co 
Koehler Manufacturing 
ireno Company, In 
Lite Manufacturing 


LENSES, FLOODLIGHT 
see FIXTURES, Floodlighting 


LENSES, GLASS 
yning Glass Work 
al phane Company, 
Modern Light Co. of t 
Multi Electric Mfg 
pero Electric Corp 
Welsh Mfg. Co 


LENSES, SPOTLIGHT 
see FIXTURES, Stage Lighting 


LIFTS, CABLE REEL 
see JACKS, Cable Reel, and Stands 


LIFTS, TOWER 
see TOWERS, Truck, and Ladders 


LIGHTERS, CIGAR 
Allbright Electric Cort 
Eagle Electric Mfg. Co., In 
uth, Stern & Co. Im 
pratt t Paul Lo 


LIGHTNING RODS 
see RODS, Lightning Protection 


LIGHTS, AIRPORT 
see FIXTURES, Airport Outdoor Lighting 


LIGHTS, AISLE 
see FIXTURES, Stage Lighting 


LIGHTS, BULLS-EYE 
Crouse-Hinds Co 
Dialight Corp 


« ark Electric Mfg. Co 
Kirkland Co., H. R. 
Rodale Manufacturing Co. Inc. 


LIGHTS, CHRISTMAS TREE 
see SETS, Christmas Tree Lighting 


LIGHTS, COVE 
see REFLECTORS 


LIGHTS, EMERGENCY 


see LANTERNS, Portable Dry Battery; 
LANTERNS, Portable Storage Battery; SYS- 
TEMS, Emergency Lighting 


LIGHTS, EXIT 


see SIGNS, Exit and Directional; SIGNS, In- 
ternally Lighted 


LIGHTS, INDICATOR 
see LIGHTS, Bulls-Eye 


LIGHTS, INSPECTION 


see LAMPS, Portable Hand; MAGNIFIERS, 
illuminated 


LIGHTS, PILOT 
see LIGHTS, Bulls-Eye 


LIGHTS, PIT 
see FIXTURES, Vapor-Tight 


LIGHTS, SEAT 
see FIXTURES, Stage Lighting 


LIGHTS, SIGNAL 
see LIGHTS, Bulls-Eye 


LIGHTS, WORK 
see LAMPS, Industrial Bench or Machine 


LIGHTS, YARD 


see FIXTURES, Street Lighting; FIXTURES, 
Flood Lighting 


LIMITERS, CURRENT 
see CONTROLS, Demand Lighting 


LINKS, FUSIBLE 
see FUSES, Open Link 


LINKS, INSULATOR CONNECTING 
see FITTINGS, Insulator 


LINKS, LINE AND STATION FUSE 
Chance Co., A. B., W. N. Matthew 
General Electric Co., Apparatus Sales Div. 
Kearney Corp., James R 
RT & E Co 

& C Electric Company 


LINKS, RENEWABLE LOW VOLTAGE FUSE 
Commercial Enclosed Fuse Co 
Cooper Company, D. C 
Eagle Electri Mfg. Co Inc 
xem Electric Mfg. Co., Inc 
General Electric Co., Construction Materials Div. 
Jefferson Electric Co. 
ine Material Cc 
Monarch Fuse Cc Ltd. 
Pierce Renewable Fuses, Inc. 
Trico Fuse Manufacturing Co 


LINKS, THERMAL CUTOUT 
see CUTOUTS, Thermal 


LIQUEFIERS, FRUIT AND VEGETABLE 
Birtman Electric Co 
Hollywood Liquefier Co 
Landers, Frary & Clark 
ster Manufacturing Co., John 
Scoville Mfg. Co., Hamilton Beach Co. Div. 


LOCATORS, BURIED METAL 
Aqua Survey & Instrument Co 
Goldak Company 


LOCATORS, OUTLET 
see DETECTORS, Outlet 


LOCKNUTS, CONDUIT 
Appleton Electric Co 
@BLACKHAWK INDUSTRIES—ADV. PG. 94 
Buchanan Electrical Products Corp 
Electrical Fittings Corp. 
edney Electric Company Inc. 
Midwest Electric Mfg. Co. 
Multi-Products Manufacturing Co 
National Electric Products Corp. 














——=—==@>--===—; 


REDUCING 
LOCKNUTS 





Reducing Locknuts provide the best 
method to centralize conduit in 
knockout whenever the size of con- 
duit is reduced. The multi-fluted edge 
provides many convenient notches 
for quick adjustment. When nut is 
tight, a perfect bond between box 
and conduit results. Each reducing 
locknut is blanked from high qual- 
ity steel, accurately threaded and 
cadmium plated. 


Listed by Underwriters’ Laboratories 
Under Re-Examination Service. 


Write for catalog and price list. 





1201 24TH STREET OAKLAND CALIFORNIA 


Painut mpany 
Rattan Mfg. Co 
Richards Company 
Roller Inc., Wm. G 
Steel City Electric ( 
Thomas & Betts Co 


LOCKNUTS, FIXTURE 
see FITTINGS, Fixture 


LOCKNUTS, REDUCING, AND WASHERS 
Appleton 
Electrical Fittings Corp 
sedney Electric Company Ir 
Greer ne R. H 
Hobbs Manufacturing Co 
Illinois Tool Works, Shakeproof Div 
Line Material Co 
Muiti-Products Manufacturing 
Palnut Company 
Roller Inc., Wm. G 
Steel City Electric Co 


Electric Co 


LOCKS, FLUORESCENT LAMP 
Bryant Electric Co 
Electric Cord Company 
ndustrial Products Co 
Laduby (Flur-O-Lock) C 
Miller Company 


LOOPS, DEAD ENDING 
see CLAMPS, Cead Ending 


LOUDSPEAKERS 
Dukane Corp 
University Loudspeaker 


LOUVERS, FAN 
Air Conditioning 
American Coolair Cort 
Arex Company 
Mfg. Co., Philip 
Chelsea Fan & Blower 
Dana Fan & Blower Cort 
Elgo Shutter & Mfg 
Folsom Company ne 
Frigid, Inc 
Hartzell Propeller Fan 
lig Electric Ventilatin 
Internationa! Metal 
Peerless Electric 
Perfect e Mfg 
nited Blower 
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PERFECT CONNECTIONS 


Just ONE Tool 
for both 
SPLICING and TERMINATING 


2 #18 to 3 #8 1 #16 to 1 #8 

Buchanan's exclusive 4-way crimp pro- 
vides pres-SURE-connections of maximum 
electrical and mechanical efficiency over 
an extremely broad range of wire sizes. 
Splice insulation is provided by snap-on 
vinyl caps of fixed insulation value. 


2312 
“The fastest growing name in the Electrical industry” 


m, 
‘a AnAN 
A BUCH 


ELECTRICAL PRODUCTS CORPORATION 
Hillside N J 


Send for Catalog K-4 


LOUVERS, LIGHTING FIXTURES 
Benjamir Etectrt Mfg 


@cuRtis: LIGHTING, INC.—ADV. PG. 89 


Lite Corp 
Mad 


Lighting 
iller Company 
Modern yht 
Mult! Electr Mfg 
Neo-Ray Products 
thern Light Company 
ms Products 1. f 


LUBRICANTS, CABLE PULLING 
see COMPOUNDS, Cable Pulling 


LUBRICANTS, MOTOR 
see OILS, Lubricating, and Greases 


LUGS, SOLDERING CABLE 
calle tenants 
Met 


MH . | raft M amuifacturir *] > 
@ILSCO COPPER TUBE & PRODUCTS, INC.—ADV. 
PG 105 


@ PENN. UNION ELECTRIC 
Powercraft Cort 
Rusgreen Manufacturing 
herman Mfq H 


CORP.—-ADV. PG. 56-57 


Jasper 


Electric Produ 
Engineering 
Cable Co. 
o., A. B., 
ical Engineer 
re Products Ine 
Connector 
Met al raft 


ELECTRICAL CONSTRUCTION AND MAINTENANCE .. 


@ILSCO COPPER TUBE & PRODUCTS, INC—ADV 
PG. 105 


Insuline Corp. America 
Kearney Corp., J 
Klieg! Bros 

Koltor 

Krueger 

ae co 


ADV. PG 
PG. 56-57 


eo. 7. "ELECTRICAL MFG CO, 
7 
Oren UNION ELECTRIC CORP 


ywercraft Corp 
Royal Electris Manufacturing 
1 Manufacturing 
( H. B 
Electrical Equipment Co 
& Betts ) 
F use Manufa turing Co 


LUMINAIRES 
see FIXTURES 


M 


MACHINES, ARC WELDING 
see WELDERS, Arc 


MACHINES, ARMATURE BALANCING 
see MACHINES, Rotor Balancing 


— ARMATURE WINDING AND TAP. 


nsulation & Wires Inc 
Potter & Rayfield, In 


MACHINES, BLUEPRINTING 
Peck & Harvey 
MACHINES, BOLT THREADING 
see MACHINES, Conduit Threading 


MACHINES, BORING 


see DRILLS, Pole Hole; 
Boring 


MACHINES, Joist 


PORT-A-PONY 


FEATHERWEIGHT 
PORTABLE 


PIPE THREADER 


MACHINES, BUS-BAR BENDING 
see BENDERS, Fiat Metal 


MACHINES, CLOTHES WASHING 
see WASHERS, Clothes 


MACHINES, COIL IMPREGNATING 
Blaw- Knox Buflovak Equipment Div 
insulation & Wires Inc, 


MACHINES, COIL WINDING 
Armature Coil Equipment, Inc 
Crown Industrial Products Co 
Electric Service Manufacturing Company 
Insulation & Wires Inc 
Perkins Machine & Gear Co. 
Potter & Rayfield, Inc. 
Universal Winding Co 

MACHINES, COMMUTATOR GRINDING 
see GRINDERS, Commutator 


MACHINES, COMMUTATOR UND. RCUTTING 
see SLOTTERS, Commutator 


MACHINES, CONDUIT BENDING 
see BENDERS, Power Conduit 


MACHINES, CONDUIT CUTTING 
see MACHINES, Conduit Threading 


MACHINES, CONDUIT THREADING 
pee on _ be 
ja Tool Div 
@osTER MANUFACTURING CO.—ADV. PG. 116 
Ridge Too! Cc 
Thread-Ezy Mfq. Ce 
Toledo Pipe Threading Machine ( 


MACHINES, DISH WASHING 
see DISHWASHERS 


MACHINES, EYELET AND RIVET SETTING 
Chicago Rivet & Machine 
ted Shoe Machinery Cory 








Here is a power pipe threader you can carry to the 


job in one hand. Weighing only 26 lIbs., 


Port-A-Pony 


ofters efficient pipe and conduit threading on all instaila- 


tion and maintenance work, 
Pony threads any 4” 


You'll like the way Port-A- 


to 4” pipe on the job. The 2 hp 


reversible motor operates on 110V, AC or DC. Use your 


present die stocks 


Write for full information today. 


» THREAD- EZY MFG. CO. 


360 N. SHIAWASSEE ST 
CORUNNA 2, 
MICHIGAN 
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MACHINES, FLOOR MAINTENANCE 
American Floor rfacing Mach. Co 
Atias Floor Surfacing Machinery Corp 
jrever Electric Mfg. { 

arke Sanding Machine Co 
Continental Car-Na-Var Corp 
Floorola Products, Inc 
yeneral Floorcraft, 
Hild Floor Machine 
Ideal Industries, Inc 
Kent Company, Inc 
Martindale Electric Co. 
Multi-Clean Products, 
Red Devil Tools 
Sensation Mower Inc 
hetiand Co 


MACHINES, JOIST BORING 
Greenlee Tool C 
Hykon Mfg. Co 
Ideal Industries, Inc 
ngersoll-Rand 
Kett Tool Co. 
Lindell Electric Co 


MACHINES, MOTOR TORQUE TESTING 
see DYNAMOMETERS, Testing 


MACHINES, PIPE THAWING 
Brever Electric Mfg 


MACHINES, POLE GAINING 


MACHINES, REFRIGERATING 
arrier Core 
hrysier Corp., Airtemp [ 
Fogel! Refrigerator C 
yeneral Motors Corp., Frigidaire 


MACHINES, ROTOR BALANCING 
Ane R. B 
ener le ( Apparatu 
Potter & Rayfield 


MACHINES, SCREWDRIVING 
Ingersoll-Rand 
nap-on Tools Core 


Thor Power T 


MACHINES, SEWING 
Bernina ewing Mact 
sel\iman Manufacturing o. 


MACHINES, SPOT SOLDERING 


lectric Soldering Iron Co., In 


MACHINES, TRENCH-DIGGING 
Barber Greene 
b es Machine 


MACHINES, WIRE END STRIPPING 
traser Company, 
He t Industries 
feal Inaustries, 
ation & Wires 


MACHINES, WIRE MEASURING 
Hykon Mfg. Co 
Marvel Rack Manufacturing Co, 
Minneapol: Electr x Construction 


MAGNETIZERS 
see CHARGERS, Magnet 


MAGNETOS, TESTING 
see GENERATORS, Magneto 


MAGNETS, LIFTING 
Aircraft Specialities, ! 
Cutler-Hammer, inc 
Dings Magnetic eper 

hrader Co F WwW 


Stearns Magnet 


MAGNETS, PERMANENT 
Aircraft Specialties, Inc 
Arnold Engineering Co 

wiey Co. Inc., Henry | 
ngs Magnetic Separator Co 
erroxcube Corp. of America 
eneral Electr "0., Carboloy Dept 
diana Steel Products Co. 
Permanent Magnet Co., Inc. 
hrader Co., F. W 
tearns Magnetic Inc. 


MAGNIFIERS, ILLUMINATED 
Abbeon Supply Company 


Burton Manufacturing Co 


Dazor Manufacturing Corp 
Industrial Products Co. 
Swift & Anderson, Inc. 


MAKERS, COFFEE, ELECTRIC 
Dominion Electric Corp. 
Landers, Frary & Clark 
Leckie Electric Utensil Co., Inc. 
McGrath St. Paul Co. 


MANDRILS, CONDUIT, AND TOOLS 
Cope, Inc., T. J 
Republic Steel Corp., Steel & Tubes Div. 


MANHOLE GUARD RAILS 
see GUARDS, Manhole 


MARKERS, POLE 
see NAILS, Pole Dating 


MARKERS, TOOL 
Burgess Vibrocrafters 
Electro-Graphic Graver Co 
Matthews & Co., James H. 


MARKERS, WIRE 
Brady Co., W. H. 
Champior ible Co 
ckey -Grable Co. 
Vatthews & Co., James H. 


MARLINE 
see TWINE, Marline 


MASKS, DUST 


@MARTINDALE ELECTRIC CO.—ADV. PG. 102 
Mine Safety Appliances Co. 


MATS, FLUSH SWITCH PLATE 
Sierra Electric & Manufacturing Co 


MATS, SWITCHBOARD FLOOR INSULATING 
Buffalo Weaving & Belting Co 
New York Belting & Packing 
Ton-Tex Corp. 
United States Rubber Co 


MEASURERS, POLE 


Kearney Corp., James R. 


MEASURES, ROTARY PLAN 


Koeneman Co., R. A. 


MECHANISMS, SWITCH OPERATING 
Electro-Seal Corp. 
General Electric Co., Apparatus Sales Div 
Haydon Company, A. W. 
Kearney Corp., James R. 
Minneapolis-Honeywell Regulator 
Pacific Electric Manufacturing Corp 

& C Electric Comoany 

sierra Electric & Manufacturing ( 
Tech Laboratories, Inc. 
Westinghouse Electric Corp. (Pittsburg! 


MECHANISMS, VALVE OPERATING 
Bailey Meter Co 
Minneapolis-Honeywell Regulator 


MEGOHMMETERS 
see OHMMETERS 


METAL, FUSE 
see ALLOYS, Fusible 


METAL, THERMOSTATIC 
Chace Co., W. M. 


METERS, AMPERE-HOUR 
General Electric Co., Apparatus Sales D 
Sangamo Electric Company 
Westinghouse Electric Corp. (Pittsburgh) 


METERS, AUDIO FREQUENCY 
see METERS, Radio, Sound, etc. 


METERS, DECIBEL 
see METERS, Sound Level 


METERS, DEMAND 


Duncan Electric Mfg. Co. 
seneral Electric Co., Apparatus Sales Div 
Sangamo Electric Company 
Westinghouse Electric Corp. (Pittsburgh) 


METERS, ELECTRIC STEAM FLOW 
Automatic Temperature Control! Co., Inc 
Bailey Meter Co 
Bristol Company 
Minneapolis-Honeywell Regulator C 


METERS, FOOTCANDLE 


see ANALYZERS, Illuminetion; METERS, 
Light; PHOTOMETERS 


METERS, FREQUENCY 


Aero Instrument Company 

Biddle Co., James G. 

Brush Electronics Co. 

El-Tronics Inc. 

General Electric Co., Apparatus Sales 
General Radio Company 

Heath Company 

Roller-Smith Corp 

Triplet Electrical Instrument Co. 
Westinghouse Electric Corp. (Pittsburgh 
Weston Electrical Instrument Corp 


METERS, GAUSS 


see PERMEAMETERS | 


METERS, KILOVOLT AMPERE 


Assembly Products, Inc. 
Bristo! Company 
Esterline-Angus Co., Inc. 
seneral Electric Co., Apparatus Saies Div 
Marion Electrical Instrument Co. 
ngamo Electric Company 
Shalicros Uifg 0 
Triplett Electrical Instrument Co. 
Westinghouse Electric Corp. (Pittsburgh 


METERS, LIGHT 


General Radio Company 
Macbeth Corp. & Subsidiaries 
Marion Electrical Instrument Co 
Photobell Company 


Weston Electrical Instrument Corp 


METERS, LIQUID LEVEL 


Automatic Temperature Contro! Co 
Bailey Meter Co. 

Bristol Company 

Lumenite Electronic Co 
Minneapolis-Honeywell Regulator Co 
Photobell Company 


METERS, MAGNETIC FLUX 


see PERMEAMETERS 


METERS, POWER FACTOR 


Esterline-Angus Co., Inc 

General Electric Co., Apparatus Sales Div 
Hickok ectrical Instrument Co. 
Marion Electrical Instrument Co. 
Minneapolis-Honeywell Regulator Co 
Roller-Smith Corp 

Sangamo Electric Company 

Technology Instrument Corp. 
Westinghouse Electric Corp. (Pittsburgh 
Weston Electrical Instrument Corp. 


METERS, RADIO, SOUND, ETC 


Brush Electronics Co. 

Gates Radio C 

Heath Company 

Jerrold Electronics Corp 

Marion Electrical Instrument Co 
Radio City Products Co., Inc 
impson Electric Co 

Triplett Electrical Instrument Co 


vu 


Weston Electrical Instrument Corp 


METERS, SOUND LEVEL 


Assembly Products, Inc. 
Electro-Mechanical Instrument Co. 
neral Electric Co., Apparatus Sales 
General Radio Company 
International Instruments, Inc. 
Marion Electrical Instrument Co 
Scott, Inc Hermon Hosmer 
halicross Mfg. Co 
Simpson Electric Co. 
ticht Co., Inc., Hermar H 
Triplett Electrical Instrument 


METERS, TIME RECORDING 


Aero Instrument Company 

Automatic Temperature Contro! Co., 
Bristol Company 

Brush Electronics Co. 

Cramer Co., Inc., R. W. 
Esterline-Angus Co., Inc 

General Electric Co., Apparatus Sales Div 
Haydon Company, A. W. 

Marion Electrical Instrument Co. 
Sangamo Electric Company 

Vocaline Co. of America, Inc. 
Westinghouse Electric Corp. (Pittsburg 


METERS, TOTALIZING 


see RECORDERS, Load Totalizing, and iIn- 
struments 


METERS, VAR 


Bristol Company 
Esterline-Angus Co Inc 
seneral Electric Co., Apparatus Sales Div 
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Minneapolis-Honeywell Regulator Co. 
Sangamo Electric Company 
Westinghouse Electric Corp. (Pittsburgh) 


Weston Electrical Instrument re 


METERS, VIBRATION 
Biddie Co., James 
Consolidated Engineering 
general Electric Apparat 
xeneral Radio Company 
MB Manufactur ng Inc 
S tt in Hermon H mer 
Westinghouse Electric Corp. (Pittsburgh) 


METERS, WATT 
see WATTMETERS 


EVENS, WATT- HOUR SERVICE 
Ass 


Apparatus Sales Div. 
ompany 
6 use Electric Corp. (Pittsburgh) 
@WESTINGHOUSE ELECTRIC SUPPLY CO0.--ADV. 
PG. SECOND COVER 


METERS, WATT-HOURS TESTING 
Associated Res search Inc. 
Eastern Specialty C 
General Electric Co., Apparatus Sales Div 
@GRAYBAR ELECTRIC COMPANY, INC.—ADV. PG. 2 
Sangamo Electric Company 
Westinghouse Electric Corp. (Pittsburgh) 


MICA, GROUND, RAW AND PLATE 
General Electric Co., Chemical Div 
Mica Insulator Co. 

Micacraft Products, Inc. 
New England Mica Company, In 
S. Mica Company, Inc 


MICROPHONES 
American Microphone Co. 
Automatic Electric Co. 
Brush Electronics Co. 
Kellog Switchboard & Supply Co 
Remier Company, Ltd 
Shure Brothers, Inc 
Telephonics Corp 
Turner Company 


MICROSCOPES, ELECTRON 


General Electric Co., Apparatus Sales Div 


MILLS, COFFEE 


Hobart Manufacturing C Kitchen Aid Div 


MIXERS, HOUSEHOLD, BEATERS AND EX- 
TRACTORS 


Birtman Electric Co 

chicago Electric Manufacturing Co. 
Hobart Manufacturing Co Kitchen A 
Knuth Engineering Co 

Landers, Frary & Clark 

ster Manufacturing Cc Johr 
Protection Equipment Co. Inc. 

cov Mfg. Co., Hamilton Beach Co. Div. 
cuthern Electric Products 

Waring Products Corp 

Westinghouse Elec. Corp. (App'iance 


MIXERS, MULTIPLE PURPOSE 
Alsop Engineering Corp 
International Engineering 
Mixing Equipment Co., 

Reynolds Electric Co 

Southern Electric Products 
tandard Electric Mfg 
nited Electric Motor 


MIXERS, PAINT 


Alsop Engineering Corp 
Chicago Commutator, Inc 
International Engineering, Inc 
Miracle Paint Rejuvenator ( 
Mixing Equipment Co., Inc. 
Red Devil Tools 

nited Electric Motor Co. 


MOLDING, cere AND FITTINGS 
Metal Formin 
a eLecrac PRODUCTS CORPORATION— 
ADV. PG. 97-10 


MOLDING, ORNAMENTAL METAL RACEWAY 


Metal Ff 


@ NATIONAL ELECTRIC PRODUCTS CORPORATION— 
ADV. PG. 97-100 


rming 


MOLDING, PLASTIC, AND FITTINGS 
Auburn Button a Inc 


Resistor Corp. 


ELECTRICAL CONSTRUCTION AND MAINTENANCE .. 


Gits Molding Corp. 

Massey, Inc., A. H. 

Sierra Electric & Manufacturing 
Ther Electric & Machine Works 
Vector Manufacturing Co. 


MOLDING, UNDERPLASTER 


see MOLDING, Metal and Fittings; CONDUIT, 


Oval 


MOLDING, WOOD 


Baker McMillen 

Haley & Co : Inc., R. 
Hatheway & P atterson 
Mitchell Moulding Co. 


MOTIONS, DISPLAY AND TURNTABLES 
seneral Die & Stamping 
Haft & Sons, Inc. 
Kulka E ectric Mfg . Ce I C 
Merkle K« orf Gear Cc 
nited Pressed Products Co 


MOTOR CONTROLS 


see BOARDS, Motor Control; CONTROLS; 


CONTROLLERS 


MOTOR-GENERATORS 
Allis Co., Louis 
Allis-Chalmers Manufacturing 
entury Electric Cc 
Chandeysson Electric Co 
Continental Electric Co., In 
Dalmotor Company, Inc. 
Eicor, Inc 
Electric Motors & Specialties 
Electric Products Co 
Electric Specialty C 
Electro Engineering Product 
Elliott Company 
Empire Corp. 
Fairbanks, Morse & Co. 
3eneral Dynamics Corp., Electro Dynamic 
General Electric Co., Apparatus Sales 0 
eorator Corp 
Hertner Electric Co. 
Howard Industries, Inc 
Ideal Electric & Manufacturing C 
Inet, Inc. 
Janette Electric Mfg. Co 
Kato Engineering Co 
Kurz & Root Co., Inc. 
Leland Electric Co 
Marathon Electric Mfg. Corp. 
Marble Card Electric Co. 
Master Electric Company 
Motor Generator Corp., Hobart 
Onan & Sons Inc., D. W. 
Robbins & Myers, Inc. 
mall Motors Inc. 
tar-Kimble Motor Div. 
Sterling Electric Motors, In 
Westinghouse Electric Corp. (Pittsbu 


j 


MOTOR-GENERATORS, COMMERCIAL PiLAT- 


ING 
see GENERATORS, Plating 


MOTORS, BATTERY 
Bogue Electric Manufacturing 
Eicor, In 
Electric Products Co 
Electro Engineering Products 
Heinze Electric Ce 
Rae Motor Corp 


MOTORS, BATTERY OPERATED VEHICLE 
Baldor Electric Co 
Electric Products Co 
Electro Engineering Products Co., Inc 
3eneral Electric Co., Apparatus Sales Di 
Heinze Electric Ce 
Hertner Electric Cc 
Rae Motor Corp 
t 


ar-Kimble Motor C 


MOTORS, BRAKE 
Allis Co., Loui 
Brown Boveri Cors 
Century Electric Co 
Continental Electric (¢ 
Dalmotor Company, Inc. 
Doerr Electric Corp 
Electric Specialty 
Elliott Company 
Fairbanks, Morse & Cc 
eneral Electric Co., 
3eneral Motors Corp., 
Howard Industries, Inc 
Howell Electric Motors 
Lima Electric Motor Cx 
Marathon Electric Mfg 
Aaster Electric Company 
Rae Motor Corp. 
helby Electric, Inc 
tandard Dayton Corp 
tar-Kimble Motor Div. 
terling Electric Motors, 


KATO 


ELECTRICAL EQUIPMENT 


—your assurance of a job well done! 
KATO ENGINEERING has been building special 


etec- 


trical equipment and machinery since 1928. Our modern, 
well equipped plant produces the finest in generators 


and electrical machinery from the smallest to 


the 


largest. We invite your inquiries regarding your special 


requirements. 


MOTOR GENERATOR SETS 


D.C. to A.C., A.C. to D.C., 25 cycles to 60 cy 


cles 


60 cycles to 400 cycles Ac. GENERATORS—I>- 800 


cycles single and three phase. D.C. MOTORS up to | 
H.P. ROTARY 


° CONVERTERS. OC MOTORS 
A.C. take-off. 


0 
with 


A. C. GENERATORS 


500 Watts to 


300 «K.W. 
in one or two bearings, in 
720 to 3600 


speeds of 7 
R at 0 cycles. 
GENERATORS up 


v A RTERS for charaing 
cC.. 4 


GH 4 


* CHANGERS, 
GENERATOR 
Cc. MOTORS, 


Single 


1-1% 


WRITE TODAY FOR INFORMATION 


1442 FIRST AVENUE, MANKATO, MINNESOTA 


MOTORS, CAPACITOR 


see MOTORS, Single-Phase; MOTORS, Frac- 


tional Horsenower 


MOTORS CHART-DRIVE 
see MOTORS, Miniature 


MOTORS, CLOCK 
see MOTORS, Miniature 


MOTORS, COMPOUND 
see MOTORS, D.C. 


MOTORS, D.C. 
Allis Co., Louis 
Allis-Chaimers Manufacturing 
Baldor Electric Co. 
Bogue Electric Manufacturing 
Brown-Brockmeyer Co 
Century Electric Co 
ontinental Electric Co 
Jalmotor Company, Inc 
Jayton Electric Mfg. ¢ 
Eicor, Inc 
El Ray Motor Cc Ine 
ectric Auto-Lite Cc 
ectric Products Co 
t Engineering Product 
tt Company 
ners¢ Electr Manufacturing 
Fairbanks, Morse & Co 


Seneral Dynamics Corp., Electro Dynamic Div. 


General Electric Co., Apparatus Sales 


Olv 
@GENERAL MOTORS CORP DELCO PRODUCTS 
DIV 


ADV. PG. 73-76 
Haydon Company, A. W 
Heinze Electric 
ertner Electric 
foward Industries 
Jea! Electric & 
Kato Engineering Cc 
Kurz & Root Co., Ir 
eland Electric Co 
Marble Card Electric (¢ 
Mfg. C 
Company 
Manufacturing Co 
eerle Electric Cc 
Rae Motor Corp 
& Myers, | 
Loyd 
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Fractional-hp Motors 


New standard G-E fractional-horse- 
power motors for industrial application 
have up to 50 per cent less weight, 
and 40 per cent less bulk. Base and 
shell are of sturdy steel construction, 
will hold motor in proper alignment in 
any mounting position. These motors 
conform fully with NEMA Standards. 
Can be mounted in any position to 
take advantage of dripproof features 
Other G-E 


fractional-horsepower motors available 


or space requirements. 


to meet you needs. 


Consult classified section of phone book for 
address of neorest G-E Apparatus Agent- 
Distributor, or write direct to General Electric 

o., Section 640-355, Schenectady 5, N. Y 


- 
GENERAL ($6) ELECTRIC 


United Pressed Products 
Universal Electric ( 
Universal Scientific Co. Inc 
Westinghouse Electric Corp 


MOTORS, DRIP-PROOF 
see MOTORS, Splash-Proof 


MOTORS, EXPLOSION-PROOF 
see MOTORS, Hazardous Location 


MOTORS, FRACTIONAL HORSEPOWER 

Acro Manufacturing Co Acro-Mu Switch Div 
Crise Controls Div 

American Electric Motors I:« 

Baldor Electric Co 

Belgian Electric Sales Corp 

Bodine Electric Cx 

Brown-Brockmeyer ( 

Century Electric Co 

Connecticut Telephone & Electric Corp 

Dalmotor Company, Ine 

Dayton Electric Mfg. Ce 

Diehl! Manufacturing ( 

Doerr Electric Corr 

Dumore Co. 

Eicor, Im 

Electric Motors & Specialties 

Electric Specialty Co 

Electro Engineering Products Cc Ir 

Emerson Electric Manufacturing "Co 

Fairbanks, Morse & Co 

Franklin Electric Co 

General Die & Stamping Co 

General Electric Co Apparatus Sales 

@GENERAL MOTORS CORP., DELCO “PRODUCTS 

DIV.—-ADV. PG. 73-76 

Heinze Electric ( 

Hertner Electri ) 

Howard Industries, Inc 

Howell Electric Motors ( 

Iron Fireman Manufacturing 

Hoover Co Kingston Conley Div 

Jack & Heintz Precision Industries, Inc 

Leland Electric Co 

Marathon Electr Mfg. Corr 

Master Appliance Mfg. Co 

Master Electric Company 

McMillan Manufacturing C 

Merkle Korff Gear ( 

Motor Specialty, Inc 
ster Manufacturing C¢ 

Packard Electric Div 

Peerless Electric Co 

Rae Motor Corp 

Redmond Company, Inc 


Pittsburgh) 


Electron 
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Reynolds Electric Co 

Robbins & Myers, Inc 

Scruggs Co., Loyd 

Shelby Electric, Inc 

Signal Mfg. Co 

Small Motors Inc 

Specialty Battery Co 

standard Dayton Corp 

Star-Kimble Motor Div 

sterling Electric Motors, Inc. 

United Electric Machinery Co. 

United Pressed Products Co. 

U. S. Electrical Motors Inc 

Universal Electric Co. 

Universal Scientific Co. Inc 

Vocaline Co. of America, Inc 

@WAGNER ELECTRIC CORP.—ADV. PG. 133 
Westinghouse Electric Corp. (Pittsburgh 
@WESTINGHOUSE ELECTRIC SUPPLY CO -ADV 

PG. SECOND COVER 


MOTORS, GEAR 

Acro Manufacturing Co 
Crise Controls Div. 

Alli Co., Louis 
Allis-Chalmers Manufacturing Co 
Belgian Electric Sales Corp. 
Bodine Electric Co. 
Brown-Brockmeyer Co 
Century Electric Co. 
Continental Electric Co., 
Dayton Electric Mfg. Co. 
Doerr Electric Corp 
Dumore Co 
Electro Engineering Products Co., Inc. 
Fairbanks, Morse & Co. 
Falk Corp 
General Die & Stamping Co 
General Dynamics Corp., Electro Dynamic Div. 
General Electric Co., Apparatus Sales Div. 
Howard Industries, Inc 
Howell Electric Motors Co. 
Janette Electric Mfg. Co. 
Lima Electric Motor Co 
Marathon Electric Mfg. Corp 
Master Electric Company 
Merkle Korff Gear Co. 
Motoresearch Company 
Philadelphia Gear Works, Inc. 
Rae Motor Corp 
Shelby Electric, Inc 
Smal! Motors Inc 
Standard Dayton Corp 
Star-Kimble Motor Div. 
Sterling Electric Motors, Inc 
United Electric Machinery Co 
United Pressed Products Co. 
U. §S. Electrical Motors Inc. 
Universal Gear Corp. 
Westinghouse Electric Corp 


Acro-Mu 


Inc 


(Pittsburg! 


MOTORS, HAZARDOUS LOCATION 

Allis Co., Louis 

Allis-Chalmers Manufacturing Co 

Baldor Electric Co 

Belgian Electric Sales Corp 

Brown-Brockmeyer Co. 

Century Electric Co. 

Continental Electric Co., 

Dalmotor Company, Inc. 

Dayton Electric Mfg. Co. 

Diehl! Manufacturing Co. 
Eicor, Inc 

Fairbanks, Morse & Co 

General Electric Co., Apparatus Sales [ 
@GENERAL MOTORS CORP., DELCO PRODUCTS DIV. 

ADV. PG. 73-76 

Hertner Electric Co 

Howard Industries, Inc 

Howell Electric Motors Co 

deal Electric & Manufacturing 

Leland Electric Co 

Lima Electric Motor Co. 

Marathon Electric Mfg. Corp 

Master Electric Company 

Peerless Electric Co. 

Robbins & Myers, Inc. 

Star-Kimble Motor Div. 

U. S. Electrical Motors Inc. 
@WAGNER ELECTRIC CORPORATION—ADV. PG. 133 

Westinghouse Electric Corp (Pittsburgh 


MOTORS, HERMETIC 
Allis Co., Louls 
Belgian Electric Sales Corp 
Bogue Electric Manufacturing Cc 
Century Electric Co 
Emerson Electric yo Co 
General Electric Co., ratus Sales 
@GENERAL MOTORS CORP. DELCO PRODUCTS DIV 
ADV. PG. 73- 7 
Howard Industries, Inc 
= ELECTRIC CORPORATION—ADV. PG. 
133 


Westinghouse Electric Corp. (Pittsburgh) 


MOTORS, HI-CYCLE 
Allis Co., Louls 
American Electric Motors Inc 
Bogue Electric Manufacturing Co 
Electric Products Co 
Fairbanks, Morse & Co. 
eneral Electric Co., Apparatus Sales Div. 
Hertner Electric Co. 


Howell Electric Motors Co 
Standard Dayton Corp 
Star-Kimble Motor Div. 
nited Electric Machinery Co 
J. S. Electrical Motors Inc 
Westinghouse Electric Cort Pittsburgh 
MOTORS, INDUCTION 

see MOTORS, Wound Rotor 

MOTORS, Squirrel-Cage 


induction; 


MOTORS, INSTRUMENT 
see MOTORS, Miniature 


MOTORS, MINIATURE 
Alliance Manufacturing 
American Electric Motor 
Barber-Colman Co 
Bodine Electric Co 
Connecticut Telephone & Electric Corp 
Cramer Co Inc rR. W 
Dalmotor Company, Inc 
Diehl Manufacturing Co 
Electro Engineering Products Co., Inc 
G-M Laboratories Inc 
General Electric Co., Apparatus 
Heinze Electric Co. 

Hertner Electric Co. 

Howard Industries, Inc 

Le John Manufacturing Co 
Master Appliance Mfg. Cc 
Merkle Korff Gear Co. 

Rae Motor Corp 

Sangamo Electric Company 
Small Motors Inc 

United Electric Machinery Co 
Vocaline Co. of America, Inc 
Westinghouse Electric Corp 


Sales Div 


(Pittsburgh) 


MOTORS, MINIATURE D. C. REED 
TROLLED 


Amglo Corporation 


General Electric Co., Apparatus 


MOTORS, MULTI-SPEED 
see MOTORS, Single-Phase 


MOTORS, PHONOGRAPH 
Alliance Manufacturing Co. 
Electro Engineering Products Co 
Emerson Electric Manufacturing Co 
Howard Industries, Inc. 
United Pressed Products Co 
Westinghouse Electric Corp. (Pittsburgh 


MOTORS, POLYPHASE 
see MOTORS, Wound-Rotor Induction; MO- 
TORS, Squirrel-Cage; MOTORS, Synchron- 
ous; MOTORS, Fractional Horsepower 


MOTORS, POWER FACTOR CORRECTION 
see MOTORS, Synchronous 


MOTORS, RECIPROCATING 
Electro Engineering Products Cc In 
Howard Industries, Inc. 
Westinghouse Electric Corp (Pittsburgh 


MOTORS, REMOTE SIGNALING 
see MOTORS, Self-Synchronizing 


MOTORS, REPULSION INDUCTION 
see MOTORS, Single-Phase 


MOTORS, RESISTANCE-START 
see MOTORS, Single-Phase 


MOTORS, SELF-SYNCHRONIZING 
Dalmotor Company, Inc 
Electro Engineering Products Co., Inc 
General Electric Co., Apparatus Sales Div 
Hertner Electr Co 
Howard Industries, Inc. 
Vocaline Co. of America, Inc. 
Westinghouse Electric Corr Pittsburgh) 


MOTORS, SERIES-WOUND 
see MOTORS, Single-Phase; MOTORS, D.C. 


MOTORS, SEWING MACHINE 
Belgian Electric Sales Corp. 
Bernina Sewing Machine Co 
Dayton Electr Mfg. C 

Ray Motor Co., Inc 
Electro Engineering Products Co 
General Electric Co., Apparatus 
Heinze Electric Co 
Howard Industries, Inc 
Master Appliance Mfg. Co 
Motor Specialty, Inc. 
Oster Manufacturing Co., John 
Rae Motor Corp 
Scruggs Co., Loyd 


Westinghouse Electr Pittsburgh 
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G6) MOTORS 


and CONTROLS 
via Graybar 


® AC single phase 
®@ AC Squirrel cage 
@ AC Synchronous 


@ All types—AC and DC 


Call 


Hist tor... 


100,000 ELECTRICAL ITEMS 
* 
OFFICES AND WAREHOUSES 


IN OVER 100 PRINCIPAL CITIES 


MOTORS, SHUNT WOUND 
see MOTORS, D.C. 


MOTORS, SINGLE PHASE 
Alliance Manufacturir 
Allis Co J 
American ectr 
Baldor Electr 
3elgian Elect 

Jine Electr 
Brown-Brockmeyer 
entury Electr 


J 


Ac ara € Jiv 

on MOTORS CORP., DELCO PRODUCTS 
ADV. PG. 73-76 

eonminn ge COMPANY Shasae 


Hoover ( 


ADV. PG. 2 
Joward ‘ 
Howell 


ted 
versal Electr 


@WAGNER ELECTRIC CORPORATION—ADV. PG. 
133 


tinghouse Electr Pittsburgh) 
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MOTORS, oharanren TORQUE 
Acro M 


Dynan 


Apparatus Sales D 


v 


Electric Motors 
Rae M tor Corg 
Shelby Electric Inc 
tandard Dayton Cort 
terling Electric Motor 
United E! sowed Machiner y Co. 
Ele Mc 
@ WAGNER ELECTRIC CORPORATION ADV. PG. 133 


Westinghouse Electric re Pittsburgt 


MOTORS, SPLASH-PROOF 

A ti) Louis 

Baldor Electr Co 

Bogue Electr Manufacturir 

Brown-Brockmeyer ( 

entury Electric Co 

ontinental Electric Co., 

Dayton Electric Mfg 

Diehl! Manufacturing Co 
Electric Corr 

Machinery Mfg 
Products ( 

Electric Specialty 

Electr Engineering Pr 

Elliott Company 

Fairbank Morse & 

General Dynamics r Electro Dynamic Div 

General Ele ( Ar at Sales Div 

Howard Industr 

Howell Electr 

King-Wyse n 

Marathon Elect 

Peerless Electr 

Reynolds 

Shelby Elect 


ter! "9 é Mot 


@ WAGNER ELECTRIC CORPORATION ADV. PG. 133 


Westinghouse Electr tsburgl 


MOTORS, SPLIT-PHASE 
see MOTORS, Single-Phase 


MOTORS, SQUIRREL-CAGE 


€ es 
ildor Electr 
jian Electr 
Bodine Electr 
Brown-Brockmeyer 


tur 
entury 


Motors Inc 
jard Dayt 


mble f\ 


@WAGNER wong tore gg ie gg PG. 133 
Westinghouse & 
@ WESTINGHOUSE ELECTRIC SUPPLY CO. ADV. PG 
SECOND COVER 


MOTORS, SWITCH OPERATING 
see MECHANISMS, Switch-Operating 


MOTORS, SYNCHRONOUS 
A t vers Manufacturing 
American Electric M Ana In 
Belgian Electri Sales 
Bodine Electr ) 

Bogue Electr 

Century Electr 

Chandeysson Electr 

Cramer Co., In R. W 
almotor Company In 

Diet Manufacturing 

Doerr Electric Corg 

Electric Machinery Mfg 

Electric Products Co 

Electric Specialty Co 

Electro Engineering Prod 

Elliott Company 

Fairbanks, Morse & Co 
eneral Electric ¢ Appa 

Haydon Company, A. W 

Hertner Electric Co 

Howard Industries, In 

Ideal Electric & Manufactur 

Kurz & Root Cc Inc 

Marathon Electric 

Master Electric 

Robbins & Myers 

Small Motors Inc 

Star-Kimble Motor Div 

Sterling Electric Motors, Inc 
United Electric Machinery Cc 

Vocaline Co. of America, Inc 

Wagner Electric Corp 


Westinghouse Electric Corp Pittsburgh) 


MOTORS, SYNCHRONOUS MINIATURE 
see MOTORS, Miniature 


MOTORS, TIMING 


see MOTORS, Miniature; MOTORS, Miniature, 
Reed Controlled 


MOTORS, TORQUE 
see MOTORS, Special Torque 


Tri-Clad* Integral-hp Motors 


G-E Tri-Clad motors are available in 
many enclosures, with a full range of 
speeds, horsepower ratings, mounting 
arrangements, and modifications to fit 
most requirements. Single-phase and 
polyphase, squirrel-cage and wound- 
rotor, horizontal and vertical, gear- 
motors, adjustable-speed motors—all 
these are in the standard Tri-Clad line, 
General Electric motors are backed 
by renewal-parts and 1-15-hp exchange- 
plan services that mean economy and 
long life to any motor installation. 


Consult classified section of phone book for 
address of nearest G-E Apparatus Agent 
Distributor, or write direct to General Electric 
Co., Section 640-354, Schenectady 5, N. Y. 


*Reg. trade-mark of General Electric Co 
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MOTORS, TOTALLY ENCLOSED 
Allis Ce ouis 
Ailis-Chaimer 
Baldor Electr 


Belgian Elect 


r Mfg 
Manufacturing 
oerr Electric Corp 
Electr Machinery Mfg. Co. 
Electric Specialty Co 
Flectro Engineer ng Pr 
tt Company 
s Mor e & Co 
ener Dynan f ‘ Dve 
‘y 4 rh € y 
yeneral Electr Apr t r v 
@GENERAL MOTORS CORP., DELCO PRODUCTS DIV 
ADV PG. 73-76 
be Industries, Inc 
jertner &£ ectrie Co 
P ¥ ngst r 


U. S. Electric Ine 
ak ae "ELECTRIC CORPORATION-—-ADV. PG 


Pittst rgt 


MOTORS, TOY 
see MOTORS, Battery 


MOTORS, UNIVERSAL 
Belgian Electric Sales ( 
Bodine Electric Co 

almotor Company, In 
Dayton Electric Mfq. ( 
Diehl Manufacturing 
Jumore Co 
Fl Ray Motor Cx Ir 
Flectric Specialty 

Electro Engineering Product 

yeneral Electric Co Apparat 

Heinze Electric Co 

Howard Industries, In 

Howell Electric Motors 

Master Appliance Mfg 

Motor Specialty, Inc 

ster Manufacturine 
ovill Manufact r 
vags Co 

mall Motors In 

Westinghouse Electr 


MOTORS, WOUND-ROTOR, INDUCTION 
A s Co Louis 
Allis-Chalmers Manufacturing ( 
American Electric Motor Ir 
Baldor Electric ¢ 
Belgian Electr 
Bodine Electric 
Century Electric 
Continental Electr 
Dalmotor Company Ine 
Electric Machinery Mfg 
Electric Products Co 
Electric Soecialty ( 
Electro Engineering Product 
Elliott Company 
Emerson Electric Manufactur 
Fairbanks, Morse & { 
General Electric Co 
Hertner Electr Co 
Howard Industrie In 
Howell Electric Motors 
Ideal Electric & Manufact 
Jay Broiler Cc 
Marathon Electr Mfg. Corp 
Marble Card Electr 
Master Electric Company 
McMillan Manufacturing Co 
Newman Industrie America 
ster Manufacturing 
Peerless Electric 
Robbins & Myers 
mall Motors In 
tar-Kimble Motor Div 
Sterling Electric 
@ WAGNER ELECTRIC “CORPORATION ADV. PG. 133 
Westinghouse Electr erp Pittsburgh 


ring ( 


MOULDING 
see MOLDING 


MOUNTINGS, FUSE 
see FUSES, Line and Station 
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MOUNTINGS, TRANSFORMER 
see BRACKETS, Transformer; 
Transformer 


MOUNTINGS, VIBRATION INSULATING 
see BASES, Vibration Insulating; RUBBER, 
Sponge 


MOUNTS, LADDER 
see TOWERS and Ladders, 


MOUNTS, POLE 
see BANDS, Pole Stubbing 


MOUNTS, VIBRATION INSULATING 
see BASES, Vibration Insulating 


MOUNTS, VISE 
see BENCHES, Portable Vise 


MOUTHPIECES, INTERPHONE 
see SYSTEMS, Intercommunicating; 
PHONES 


MOVEMENTS, CLOCK 
see MOTORS, Miniature 


MOWERS, LAWN, ELECTRIC 
Britten & Co., By mR . 
Fairbank Mo & Co 
Falls Products . 
Food Mac h nery & Chemical Corp., Bolens Products 
OW. 
xeneral Motors Corp., Delco Products Div 
Goodall Manufacturing Corp 
Hainke Mower Corp. Inc., Pau 
Midwest Mower Corp. 
pavage Arms Corp 
pensation Mower In 


PLATFORMS, 


Truck 


TELE- 


MUFFLES, FURNACE 
see CORES, Refractory 


MULTIBREAKERS 
see BREAKERS 


MULTIMETERS 
see METERS; TESTERS; ANALYZERS 


N 


NAILS, POLE DATING 


Copper Range Co., C. G. Hussey & 
Minneapolis-Honeywell Regulator Co 
Oliver Iron & Steel Corp. 


NAILS, WIRING 
Gedney Electric Company Inc 
Lint Company, Clyde W 
Minneapolis-Honeywell Regulator Co 
Rodale Manufacturing Co., Inc 


NAMEPLATES 
see PLATES, Name 


NEON 
see GASES, Rare 


NIBBLERS 
see SHEARS, Motor Driven Metal 


NIGGERHEADS 
see WINCHES, Truck, and Windlasses 


NIPPLES, CONDUIT 
Conduit Pipe Products Co 
Electrical Fittings Corp 
Gedney Electric Company Ir 
General Electric Co., Construction 
xeneral Steel Fittings Co 
Line Material “+e 
Midwest Electric 


as STANDARD CONDUIT CO.—-ADV 
PG. 120 


Company, J. R 
Wm. G 
ectr ( 


jJustries Ir 


NIPPLES, FIXTURE 
see FITTINGS, Fixture 


NOZZLES, FIXTURE 
see FITTINGS, Fixture 


NOZZLES, FLOOR BOX 
Richards Company, J. R 
Robot Appliances Inc 


tee City Electric ( 


NUMBERS, ILLUMINATED HOUSE 
sits Molding Corp 


NUTS, ANCHOR 
see NUTS, Lock 


NUTS, GRASS OR COPPER 
Americar rew Co 
chase Brass & ) 


NUTS, BRASS THUMB AND WING 
hase Bra & Copper Co 
neral Electric ( Apparatus Sales O 
cer Core 
»2.,, H. M 
Ma nufacturing Co 


NUTS, panei ge etnen 


& Copper C 


NUTS, COPPER 
see NUTS, Brass or Copper 


NUTS, COPPER-NICKEL ALLOY 
r " Nut R Bolt » Ir 
Pheoll Manufact jring | 
St. Louis Screw & Bolt C 


NUTS, EXPANSION 
see BOLTS, Expansion 


NUTS, EYE 
seneral Electr Co., Locke Deg 
Kortick ee Co 
. ateria 
tee rt 
Seyler Man fact ng é 
utili ities Service Company 


NUTS, IRON OR STEEL 
American Screw Co. 
Blackhawk Industries 
Columbia Nut & Bolt Cc 
seneral Electric Co., Locke 
Kortick Manufacturing Co. 
Maryland Bolt & Nut Co. 


GEDNEY 
OFFSET NIPPLES 


Quickest, easiest 
to install 


Gedney Offset Nipples have a 
¥%,” offset, and come in six sizes 
ranging from 2” to 2”. Accu- 
rately machined and threaded, 
they cut your installation time 
and costs. They’re made of 
unbreakable malleable iron... 
cadmium plated for maximum 
life on every application. 





Gedney Fittings FIT 


GEDNEY 


ELECTRIC COMPANY 


bie 


RKO BLDG. * RADIO CITY + NEW YORK 20 
Foundry, Factory and Shipping Point 
Terryville, Conn 
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Painut Company 
Pheo Manufactur Co 
ttsburgh Screw & Bolt Corp 
t. Louis Screw & Bolt Co 
tee ty Electric Co 
nerman Products Inc 
trut Products Co. 
ties Service Company 
1 Automatic Mact rew Co 


NUTS, IRON THUMB AND WING 
es Reproducer Corp 
nut Company 
Manufacturing 
Lou rew & Bolt 
ms & Company, J. H 


NUTS, LOCK 


ner n Nut & Bolt Fastener 


3rass 
a 


Appleton Electric Co. 
@BLACKHAWK INDUSTRIES—ADV. PG. 94 


ke Department 


hakeproof 


NUTS, METER SEALING 
see RODS, Meter Sealing, and Fittings 


NUTS, SELF-LOCKING 
see NUTS, Lock 


NUTS, STEEL 
see NUTS, lron and Steel 


NUTS, THUMS 
see NUTS, Brass Thumb and Wing 


NUTS, WING 
see NUTS, Brass Thumb and Wing 


NUTS, WIRE 


see CONNECTORS, Insulated Solderiess; 
CONNECTORS, Uninsulated Solderless 


OHMMETERS 


4 Researct 


ne-Angus 


@ MARTINDALE ELECTRIC CO.—ADV PG. 102 


OILS, CIRCUIT BREAKER 
see OILS, Transformer and Circuit Breaker, 
and Compounds 


OILS, CREOSOTE 
see PRESERVATIVES, Wood 


OILS, LUSRICATING AND GREASES 


f npany 
@DOW-CORNING CORPORATION—ADV. PG. 85-88 
ke Brothers Refining ? briplate \ 


rp sulf Refin 


3 
hanutactur 
LO 
mpany 
Company 


OILS, SOLDERING 
see FLUX, Soldering 


OILS, TRANSFORMER AND CIRCUIT BREAKER, 
AND COMPOUNDS 
@ DOW-CORNING CORPORATION—ADV. PG. 85-88 
General Electric Co., Apparatus Sales Div 
Line Material Co, 
Pure Oil Co. 
hell Oil Company 
Sun Oi! Company 
Westinghouse Electric Corp Pittsburgh 
OPENERS, ELECTROMAGNETIC DOOR 
ee Electric Inc 
Partrick & Wilkins Co 
Photobe Company 
Photoswitch Inc 
Trine Manufacturing Corg 


OPENERS, GARAGE DOOR 
see OPENERS, Motor Operated Door 


OPENERS, MOTOR OPERATED DOOR 
Electric Power oor 
Partrick & Wilkins 
Peelle ° 
bell Company 
ncy Manufacturing 
Appliances, 


OPERATORS, DOOR 
see OPENERS, Motor Operated Door 


OPERATORS, VALVE 
see VALVES 


OSCILLOGRAPHS 
see OSCILLOSCOPES 


OSCILLOSCOPES 


OUTLETS, CONVENIENCE 
see FITTINGS, Surface Wiring; RECEPTACLES 


OUTLETS, FLOOR 
see BOXES, Adjustable Floor; BOXES, Floor 
Receptacle 


OUTLETS, HANGER 
Adam Electr ( Fri 
Bryant Electr 
reer Inc., R. H 
jeath Company 
ees Manufacturing 
eviton Manufacturing ne 
ra Electric & Manufacturing 


OUTLETS, HEAVY DUTY 
see PLUGS, Heavy Duty, and Receptacles 


OUTLETS, RADIO OR TELEPHONE 
see JACKS, Wall Receptacle 


OVENS, COMMERCIAL BAKING AND ROAST- | 
ING 
Despatch ven Company 
Rockwell Company, W 
Wesix Electr Heater 


OVENS, HOUSEHOLD BAKING AND ROAST- | 
ING 


Westingt 
OVENS, INDUSTRIAL 


Ele g 


Magnethern 


M 


ore 
kella Infra-Red 
Rockwe Company, V : 


A 
. 
riangle Equipment Co. Inc. 


OLi@ni 


OPERATORS 


MEET OVER 1,000 SPECIFICATIONS 


Approved by Underwriters Lab 


COVERED BY PATENTS ISSUED & PENDING 





ay) 
10 DIFFERENT 12-VOLT 
REMOTE CONTROLS AVAILABLE 





LUsitronically 
OPEN, CLOSE 
AND LOCK 
DOORS, 
GATES, 


ETC 


ALL MODELS HAVE 
FRICTION DRIVE 
SAFE. . . DEPENDABLE 


Models illustrated will 
operate the following 
types of doors, gates, 
etc.— 


® Sectional Overhead Doors 
Multi-sectional : 
Vertical Lift Door 
Single Sliding Doors 
Double Sliding Doors 
Opposite Sliding Doors 
Vertical Lift Doors 
Rolling Doors 
Fire Doors 
Elevwtor Doors 
Swinging Gates 
Sliding Gates 
Opposite Sliding Gates 
Elevator Gates ‘ 
Rolling & Sliding Grilles 
Factory Conveyors 
Factory Skylights 
Commercial Awnings 
Folding Partitions 
Greenhouse Windows 
Theater Stage Curtains 


Television Antenna 


Radar Antennas 

And any other applica 
tions where a safe and 
dependable rutomati<« 
electric power unit is de 
sired for operators requir 
ng a reversing travel 
y cle yr an intermittent 


cycle ne direction 


MANY THOUSANDS IN USE 
~ SOME OVER 20 YEARS 


SUCCESSOR TO “MAGNADOR”, “HORTON”, 
AND “AVCO” AUTOMATIC DOOR OPERATORS 


NATION-WIDE SALES & SERVICE 
Write for Catalog to Dept. EG 


Manvtactured By: 


ROBOT APPLIANCES, INC. 


13165 Prospect Ave Dearborn, Mich. 
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you’Lt SAVE TIME + LABOR 
and get FASTER DELIVERIES 


with Standardized 


PANELBOARDS 


because of Frank Adam's policy of 


standardization. Complete sections and 
units are assembled into standard size 


boxes or frames. 
board that is 


without, 


The result is a panel- 
literally ‘“Tailor-Made” 
at the same time, destroying 


the savings and advantages of standard- 


ization. 


Standardized @ Panelboards are avail- 


able 


industrial or institutional need, 


virtually 


Py 


commercial, 
includ- 


every 


ing fuse type, pull-out, hinged pull-out 


and 


operating types. 


Also Circuit 


Breaker types for fuseless automatic pro- 


tection. 


In addition, there are designs 


for hazardous locations, except explosion 
proof, and column type. 


Frank etdam Electric Co. 


P. O. BOX 357 


Voltarc Tubes, Inc. 
Westinghouse Electr 
Wil-Son Manufacturin 
Young Brothers 


OVENS, INFRA-RED 


Cooper Company, D. C 

Despatch Oven Company 

Doyle Company, J. & 

Electric Hotpack Co. In 

Electric Service Manufacturing Company 

Fostoria Pressed Steel Corp 

Jay Broiler Co. 

Jensen Specialties, Inc 

Marlun Mfg. Co., Inc. 

Miskella Infra-Red Co 

Op-Al Elect. & Manufacturi ing Co 

Triangle Equipment Co. Inc 
@WIEGAND CO., EDWIN L.- 

Wil-Son Manuf: acturing Co 

Young & Bertke Co 


ADV. PG 


OZONATORS 
see GENERATORS, Industrial Ozone 


P 


PACKERS, BAG OR BARREL 
see PACKERS, Vibrating 


PACKERS, VIBRATING 


Syntron Company 


PACKING, PUMP 
Auburn Manufacturing Co 
Graton & Knight Co 
Johns-Manville 
New York Belting & Packing ( 


PACKS, HOT 
see PADS, Heating 


PADS, BED 
see PADS, Heating 


PADS, CLIMBER 
see STRAPS, Climber; CLIMBERS, Pole 
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ST. LOUIS 3, MISSOURI 


PADS, HEATING 
Battle Creek Equipment Co 
Casco Products Corp. 
Lander Frary & Clark 
Westinghouse Elec. Corp 


Winco Mfg. Corp 


(Appliance Div 


PAINT, ACID RESISTING 
Continental Car-Na-Var Corg 
Ferrubron Metal Paint Co 
Irvington Varnish & Insulator ( 
Mitchell-Rand Insulation Co 
Nukem Products Corp 

aucreisen Cements Company 
Subox Inc. 


PAINT, CONDUCTING 
Ferrubron Metal Paint ¢ 
ivex 


PAINT, INSULATING 
Carey Mfg. Co., Philig 
General Electric Co., Chemical Div 
Irvington Varnish & Insulator Co 
Mitchell-Rand Insulation Co 
Sauereisen Cements Company 


PAINT, STORAGE BATTERY 
see PAINT, Acid Resisting 


PAINT, TREE 


Bartlett Manufacturing 
Carbolineum Wood Preserving Co 


PANELBOARDS, EXPLOSION-PROOF 
see PANELBOARDS, Hazerdous Location 


PANELBOARDS, HAZARDOUS LOCATION 
Adam Electric ag Frank 
Bailey Meter 

@ CROUSE- HINDS.  COMPANY- ADV. PG. 66-67 
Federal Electric Products Co. 
Genera! Electric Co., Apparatus Sales Div 
Kinney Electrical Manufacturing Co. 
Pyle-National Co. 
Russell & Stoll Company, Inc 
Square D Company 


Westinghouse Electric Corp Pittsburgh) 


| 








ay: a 
Electri 


@AMenichn ELECTRIC. “SwiTcH CORPORATION 
PG. 70 


ee witch Cc 
~ ey Meter Co 
Electric Prod 
@ CONTINENTAL ELECTRIC EQUIPMENT COMPANY 
—ADV. PG. 61-64 
Electric Paneiboard Co. 
Empire Corp. 
Empire Switchboard Co., Inc 
ric Products Co. 
General Electr Apparatus 
pt Electr 20 Trumbull Electric 


Federa! Elect 


@cRaveaR "ELECTRIC COMPANY, INC.—ADV. 
exci’ & euum MFG. CO_ADV. PG. 104 


M 


te ard «Electric Man ufacturing 
Lexington Electric Products Co. Inc 
Mullenbach Electrical Mfg. Co 
@ MURRAY MANUFACTURING CORPORATION —-ADV 
PG. 1 


Parker Electrical Mfg ) 
Royal Switchboard Co. Inc. 

a are D Cx Company 

Sun Electric Products, Inc 

Wadsw rth Electric Manufacturing 

Walker Electrical Co. Inc. 

Westinghouse Electric Corp 
@ WESTINGHOUSE ELECTRIC SUPPLY “CO 

PG. SECOND COVER 


PANELS, AMPLIFIER 
see SYSTEMS, Public Address 


PANELS, ASSESTOS 
see ASBESTOS, Board 


PANELS, BREAKER 
see PANELBOARDS 


PANELS, DIMMER 
see SWITCHBOARDS, Light and Power 


PANELS, FIRE ALARM 
see SYSTEMS, Fire Alarm 


PANELBOARDS 
that save you time, money! 


WHETHER it’s fusible or circuit 
breaker type, Federal Noark has 
the Lighting and Distribution 
Panelboards to meet your toughest 
requirements. 

Component parts for Flexunit 
distribution and Stab-lok lighting 
panelboards are obtainable direct 
from your wholesaler, eliminating 
the waiting for factory assemblies. 


Write for the full details of 
the Federal Noark panelboard 
line or see your local 
distributor. 





FEDERAL ELECTRIC 
PRODUCTS COMPANY 


50 PARIS STREET NEWARK 5, N 
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PANELS, FUSE 
see PANELBOARDS 


PANELS, HEATING 
see PANELS, Radiant Heating 


PANELS, HERMETIC TERMINAL 


tro-Seal ( 


PANELS, LIGHTING, GLASS AND PLASTIC 


PANELS, RADIANT HEATING 
rning Glas 
ectrigla rp 
alton Manuf 


Thermoray f 
ited State 
esix Electr 


PANELS, RUBBER 
see RUBBER, Hard 


PANELS, SLATE 
see SLATE, Barrier and Slab 


PANELS, SOAPSTONE 
see SOAPSTONE, Barrier and Slab 


PANELS, SWITCH 
see PANELBOARDS 


PANELS, TESTING 


see STRUCTURES, 
TESTERS; METERS 


Instrument 


PAPER, FISH ane ROPE 
Auburn Manufa 
Mitchell-Rand 
Penn Fibre & 
paulding Fibre 

nington Fibre 


PAPER, FULLERBOARD AND PRESSBOARD 
Auburn Manufactur 
Mitchell-Rand Insulation Co 
Penn Fibre & Specia 
ilding Fibre 


PAPER, MICA 
see MICA, Ground, Raw and Plate 


PAPER, OILED 
see CAMBRIC, Varnished or Oiled 


PAPER, ROPE 
see PAPER, Fish and Rope 


PAPER, VARNISHED 
see CAMBRIC, Varnished or Oiled 


PARTITIONS, WIRE 
see FENCING, Black and Galvanized 


PASTE, SOLDERING 
see FLUX, Soldering 


PEDESTALS, FLOODLIGHT 
see FIXTURES, Ornamental 


PEDESTALS, LAMP 
see FIXTURES, Residential Interior 


PEDESTALS, MICROPHONE 
see SYSTEMS, Public Address 


PEGS, ARMATURE 
see WEDGES, Armature 


PENCILS, CARBON 
see CARBONS, Battery 


PENCILS, SOLDERING 
see IRONS, Electric Soldering 


PENCILS, ZINC 
see ZINCS, Battery 


PENDANTS, FIXTURE 
see CANOPIES, Fixture 
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Mounting; 


PENDANTS, LUMINOUS 
able Electric Products, 1 
Eagle Electr Mfg 

PENNIES, CONDUIT 
see SEALS, Conduit 


PERCOLATORS, COFFEE 


3G Work 


PERMEAMETERS 


wson Ciect 


PHONES, INTERCOMMUNICATING 


see SYSTEMS, Intercommunicating; 
PHONES 


TELE- 


PHOTO-TUBES 
see CELLS, Photo-Electric 


PHOTOMETERS 


PIGTAIL, BRAIDED WIRE 


ible ( 


te 


PILING, TREATED WOOD 
see POLES 


PILOTS 
see LIGHTS, Bulls-Eye 


PINS, CLAMP 
see PINS, Metal Insulator 


PINS, COB 


see PINS, Composite Wood and Metal In- 
sulator 


PINS, COMPOSITE WOOD AND METAL IN- 
SULATOR 


eneral Electr Department 


PINS, INSULATOR 
see PINS, Composite Wood and Metal In- 
sulator; PINS, Metal Insulator; PINS, Wood 
Insulator 


PINS, METAL INSULATOR 
Electric Service Manufacturing Company 
Electrical Mfg. Co 
xeneral Electr o., Locke 
Kortick Manufacturing Co 
ne Material Co. 
ver Iron & Steel Corp 
Louis Malleable Casting ( 
Seyler Manufacturing Co 
ties Service Company 


Department 


PINS, POLE TOP 
see PINS, Metal Insulator 


PINS, WOOD INSULATOR 
American Crossarm & Conduit ( 
Baker McMillen Co. 

Electrical Engineers Equipment Co 


Electrical 


epartment 
aley & Co., Inc., 
jatheway & Patters 
ne Material Co 
ver Iron & Steel Core 
R & D Cors 


tilitie 


PINS, WOOD TOP 


see PINS, Composite Wood and Metal In- 
sulator 


PIVOTS, METER 
see BEARINGS, Jewel 


PLANTS, EMERGENCY LIGHT AND POWER 
Bogue Electric Manufacturing 
B nders ompany In 
ectric Cord C 
Empire Corp. 


Georator ret 
House-O-Lite Cor 
Howard Industrie 
Katolight Corp 
Kohier Company 
Onan & Sons In 
Pioneer Gen -E _ 
Pyle-Natic 


saree ita 6 AND 12 VOLT LIGHTING 
Be fer: mpany Inc 

Electr rd 

Empire 

Howard 


Motor Corp 


PLANTS, 32 AND 110 VOLT LIGHTING 
Bogue Elect Manufacturing 

Bolinders Company 

Electric r 

Empire 

Howard 

Kohler Come 

nan & 

Pioneer 

Pyle-Nat 


PLANTS, WATER SUPPLY 
Bogue Electric Manufacturing C 
Dempster Mill Mfg. Co 


PLANTS, WIND-DRIVEN 6 AND 12 VOLT 
LIGHTING 


Empire Corp 


PLASTIC 


see INSULATION, Plastic; 
Molding 


COMPOUNDS, 
PLATERS, PORTABLE PAD OR BRUSH 

Hesse Products Company 

Rapid Electroplating Process, In 

Weaver Company a 


PLATES, BUTT 
see GUARDS, Pole 


PORTABLE 
POWER 


MODEL 45 MGW4 


-W. 


for use anywhere! 


Meets the growing demand for portable 
power to operate time-saving A 
electrical equipment such as saws, 
tools, heaters and lights. Nationally 
advertised, precision made, priced low 
Also KATOLIGHT Power Plants from 
350 watts to 42 KVA. D. C. Models 
500 W. to 15 K.W., for continuous or 
standby service. Generating equipment 
to 300 Ww. 


WRITE FOR 
DETAILS 


KATOLIGHT <onrcranion 


. MID-SEPTEMBER, 1953 213 





PRODUCT DIRECTORY 


Complete Addresses in Company and Trade Name Directory, Pages 33-52 





SWITCH 


AND 


WALL 


PLATES 


Packed in in- 
dividual en- | 
velopes with 
screws. 
Chrome plates 
protected 
with paper un- 
til instatied. 
a 
Industry’s No. 
1 plates at! 
competitive 
prices — head- 
quarters for | 
satisfaction 
and economy. | 
Buy from this 
reliabtle| 
source. Get) 
wren info on com- 
PLATES witht plete HONER | 
OPENINGS line. 


HORIZONTAL 


NOTHING TAKES THE PLACE OF STEEL | 


HONER MFG. CO. 


Electric Division of Honer-Norton 
115 S. Clinton St. Chicago 7, Ill. 
RA6-7662 





PLATES, CARBON 
see BRUSHES, Carbon 


PLATES AND CHANNELS, DOUBLE ARMING 
see BRACES, Crossarm 


PLATES, FLANGE 
see FLANGES 


PLATES, FLUSH SWITCH AND OUTLET 
@ALL-STEEL EQUIPMENT, INC.—ADV. PG. 71 
Arrow Conduit & Fittings Corp 
Arrow-Hart & Hegeman Electr 
Bell Electric Company 
Bryant Electric Co 
sable Electric Produc I 
@ CIRCLE F MFG CO "ADV. PG. 121-122 
Eagle Electric Mfg. Co., Inc 
Freed, Inc, J. Melvin, Haring vitch F 
Div. 
vem Electric Mfg o., Inc. 
eneral Electric onstruction 
sits Molding Corg 
Honer Mfg. Co 
Hubbell, Harvey 
vex 
Keystone Mfg. Cc 
eviton Manufacturing Co. 
Massey, In A. H 
National Acme mpany 
Rodale Manufacturing Co. Ir 
Sierra Elect: & Manufacturing 
Slater Electr & Mfg Ir 


Materlals Div. 


PLATES, GLASS SWITCH 
see PLATES, Flush Switch and Outlet 


PLATES, GROUND 
see GROUNDS, Cone and Plate 


PLATES, GUY 
see HOOKS, Guy, and Plates 


PLATES, HOT 
Acme Electric Heating Co. 
Chicago Electric Manufacturing Co 
Dominion Electric Corp. 
Heat Seal-It Company 
Landers, Frary & Clark 
Meyne!! Manufacturing Co 
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Thermo Electric Manufacturing Co. 
Westinghouse Elec. Corp. (Appliance Div.) 


PLATES, IDENTIFICATION 
see PLATES, Name 


PLATES, LEAD 
see HOOKS, Guy, and Plates 


PLATES, MICA 
see MICA, Ground, Raw and Plate 


PLATES, NAME 
Chicago Car Seal Co 
Corning Glass Works 
Dickey-Grabler Co 
General Etching & Manufacturing Co 
Gits Molding Corp. 
Gustaveson, Inc 
Matthews & Co., James H. 
National Band & Tag Co. 
Prentice Products Co. 
Rochester Meta! Etching Co. Inc. 
United States Radium Corp 
Wama Co. 


PLATES, STRAIN 
see SHIMS, Guy 


PLATES, SWITCH 
see PLATES, Flush Switch and Outlet 


PLATFORMS, POLE 
see BALCONIES and Seats, Pole 


PLATFORMS, TRANSFORMER 
Cope, Inc., T. J 
Utilities Service Company 


PLATING, BRUSH 
see PLATERS, Portable Pad or Brush 


PLATINUM 


American Platinum Works 


PLIERS, COMBINATION SLIP-JOINT 
en Mfg. 
Champion DeArment Too! Co. 
Crescent Tool Co. 
Kraeuter & Co. Inc. 
Lyon Rural Electric Co. 
Mephisto Tool Co. Inc. 
Miller Equipment Co., Inc 
Jwatonna Tool le 
)x-Wall Products Mfg. Co., Inc 
P & C Hand Forged Tool Co. 
Palmer Welloct Too! Corp. 
Proto Tools 
nap-on Tools Corp. 
Utica Drop Forge & Tool Corp 
Vichek Tool Co 
Wilde Drop Forge & Too! Co 
Williams & Company, J. H. 


PLIERS, ELECTRIC SOLDERING 
see TOOLS, Electric Soldering and Brazing 


PLIERS, ELECTRICIAN’S 
Blackhawk Mfg. Co. 
Champion DeArment Too! Co 
Crescent Tool 
Industrial Products Co. 
Klein & Sons, Mathias 
Kraeuter & Co. Inc. 
Lyon Rural Electric Co 
Mephisto Too! Co. Inc. 
Miller Equipment Co., Ir 
P & C Hand Forged Tool Co 
Palmer Welloct Too! Corp 
Proto Tools 
Snap-on Tools Corp 
Utica Drop Forge & Tool Corp 
Wilde Drop Forge & Tool Co 
Williams & Company, J. H 
Xcelite Inc. 


PLIERS, FUSE 
see PULLERS, Fuse 


PLIERS, GAS 
Lyon Rural Electrie Co. 
Mephisto Too! Co. Inc 
P & C Hand Forged Too! Co 
Proto Tools 
Utica Drop Forge & Tool Corp 
Wilde Drop Forge & Tool Cc 
Williams & Company, J. H. 


PLIERS, INSULATED 
see TOOLS, insulated Hand 


PLIERS, LINEMAN’S 
Champion DeArment Tool Co. 
Crescent Tool Co. 


Diamond Calk Horseshoe Co. 
Industrial Products Co. 
Kraeuter & Co. Inc. 

Lyon Rural Electric Co. 
Mechisto Tool Co. Inc. 

Miller Equipment Co., Inc. 

P & C Hand Forged Tool Co. 
Palmer Welloct Tool Corp. 
Proto Tools 

Snap-on Tools Corp. 

Utica Drop Forge & Tool Corp. 
Williams & Company, J. H. 


PLIERS, LONG NOSE 
Blackhawk Mfg. Co. 
Champion DeArment Tool Co 
Crescent Tool Co 
Diamond Calk Horseshoe Co. 
Industrial Products Co. 
Kraeuter & Co. Inc. 
Lyon Rural Electric Co. 
Mephisto Tool Co. Inc. 
Meteor Manufacturing Corp. 
Miller Equipment Co., Inc. 
Owatonna Tool Co. 
Ox-Wall Products Mfg. Co., Ine. 
P & C Hand Forged Tool Co. 
Palmer Welloct Tool Corp. 
Proto Tools ‘. 
Snap-on Tools Corp. 
Utica Drop Forge & Tool a 
Williams & Company, J. H. 


PLIERS, OBLIQUE CUTTING 
Champion DeArment Tool Co. 
Crescent Too! Co. 

Diamond Calk Horseshoe Co. 
Kraeuter & Co. Inc 

Lyon Rural Electric Co. 
Mephisto Tool Co. Inc 

Miller Equipment Co., Inc 
P & C Hand Forged Too! Co. 
Snap-on Tools Corp 

Jtica Drop Forge & Tool Corp 


PLIERS, SIDE CUTTING 
see PLIERS, Lineman’s 


PLIERS, WIRE STRIPPING 
see TOOLS, Wire Stripping 


PLUGS, APPLIANCE CONNECTOR 


Alden Products Co 
Arrow-Hart & pea Electric Co 
Bryant Electric Co 
Cable Electric Products, Inc. 
Continental Copper & Steel 
Wire & Cable Div. 
Eagle Electric Mfg. Co., Inc. 
Genera! Electric Co., Construction Materials Div 
General Electric Co., Wiring Device Dept 
Kas-Kel Electric Co. Inc. 
Kulka Electric Mfg. i = 
Leviton Manufacturing C 
— MANUFACT URING b0., 
1 


Indus., Inc., Hatfield 


INC.—ADV. PG 


Royal Electric Company, Inc 
Waage Manufacturing Co 


PLUGS, ATTACHMENT 
Alden Products Co. 
Arrow-Hart & Hegeman Electric Co 
Beckley Electric Co., Inc. 
Bryant Electric Co. 
Cable Electric Products, Inc 
Circle F Mfg. Co. 
Clements Mfg. Co. 
Continental Copper & Steel 
Wire & Cable Div. 
Dependable-Elec. Mfg. Co. Inc. 
Eagle Electric Mfg. Co., Inc. 
General Electric Co., Construction Materials Div 
General Electric Co., Wiring Deviee Dept 
slade Mfg. Co. 
Hessel Company, Inc., 
Industrial Products Co 
Kas-Kel Electric Co. Inc, 
Kulka Electric Mfg. Co. Inc. 
Leviton Manufacturing Co. Inc 
Massey, Inc., A. H. 
National Acme Company 
@PASS & SEYMOUR, INC.—ADV. PG. 118 
@ RODALE MANUFACTURING CO., INC.—ADV. PG 
1 


Indus., Inc., Hatfield 


W. F. 


Company, Inc 


24 
Royal Electric 
Star-A Electric Manufacturing Co., Inc 
United States Rubber Co. 
Urell, Inc. 
Woodhead Co., 


Daniel 


PLUGS, BATTERY CHARGING 
see PLUGS, Heavy Duty; PLUGS, Polarized 


PLUGS, CONDUIT SEALING 
Gedney Electric Company Inc. 
Green, R. H., Inc 
Killark Electric Mfg. Co. 
Pyle-National Co 
Stiles Company, H. A. 
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PLUGS, CONTINENTAL OR ENGLISH, AND 
RECEPTACLES 
Kulka Electric Mfg 


ta MANUFACTURING. ‘CO., INC.—ADV. PG. 


PLUGS, CUBE 
see PLUGS, Multiple Tap 


PLUGS, DUMMY FUSE 
Bryant Electric Co 
Bussmann Manufacturing Co. 


PLUGS, EXPANSION 
see BOLTS, Expansion 


PLUGS, EXPLOSION-PROOF 
see PLUGS, Hazardous Location 


PLUGS, EXTENSION CORD CONNECTING 
Alden Products Co 
Appleton Electric Co 
Arrow-Hart & Hegeman Electric Cc 
Beckie Electric o., Inc. 
naa Electric C 
Cable Electr Products, Inc. 
Cannon Electric Co 
conn nental C on & Steel Indus., Inc., Hatfield Wire 
Cable 
@ crouse. HINDS COMPANY aN. PG. 66-67 
Dependable-Elec. Mfg I 
Sw 4 e r Electr c Mfg. Co., Wy 
Manufacturing 
Gem E ectric Mfg. C Inc. 
seneral Electric Co n Materlais Div 
eneral Electric Co Viring Device Dept 
Hessel Company, Inc., 
Industrial Pr "rod ts Co 
y Manufacturing Electrical Connector 
Kas-Kel E ectric Co. Inc 
Clieg! 
Kul E 


6 


ton Manufacturing Cc Inc. 
ae ee 3 


INC.—ADV. PG 


Pyle-N Co 
@RODALE MANUFACTURING CO 
124 


tric Company, In A 

Stoll Company, Inc. 
ectric nq 
tates Rubber Co. 


2age Manufactur ng Co. 
jnead Co., Daniel 


PLUGS, FLAT IRON 
see PLUGS, Appliance Connector 


PLUGS, FOREIGN 
see PLUGS, Continental or English 


PLUGS, FUSE 


see FUSES, Non-Renewable Plug; FUSES, Re- 
newable Plug 


PLUGS, FUSED ATTACHMENT 
Bryant Electric Co. 
ontinental Copper & Stee! Indus., Inc., Hatfield Wire 
& Cable Div 
Eagle Electric Mfg. Co., Inc. 
Elmenco Products Company 
eneral Electric C Wiring Device C 
Hesse! Company, Inc., W. F. 
Pyle-National Co 
Woodhead Co., Daniel 


PLUGS, FUSELESS 
see PLUGS, Dummy Fuse 


PLUGS, GROUNDING 
Arrow-Hart & Hegeman Electric 
Bryant Electric C 
‘ e Electric Products, Inc 
>teel Indus., Inc., Hatfield V 


on Manufacturing Co 
al Electric Co., Construction Materials Div 
Electric C Wiring Device Dept 
I oducts C 
@ PASS & SEYMOUR, INC.—ADV. PG. 118 
omlZe MANUFACTURING CO., INC.—ADV 


Royal Electric Compa 
@ RUSSELL & STOLL” COMPANY, 
THIRD COV 


Woodhead Co “ aniel 


‘ 


INC.—ADV 


PLUGS, HAZARDOUS LOCATION, AND 
CEPTACLES 
Alden Products Co 
Appleton Electric Co. 
Continental Copper & Steel Indus., Inc., Hatfield 
Wire & Cable Div 
@CROUSE- HINDS COMPANY—ADV. PG. 66-67 


lectric Co., Construction Materials Div 
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Joy Manufacturing Co., Electrical Connector Div. 
Killark Electric Mfg. Co. 

@PASS & — INC.—ADV. PG. 118 
Pyle-National 

@RUSSELL & STOLL COMPANY, INC.—ADV. PG. 

THIRD COVER 

Urell, Inc 
V. V. Fittings Co 


PLUGS, HEAVY DUTY, AND RECEPTACLES 
American Phenolic Corp. 
Appleton Electric Co 
Arrow-Hart & Hegeman Electric Co 
Beckley Electric Co., Inc. 
Bryant Electric Co 
Cable Electric Products, Inc 
Cannon Electric Co. 
Continental ee & Steel Indus., Inc 

Wire & Cable D 

@ CROUSE-HINDS COMPANY -ADV. PG. 66-67 
Eagle Electric Mfg. Co., Inc. 
Gem Electric Mfg. Co Inc, 
seneral Electric Co., Construction Materials Div 
General Electric Co., Wiring Device Dept. 
Hessel Company, Inc., W. F. 
Hubbell Inc., Harvey 
Joy Manufacturing Co., Electrical Connector Div 
Killark Elects c Mfg Cc 
Klieg! Bros 
Leviton Manufacturing Co. Inc 

@PASS & SEYMOUR, INC.—ADV. PG. 118 
Pyle-National Co 
Remler Company, Ltd 


Hatfield 


Richards Company, J. R 
— MANUFACTURING CO., INC.—ADV. PG 
124 
Royal Electric Company, In 
@RUSSELL & STOLL COMPANY, 
THIRD COVER 


INC.—ADV. PG. 


ngs C 


4 Co., Daniel 


PLUGS, KNOCKOUT 
see BLANKS, Knockout 


PLUGS, LOCKING 
see PLUGS, Dummy Fuse 


PLUGS, LOCKOUT FUSE 
see PLUGS, Dummy Fuse 


PLUGS, MOLDED INTEGRAL, AND CORDS 
see CORDS, Molded Integral 


PLUGS, MULTIPLE SOCKET 
see SOCKETS, Multiple 


PLUGS, MULTIPLE TAP 
Alden Products Cc 
ectric roducts, Inc 


Stee! Indus Hatfield 


Dependable-Elec. Mfc o. Inc. 
sem Electric Mfg. , Inc, 
General Electric Co., Construction Materials Div. 
General Electric Co., Wiring Device Dept. 
Joy Manufacturing Co., Electrical Connector Div 
Kas-Kel Electric Co. Inc. 
Klieg! Bros. 
Kulka Electric Mfg. Co. Inc 
Leviton Manufacturing Co. Inc 
Massey, Inc., I. H. 
Pyle-National 

ae MANUFACTURING CO., INC.—ADV 
Royal Electric Company, Inc 

@RUSSELL & STOLL COMPANY, INC.—-ADV 

THIRD COVER 


United States Rubber Co. 


PLUGS, PILOT 
see PLUGS, Multiple Tap 


PLUGS, PIN, AND RCCEPTACLES 
Aircraft-Marine Products, Inc 
Alden Products Co 
American Phenolic Corp 
Arrow-Hart & Hegeman Electric Co 
Cable Electric Products, Inc 
Continental Copper & Steel Indus., 

Wire & Cable Div 

Gem Electric Mfg. Co.. Inc 
General Electric Co., Construction Materials Div 
Javex 
Joy Manufacturing Co., 
Klieg! Bros. 
Kulka Electric Mfg. C Inc 
Malco Tool & Mfg 
Morse Company, Frank W 
Pyle-Nat Aap? Co 
Rodale Manufacturing Co. Inc 

@ RUSSELL & STOLL COMPANY, INC.—ADV. PG 

THIRD COVER 


Hatfield 


Electrical Connector Div 


PLUGS, POLARIZED, AND RECEPTACLES 
Alden Products Co 
American Phenolic Corp 
Arrow-Hart & Hegeman Electr 


Bryant Electric Co 
Sable Electric Products, Inc 
Cannon Electric Co. 
Continental nag & Steel Indus., Inc., 
Wire & Cable 

@ CROUSE-HINDS COMPANY—ADV. PG. 66-67 
Eagle Electric Mfg. Co., Inc. 
General Electric Co., Construction Materials Div 
General Electric Co., Wiring Device Dept. 
Hessel Company, Inc., W. F 
Industrial Products Co. 
Javex 
Joy Manufacturing Co., 
Klieg! Bros 
Kulka Electric Mfg. Co. Inc 

viton Manufacturing Co. Inc 

National Acme Company 

@PASS & SEYMOUR, INC.—ADV. PG. 118 
Pyle-National Co. 
Richards Compar 


= MANUFACTURING CO., 
124 


Hatfield 


Electrica! Connector Div 


INC.—ADV. PG. 


Roval Electric Company, 
@RUSSELL & STOLL COMPANY INC.—ADV. PG. 
THIRD COVER 


Woodhead Co., Daniel 


PLUGS, RADIO OUTLET 
see JACKS, Wall Receptacie 


PLUGS, RANGE 
see PLUGS, Heavy Duty 


PLUGS, SEPARABLE ATTACHMENT 
see PLUGS, Attachment 


PLUGS, SOCKET 
see PLUGS, Attachment; 
sion; SOCKETS, Multiple 


SOCKETS, Exten- 


PLUGS, STAGE 
see FIXTURES, Stage Lighting 


PLUGS, TV ANTENNA OUTLET 
Alden Products ( 
Arrow-Hart & Hegeman Electric Co 
Sontinental Copper & Steel ndus In 
Wire & Cable Div 
avex 
Massey, Ir A. H. 


PLUGS, TWO-WAY 
see PLUGS, Multiple Tap 


POCKETS, TOOL 
see POUCHES, Lineman’s; BAGS, Electri- 
cian’s and Lineman’‘s Too! 


POINTS, CONTACT 
see CONTACTS, Precious Metal 


POINTS, DRIVE 
see RODS, Ground 


POINTS, GROUND 
see RODS, Ground 


POINTS, PLATINUM 
see CONTACTS, Precious Metal 


POINTS, SILVER 
see CONTACTS, Precious Metal 


POLES, BUTT TREATED NORTHERN WHITE 
CEDAR 


ne Material Co 

MacGillis & Gibbs Co 

Minnesota & Ontario Paper Co., 
Treating Div 

Page & H Inc 

Partridge Lumber Co., T. M. 


Nationa! Pole & 


POLES, BUTT TREATED WESTERN RED CEDAR 
Bell Lumber & Pole Co 
varney & Co., B. J 
Haley & Co., Inc., R. G 

ne Material 
MacGillis & Gibbs Ce 
McFarland Co., L. D 
Minnesota & Ontario Paper 
Treating 


National Pole & 


Page 


POLES, soar LENGTH TREATED DOUGLAS FIR 
American Lumber & Treating Co 
3 Lumber & Pole Co. 
Carney & Co., B. J. 
Koppers Company, Inc 
rial Co 


sibbs Ce 
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'AcFariana Co., L. D 

Minnesota & Ontario 
Treating Div. 

Page & Hill Inc 

Poles, Inc 

Reilly Tar & Chemical Corp 


Paper Co 


oon * om LENGTH TREATED SOUTHERN 


American Lumber & Treating Co 
Brown Wood Preserving Inc 
Koppers Company, Ir 

Line Material Co 

sng Bell Lumber Co 

Reilly Tar & Chemical Corp. 


POLES, ORNAMENTAL STREET LIGHTING 


see POSTS, Concrete Street Lamp; POSTS, 
Metal Street Lamp 


POLES, PIKE 
Chance Co., A. B 
[ e Tool 
Line Material Co 


Utilities Service Company 


POLES, PORTABLE GIN 


Kearney Corp., James R 
McCabe-Powers Auto Body Co 


POLES, STEEL 
see POLES, Tubular Steel 


Oenee. TUBULAR STEEL 
Elreco Corp 
Millerbernd ees Co 
Pacific Union 
@ PHILADELPHIA “ELECTRICAL & MFG. CO.—ADV. 


Revere Electric Mfg. Co. 
Thornpson Electric Ce. 
Union Metal Manufacturing Cx 


POLISHERS, FLOOR 
see MACHINES, Floor Maintenance 


POLISHERS, SILVER 


see MIXERS, Multiple Purpose; 
Household Beaters and Extractors 


MIXERS, 


POPPERS, CORN ELECTRIC 
Dominion Electric Corp 
Wyndale Manufacturing Corp 


POSTS, BINDING 
Eastern Specialty Co 
General Radio Company 
Insuline Corp. America 
Maico Too! & Mfg. Co 
Superior Electric Co 


POSTS, CONCRETE STREET LAMP 
General Electric Co 
Line Material Co 
Pacific Union Meta 

@ PHILADELPHIA ELECTRICAL & MFG. CO.—ADV 

PG. 119 


Sales Div 


Apparatus 


POSTS, FLOODLIGHT 


see POLES, Tubular Steel; POSTS, Metal 
Street Lamp; FIXTURES, Floodlighting 


POSTS, METAL STREET LAMP 
Elreco Corp. 
General Electric Co., Apparatus 
Line Material Co 
Millerbernd Manufacturing Co 
Nepo Mfg. Co. 
Pacific Union Metal Co 
— ELECTRICAL & MFG. CO.—ADV 
PG. 119 


Union Metal Manufacturing Cc 


POSTS, PORTABLE VISE 
see BENCHES, Portable Vise 


POSTS, TREATED WOOD 
see POLES 


INDICATING AND RE- 


POTENTIOMETERS, 
CORDING 


Bailey Meter Co 

Bourns Laboratories 

Bristol Company 

Gamewel!l Co 

General Electric Co., Apparatus Sales Div 
Minneapolis-Honeywel! Regulator Co 
Rattray & Co., Inc. George 

Triplett Electrical Instrument Co. 

Weston Electrical Instrument Corp 


POTENTIOMETERS, PYROMETER 
see PYROMETERS 
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POTENTIOMETERS, SLIDE CONTACT 
see RHEOSTATS, Laboratory 


POTENTIOMETERS, VOLUME CONTROL 


see CONTROLS, Attenuators and Potenti- 
ometers 


POTHEADS 
Adalet Mfg. Co 
Anaconda Wire & Cable Co 
Brach Manufacturing Corp 
@CROUSE-HINDS COMPANY ADV. PG. 66-67 
Electrical Engineers Equipment C 
@G & W ELECTRIC SPECIALTY CO.- 
General Ceramics & Steatite Corp 
General Electric Co., Apparatus Sales Div 
Line Material Co. 
Rusgreen Manufacturing Co. 


ADV. PG. 92 


POTS, COFFEE 
see MAKERS, Coffee; PERCOLATORS, Coffee 


POTS, FIRE 
see TORCHES, Gasoline or Kerosene Blow 


POTS, GLUE 
Acme Electric Heating Co. 
Black & Decker Mfg. Co. 
Cooper Company, D. C 
Electric Soldering Iron Co., 
General Electric Co., Apparatus ‘ 
Hollands Manufacturing Co 
Sta-Warm Electric Co. 
Vulcan Electric Co 
Westinghouse Electric Corp. (Pittsburg! 


POTS, MELTING 

Acme Electric Heating Cc 

Cooper Company, D. C 

Cope, Inc., T. J 

Electric Soldering Iron Co., Inc 

Falcon Equipment Co 

xeneral Electric Co., Apparatus Sales Div 

Hollands Manufacturing Co 

Insto-Gas Corp 

Knapp Co. Inc., James H. 

Lectrohm, Inc 

Littleford Bros., Inc 

Rockwell Company, W. S. 

Sta-Warm Electric Co 

Vulcan Electric Co 

Westinghouse Electric Corp. (Pittsburgh) 
@WIEGAND CO., ECWIN L.—ADV. PG. 137 


POTS, POURING 
see POTS, Melting; KETTLES, Compound 


POTS, SOLDER 
see POTS, Meiting; CUPS, Soldering 


POTS, TINNING 
see POTS, Melting 


POUCHES, ELECTRICIAN’S LEATHER TOOL 


see POUCHES, Lineman’s; BAGS, Electrician’s 
and Lineman’‘s Tool 


POUCHES, LINEMANS 
Miller Equipment Co., Inc 


POWDER, MOLDING 
see COMPOUNDS, Molding 


POWER PLANTS, EMERGENCY 
see PLANTS, Emergency Light and Power 


POWER-PLANTS, MOBILE 
Empire Corp 
General Electric Co 
Howard Industries, In 
Inet, Inc 
Onan & Sons Inc., D. W 
Pioneer Gen-E-Motor Corp 


Apparat 


PRESERVATIVES, WOOD 
C-A Wood Preserver Co 
Carbolineum Wood Preserving Co 
Chapman Chemical Co 
Kearney Corp., James R 
Jsmose Wood Preserving ( 
Reilly Tar & Chemical Corp 


PRESSBOARD 
see PAPER, Fullerboard and Pressboard 


PRESSES, LEAD SEALING 
see SEALS, Meter 


PROJECTORS, FLOODLIGHT 
see FIXTURES, Floodlighting 


PROPELLERS, FAN 
see BLADES, Fan and Blower 


PROTECTORS, CABLE PULL-IN 
see GUIDES, Cable Pull-in 


PROTECTORS, CATHODIC 
see RECTIFIERS, Cathodic Protection 


PROTECTORS, CONDUIT THREAD 
Wedge Protectors Inc. 


PROTECTORS, CORD 
see PLUGS, Appliance Connector 


PROTECTORS, GALVANIC CORROSION 
see RECTIFIERS, Cathodic Protection 


PROTECTORS, GUY WIRE 
see GUARDS, Guy 


PROTECTORS, LIGHTNING 


see ARRESTERS, Power Line Lightning; 
RODS, Lightning Protection 


PROTECTORS, LINEMAN’S 
see SHIELDS, Lineman’s Protecting 


PRUNERS, TREE 
see TOOLS, Pruning 


PULLERS, CABLE 
Barth Stamping & Machine Works Inc. 
Coffing Hoist Company 
Cope, Inc., T. J. 
Crescent Tool Co. 
Greenlee Tool Co 
Kellems Company 
Klein & Sons, Mathias 
Line Material Co. 
Reliable Electric Co. 
Templeton Kenly & Co. 


PULLERS, FUSE 
Bodendieck Tool Company 
Chance Co., A. B., W. N. Matthews Div 
Commercial Enclosed Fuse Co 
Eagle Electric Mfg. Co., Inc 
General Electric Company, Trumbull 
Holub Industries, Inc. 
Ideal Industries, Inc 
Industrial gg A hog 
Kearney Cor 

@ MARTINDALE ELECTRIC CO.—ADV. PG. 102 
Pacific Electric Manufacturing Corp 
Star Fuse Co., Inc. 
Trico Fuse Manufacturing Co 
Woodhead Co., Daniel 


Electric Dept 


PULLERS, GEAR 
Armstrong-Bray & Co. 
Industrial Engineering Equip. Co 
Lyon Rural Electric Co 

@MARTINDALE ELECTRIC CO. 
Owatonna Tool Co. 

P & C Hand Forged Too! Co 
Proto Tools 

Snap-on Tools Corp. 
Templeton Kenly & Co 


ADV. PG. 162 


PULLERS, HIGH TENSION FUSE 
see PULLERS, Line and Station Fuse 


PULLERS, LINE AND STATION FUSE 
Chance Co., A. B., W. N. Matthews Div 
General Electric Co., Apparatus Sales Div 
Kearney Corp., James R 
Pacific Electric Manufacturing Corp 
S & C Electric Company 
Star Fuse Co., Inc 


PULLERS, SLACK 
Chishoim-Moore Hoist Corp 
Kellems Company 
Klein & Sons, Mathias 


PULLEYS, ARC LAMP 
see PULLEYS, Lamp or Fixture Lowering 


PULLEYS, FIXTURE LOWERING 
see PULLEYS, Lamp or Fixture Lowering 


PULLEYS, LAMP OR FIXTURE LOWERING 
Thompson Electric Co. 


PULLEYS, MAGNETIC 
see SEPARATORS, Magnetic 


. MID-SEPTEMBER, 1953 





Complete Addresses in Company and Trade Name Directory, Pages 33-52 


PRODUCT DIRECTORY 





BARTH 


PORTABLE 


Cable Puller 


(Patented) 


A BOON ON ALL| 


CONDUIT JOBS! 


1. 200 Lbs. Pulling Power 

2. Outpulls six men 

3. Use it in any position 

4. Portable, only 55 Lbs. 

5. Universal 115-V. Motor 

6. 175 Ft. of .060 x '4” Fish Tape 
7. Set up in minutes by 1 man 
8. Electric “push” or “pull” control 


Write or 
wire for 
prices. 


BART 


STAMPING & MACHINE WORKS, Ine. 


12650 Brookpark Road, Cleveland 29, Ohia 


| 


| 


| 


| 


PULLEYS, SHORT CENTER DRIVE 
see PULLEYS, “V’’-Belt 


PULLEYS, VARIABLE SPEED 
see TRANSMISSIONS, Variable Speed 


PULLEYS, “V’-BELT, AND SHEAVES 
Allis-Chalmers Mfg 
American Pulley 
Browning Mfg. ( 


PUMPS, CENTRIFUGAL 
Manufactu 
op Engineering ( 

ra Pump Company 
Buffa Forge Cc 
Belt Ce 
Electric Mfg. C 
Dean Hill Pump Co I 
Decatur Pump Co 
Deming Company 
Dempster Mill Mfg. ¢ 
Fairbanks, Morse & Cc 
Flint & Walling Manufacturing Co., 
Flood City Brass & Electric 
Francky Electric Fountair 
xelber Co., 
Goulds Pumps, Ir 
Homelite Corg 
Ingersoll-Rand 
International Metal Pri 
LaBour Company, Inc 
McDonald Mfg. Co., A. Y 
Neptune-Power Plus Products Co 
Standard Electric Mfg. Co., Inc 
Uniflow Manufacturing ( 


Chalmers 


Jayton 


Samuel ‘ 


PUMPS, CIRCULATING 
see PUMPS, Centrifugal 


PUMPS, CONDENSATE 
see PUMPS, Centrifugal 


PUMPS, ELECTRICALLY DRIVEN HYDRAULIC 
A-P Controls 
Amer 
Blackhawk 


Corp 

can Engineering Co 

Mfg. Co 

Dayton Pump & Manufacturing Co 
Deming Company 

Dempster Mill Mfg. Cc 
Fairbanks, Morse & Cc 
Goulds Pumps, Inc 

McDonald Mfg. Co., A. Y 
Thomas & Betts Co 

Uniflow Manufacturing Co 
Woodmanse Manufacturing Co 


PUL‘APS, PORTABLE MANHOLE 
Chain Belt Company 
Chicago Pneumatic 
Deming Company 
Goulds Pumps, Inc 
Homelite Corp 


Tool Co. 


PUMPS, VACUUM 
A-P Controls Corp 
Allis-Chalmers Manufacturing Co 
Alsop Engineering Corp 
Chicago Pneumatic To 
Gelber Co., Samuel 
Eitel-McCullough, Inc 
tokes Machine F 


PUMPS, WATER SUPPLY 
see PLANTS, Water Supply 


PUNCHES, KNOCKOUT 
see CUTTERS, Steel Panel and Box 


PUNCHINGS, FIBRE 
see FIBRE, Vulcanized; INSULATION, Plastic 


PUNCHINGS, LAMINATED PHENCLIC 
see INSULATION, Plastic 


PUNCHINGS, MICA 
see MICA, Ground, Raw and Plate 


PURIFIERS, AIR 
see GENERATORS, Industrial Ozone 


PURIFIERS, OIL 
see FILTERS, Oil, and Dehydrators 


PUSHERS, PIPE 


Greenlee T 
PUSHES, BAR 
see BUTTONS, Surface Push 


PUSHES, DESK 
see BUTTONS, Flush Push 


PUSHES, FLOOR 
see BUTTONS, Floor and Attachment Push 


PUSHES, PENDANT 
see BUTTONS, Pendant Push 


PYROMETERS 
Assembly Pr 
Bailey Meter 
Bristol 
uenera \ 
Huppert Company, K 
Illinois Testing Labe 
Meter Im 


A 
V 


Company 


nneat Honeywe 
Partlow r 

Richards C« Inc Ark 
Roller-Smith ort 

Taco West Corp 
Thermo Electric Manuf 
Weston Electrical Instr 


acturing 
ment re 


RACEWAY, COMPOSITION 
see MOLDING, Plastic 


RACEWAY, FIBRE 
see CONDUIT, Fibre; DUCT, Underfloor 


RACEWAY, FLEXIBLE RUBBER 
see WIRE, Extension Convenience Outlet 


RACEWAY, METAL 
see CONDUIT, Flexible Metallic; CONDUIT, 
Rigid Steel; DUCT, Power; DUCT, Under- 
floor; MOLDING, Ornamental Metal Race- 
way; MOLDING, Metal 


RACEWAY, SHOWCASE LIGHTING 
see REFLECTORS, Showcase Lighting 


RACEWAY, STAGE LIGHTING 
see FIXTURES, Stage Lighting 


RACEWAY, SURFACE 


see MOLDING, Metal; MOLDING, Orna- 
mental Raceway; MOLDING, Plastic 


RACEWAY, UNDERFLOOR AND  UNDER- 
GROUND 


see CONDUIT; DUCT, Underfloor 


RACEWAY, UNDERPLASTER 
see CONDUIT, Oval; MOLDING, Metal 


RACEWAY, WINDOW LIGHTING 
see MOLDING, Metal 


RACKS, CABLE, AND HOOKS 
Adalet Mfg. Co 
@cOPE, INC, T. J 
Electric Service Manufacturing Company 
General Electric Co., Locke Department 
Kortick Manufacturing Co 

Line Material Co. 

@M. & W. ELECTRIC MFG. CO., INC 
Marvel Rack Manufacturing ( 
Murray Manufacturing Corg 
Oliver Iron & Steel Corp 
Rakit Corp 
: \ s Malleable Casting Cc 

nufacturing Co. 
» Duct Co 
rut Products Co. 
ervice Company 


ADV. PG. 81 


ADV. PG. 107 


RACKS, CLEAT 
see RACKS, Insulator 


RACKS, INSULATOR 
Adalet Mfg. Co 
Cope, Inc., T. J 
Fletcher Manufacturing Co 
General Electric Co., Locke 
Kortick Manufacturing Co. 
Line Material Co 


nt ompany, ( 


Department 


yde W 
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@M. & W. ELECTRIC MFG. CO., INC.—ADV. PG. 107 
Murray —~ 7) Corp . 
Oliver tron Stee! Co 

@ PORCELAIN “PRODUCTS, “INC 
St. Louis Malleable Casting C 
Seyler Manufacturing Co 
Superior Porcelain Co 
Jtilities Service Company 


ADV. PG. 129 


RACKS, SECONDARY 
see RACKS, Insulator 


RACKS, SERVICE 
see RACKS, Insulator 


RACKS, SOLDIRING IRON 
see STANDS, Heat Regulating Soldering Iron 


RACKS, SPREADER 
see RACKS, Insulator 


RACKS, STORAGE BATTERY 
see BATTERIES, Storage 


RADIATORS, pasar TYPE, ELECTRIC 
Acme Electr He 
Burnham Corr 


Koral Electric Mfg 


RADIOS, CENTRALIZED 
see SYSTEMS, Public Address 


RAILS, GUARD 
see GUARDS, Manhole 


RANGES, COMBINATION FUEL AND EL’ CTRIC 
fema 4 r A 
Maiest Manufacturine 
Quincy Stove Mfg 


RANGES, COMMERCIAL, ELECTRIC 


Wast yton 


RANGIS, HOUSEHOLD, ELECTRIC 
Admiral Corp 
Associated § 
Avco M 
Borg-Warner ( : 
Detroit-Michigan Stove 
General Air ( 
General Electric Company 
General Motors Corp., Frigidaire 
Gibson Refrigerator ( 
Gray & Dudley Company 
Lindemann & Hoverson Co., A. J. 
Meynel! Manufacturing ( 
Motor Products Corp., Deepfreeze Appliance Div 
Odin Stove Manufacturing ( 
Perfection Stove Company 
Prentiss Wabers Products | 
Rose & Company, Inc J 
Thermador Electrical Manufacturin< 
Thor Corp 
Universal Major Ele Apr 
Welbilt Stove Company, Inc 
Westinghouse Elec. Corp Apr 


RAZORS, ELECTRIC 
Beaver Pipe Tools, Inc 
Remington Rand !nc., Electr 


RAZORS, VIBRATING BLADE 
see RAZORS, Electric 


REACTORS, CURRENT LIMITING 

Basler Electric (¢ 

| Company of America, | 
rittenden Transformer WV 
Electro Engineering Work 
Freed Transformer ( l 
General Electric ( Apr at 
Lee Electric & Manufacturing 
Murray Manufacturing 
Nothelfer Winding La 
Saratoga Industries 
Standard Transformer ( 
Westinghouse Electric Corg 


REACTORS, FLUORESCENT LAMP 
see BALLASTS, Fiuorescent Lamp 


REACTORS, POWER 
see REACTORS, Current Limiting 


REACTORS, RADIO, SOUND, ETC. 
see TRANSFORMERS, Radio, Sound, Etc. 


REAMERS, CONDUIT 


American Pipe Tool Co. 

Beaver Pipe Tools, Inc 

Nye Tool Co 

Toledo Pipe Threading Machine 
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REAMERS, PIPE 
see REAMERS, Conduit 


RECEIVERS, 

PHONE 

see SYSTEMS, 
PHONES 


INTERCOMMUNICATING  TELE- 


Intercommunicating; TELE- 


RECEIVERS, LOUD SPEAKER 
see SYSTEMS, Public Address 


RECEPTACLES, BATTERY CHARGING 
see PLUGS, Heavy Duty, and Receptacles 


RECEPTACLES, BULLS-EYE 
see LIGHTS, Bulls-Eye 


RECEPTACLES, CLOCK SUPPORTING 
see OUTLETS, Hanger 


RECEPTACLES, CONVENIENCE 
see RECEPTACLES, Flush Convenience 


RECEPTACLES, EXPLOSION-PROOF 
see RECEPTACLES, Hazardous Locations 


RECEPTACLES, FAN-SUPPORTING 
see OUTLETS ,Hanger 


RECEPTACLES, FIXTURE-SUPPORTING 
see OUTLETS, Hanger 


RECEPTACLES, FLOOR 
see BOXES, Adjustable Floor; BOXES, Floor 
Receptacle 


RECEPTACLES, FLUSH CONVENIENCE 
Alden Products Co 
\rrow-Hart & Hegeman Electric C 
Jel! Electric Company 
ryant Electric Co. 
able Electric. Products, Inc 
@CIRCLE F MFG. CO. ADV. PG. 121-122 
Eagle Electric Mfg. Co Inc 
xem Electric Mfg. Co., Inc 
@GENERAL ELECTRIC ‘COMPANY CONSTRUCTION 
MATERIALS DIVISION—ADV. PG. 138 


NO -SHEK 


INSTALLATIONS 


WINNING MORE 
NEW CUSTOMERS —/— “and Conger“ 
EVERY DAY! National 
The big crend in elec- <{- ~ Safety Award 

trical installations is to * Wi 
NO-SHOK Safety Du- wy eaner 
plex Receptacles. In 
new construction and 
remodeling work, NO- 
SHOK provides impor- 
tant safety features. 
National advertising in 
Good Housekeeping, 
Parents Magazine and 
Television creates na- 
tionwide consumer ac- 
ceptance and trade 
enthusiasm. Suggest 
NO-SHOK for new and 
replacement _installa- 
tions. 
Write for Complete 
Cotalogs & Prices 


BELL ELECTRIC COMPANY 


1844 W. 21st St 


ORDER THESE FAST 
MOVERS, TODAY! 

@ NO-SHOK Safety 
EXTENSION 
CORD SETS 


@ NO-SHOK Safety 
DUPLEX 
RECEPTACLES 

@ NO-SHOK Safety 
TABLE TAPS 

®@ NO-SHOK Sofety 
CURRENT TAPS 


Chicago 8, Illinois 
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Look to LEVITON... fora 
complete line of receptacles as 
well as switches, LEV-O-LOCK 
devices, surface wiring devices 
wire and cable 


S | LEWETON | 
ih 


LEVITON MANUFACTURING COMPANY 


Brooklyn 22, New York ®¢ ogo * losAngeles 


Look to LEVITON ... fora 
complete line of locking-type 
wiring devices, (LEV-0-LOCKS) 
as well as switches, receptacles, 
surface wiring devices, (LEV -O 
LETS) wire and cable. 


[Eee-o-n0cns 


LEVITON MANUFACTURING COMPANY 
Brooklyn 22, New York * Chicogo * los Angeles 


> o) 
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n 


seneral Electric Co., Wiring Device Dept 
Hart Manufacturing Co 
Hubbell Inc., Harvey 
Jay Broiler Co 
Kas-Kel Electric Co. Inc. 
Kulka Electric Mfg. Co. Inc 
Leviton Manufacturing Co. Inc 
Massey, Inc., A. H 
National Acme Compan 
@PASS & SEYMOUR, INC ADV. PG. 118 
a MANUFACTURING CO., INC.—ADV. PG. 
24 
Royal Electric Company, Inc 
Sierra Electric & Manufacturing Co 
: — Electric & Mfg. Co 
r-A Electric Manufa acturing Co., Inc 
Woe jhead Co., Daniel 


RECEPTACLES, FLUSH RANGE AND HEAVY 
DUTY 


Arrow-Hart & Hegeman Electr Co 
Bell Electric Company 
ryant Electric C 
able Electric Products, Inc 
em Electric Mfg 
ener Electric C Construc 
dart Manufacturing Co 
Hubbe Inc., Harvey 
Klieg! Bre 


mp: 
@PASS & SEYMOUR. INC ADV. PG. 118 
— MANUFACTURING CO., INC.—ADV. PG 
Sie hie & Senin 
ater Electric & Mfg. Co., In 
tar-A Electric Manufacturing 
t Products Co 


RECEPTACLES, HAZARDOUS LOCATIONS 
a eton Electr Co 
Bryant Electric 
@ CROUSE-HINDS ‘COMPANY ADV PG 66-67 
3eneral Electric Co., Construction Materials Div. 
Killark Electric 
Pyle-Natlonal 
@RUSSELL & STOLL COMPANY, 
THIRD COVER 
Slater Electric & Mfg. Co., Inc 
V. Fittings Co. 


INC.—ADV. PG 


RECEPTACLES, HEAVY DUTY 
see PLUGS, Heavy Duty, and Receptacles; 
PLUGS, Polarized, and Receptacles; RECEP- 
TACLES, Flush Range, Heavy Duty; RECEP- 
TACLES, Surface Range, Heavy Duty 


RECEPTACLES, INCANDESCENT LAMP 
Appleton Electric Co 
Arrow-Hart & Hegeman Electric Co 
Bryant Electric Co 
Cable Electric Products, In 

@CIRCLE F MFG. CO.—ADV. PG. 121-122 
Curtis Lighting, Inc 
Eagle Electric Mfg. Co., Inc 
Gem Electric Mfg. Co., Inc 
General Electric Co., Construction Materials Div. 
General Electric Co., Wiring Device Dept. 
Jones Metal Products Co., Abolite Lighting Div 
Kulka Electric Mfg. Co. Inc 
eviton Manufacturing Co. Inc 
Line Material Co 
Massey, Inc., A ., 
Pass & Seymo 

ag Serta provucts, INC.—ADV. PG. 129 
Pyle-National Co 


= MANUFACTURING CO., INC 


“ADV. PG. 


Union Insulating Co 
Woodhead Co., Daniel 


RECEPTACLES, INDICATING 
see LIGHTS, Bulls-Eye 


RECEPTACLES, INDUSTRIAL 
Appleton Electric 
Arrow-Hart & H 
Bryant Electric Co 

@ CROUSE- HINDS COMPANY—ADV. PG. 66-67 
urtis | ighting, In 

ectric Mfg. Co 
@ GENERAL ELECTRIC COMPANY, — 
Pee yp aeons DIVISION—ADV. PG. 138 
Company nc., W. F. 
nes Metal Products Co., 
Kulka Electric Mfg. Co 
ey ~<a Masstactering Co 
Pyle-National 


@RODALE “MANUFACTURING CO., INC.—ADV. PG. 


yeman Electr Co 


‘Abo lite Lighting Div 


Inc. 


@RUSSELL & STOLL COMPANY, INC.—ADV. PG. 


THIRD COVER 
Sierra Electric & Manufacturing ( 
Slater Electric & Mfg. Co., Inc 
V. V. Fittings Co 


ELECTRICAL CONSTRUCTION AND MAINTENANCE .. 


Look to LEVITON 

for all types of receptacles, and 
cord sets, as well as switches, 
surface wiring devices, 
(LEV-O-LETS), LEV-0-LOCK 
devices, etc 


| REWETON | 


LEVITON MANUFACTURING COMPANY 


Brooklyn 22, New York * 1go * los Angeles 
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Look to LEVITON fora 
complete line of outlet box re 
ceptacles, convenience outlets, 
switches, LEV-0-LOCK devices 
surface wiring devices (LEV-O 
LETS), wire and cable 


| Reweroes | 


LEVITON MANUFACTURING COMPANY 


Brooklyn 22, New York © Chicago * los Angeles 


RECEPTACLES, LUMILINE LAMP, AND FIT- 
TINGS 
Arrow-Hart & Hegeman Electric Co 
Bryant Eleetric Co 
Circle F Mfg. C 
Leviton Manufacturing Co. Inc 
Massey, Inc., A. H 
National Acme Company 


RECEPTACLES, MULTIPLE CONTACT 
see PLUGS, Polarized, and Receptacies 


RECEPTACLES, PILOT LIGHT 
see LIGHTS, Bulls-Eye 


RECEPTACLES, PLUG 
see PLUGS, Polarized, and Receptacies 


RECEPTACLES, POLARIZED 
see PLUGS, Polarized, and Receptacles 


RECEPTACLES, RADIO 
see JACKS, Wall Receptacle 


RECEPTACLES RANGE 
see RECEPTACLES, Flush Ran RECEP- 
TACLES, Surface Range; PLUGS, Heavy 
Duty, and Receptacles 


RECEPTACLES, SERIES, STREET LIGHTING 
see SOCKETS, Series Street Lighting 


RECEPTACLES, SURFACE CONVENIENCE 
Alden Products Co 
Appleton Electric Co 
Arrow-Hart & Hegeman Electric Co. 
Bell Electric Company 
Bryant Electric Co. 
Cable Electric Products, Inc 
@CIRCLE F MFG. CO. —ADV. PG. 121-122 
Eagle Electric Mfg. Co., Inc 
Gem Electric Mfg. Co., Inc 
General Electric Co., Wiring Device Dept 
Hart Manufacturing Co. 
Hubbell Inc Harvey 
National Acme Company 
@PASS & SEYMOUR, INC. 
@PORCELAIN PRODUCTS, INC 
@RODALE MANUFACTURING CO., 
124 


ADV. PG. 118 

ADV. PG. 129 
INC.—ADV. PG 
Royal Electric Company, Inc 

Sierra Electric & Manufacturing Co. 

Slater Electric & Mfg. Co., Inc. 

Star-A Electric Manufacturing Co., Inc 


RECEPTACLES, SURFACE RANGE AND HEAVY 
DUTY 
Arrow-Hart & Hegeman Electric Co 
Bryant Electric Ce 
Cable Electric Produc 
@ CROUSE-HINDS COMPANY. “ADV. PG. 66-67 
Eagle Electric Mfg. Co Inc. 
Gem Electric Mfg. Co., Inc 
General Electric Co., Wiring Device Dept 
Hart Manufacturing Co 
Hubbell Inc., Harvey 
Kliegl Bros. 
McKinley-Mockenhaupt Co. 
National Acme Company 
@PASS & SEYMOUR, INC.-ADV. PG. 118 
ae MANUFACTURING CO., INC.—ADV. PG 


4 
@RUSSELL & ae COMPANY, INC.—ADV. PG 
THIRD COVE 
Slater Electric 7 Mfg. Cc Inc 
Star-A Electric Manufacturing Co., Inc 
V. V. Fittings Co, 


RECEPTACLES, TELEPHONE 
see JACKS, Wall Receptacle 


RECEPTACLES, VAPOR-PROOF 
see FIXTURES, Vapor-Tight 


RECEPTACLES, WEATHERPROOF 
Arrow-Hart & — an Electr Co 
Bryant Electr 

@ CROUSE- HINDS COMPANY — -ADV. PG. 66-67 
Killark Electric Mfg. Co 
Kulka Electric Mfg. Co. Inc. 
Midwest Electric Products Inc. 
National Acme Company 
Neptune-Power Plus Products Co 
Pass & a se ae Inc 
Pyle-Nation 


= MANUFACTURING CO., INC.—ADV 


_y Electr ympany, 
@ RUSSELL & STOLL COMPANY, INC.—ADV 
THIRD COVER 
later Electric & Mfg. Co., Inc 
tar-A Electric Manufacturing Co., Inc 
on Insulating Cc 
Fittings Co. 


jhead Ce Danie 
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RECLOSERS Federal Telephone & Radio Cort RECTIFIERS, TUBE POWER SUPPLY 
see RESTORERS, Automatic Service seneral Electric Co Apparat ata Baldor Electric Co 
Hesse s rodu ompany Bogue Electric Manufacturing Co 
Inet, Inc Communication Measurements 
RECORDERS, CYCLE Kotron Rectifier Corp Stel laetathenes —{ ts Lab 
Bailey Meter Co Lee Electric & Manufacturing Electronic Measurements Co., Inc 
Bristo! Company McColpin-Christie Corp zeneral Electric Co Apparat ‘ 
Tachometer Cort Perkin Engineering Corp 300d-All Electric Manufacturing 
Angus Co., In Richardson-Allen Corp Kotron Rectifier Corp. 
tr f pf ) chauer Manufactur ng Core Perkin Engineer ng Corp. 
1 Electrical Instrument Cory yntron Company Ther Electric & Machine Work 
Ther Electric & Machine Work 
h-Plate Mfg ore 
RECORDERS, DEW POINT Vickers Inc., Electric Div RECTIFIERS, VIBRATOR POWER SUPPLY 
see INDICATORS, Dew Point Western Electro-Mechanica 


Cornell!-Dubilier Electric Corp 
Federal Telephone & ad 
RECORDERS, FREQUENCY RECTIFIERS, FLASHLIGHT STORAGE BATTERY Kotron Rectifier Cort 
see METERS, Frequency HARGING Raytheon Manufacturing 
see FLASHLIGHTS, Storage Battery 


RECORDERS, LOAD TOTALIZING, REDUCERS, FUSE 
STRUMENTS RECTIFIERS, GERMANIUM Gisemann Manufacturli 
Bail er Co seneral Electric ( Apparatus ale Commercial Enclosed Fuse 
ve Ag ol Radio Receptor Cc f Eagle Electr Mfg C 
Sylvania Electric Produc l Holub Industries, Inc 
Ther Electric & Machine Wor Ideal Industries, Inc 


e R | i ( npan 
Co Apparatus ales yal Electric Company 


RECTIFIERS, MECHANICAL 

RECORDERS, SURGE VOLTAGE Brown Boveri Corp REDUCERS, KNOCKOUT 
Clie ails i Federal Telephone & Rad , see ADAPTERS, Conduit Bushing 
Bristol Company 1-T-E Cire Breaker Cc 


seneral Electr Apparatu f Inet, In REDUCERS, MOTORIZED GEAR 


hauer Manufacturing Co 


Ther Electric & Machine see MOTORS, Gear 
RECORDERS, TEMPERATURE, 


see PYROMETERS; THERMOMETERS REDUCERS, SOCKET 


RECTIFIERS, MERCURY 
ntti . i vi see ADAPTERS, Screw Socket 
RECORDERS, TIME aston prea! ps : 
see STAMPS, Time Eitel-McCullough, In REDUCERS, SPEED 
Federal Telephone & Rad Cort American Pulley ( 


RECORDERS, WATER LEVEL xeneral Electric Co., Apparatu ale Cleveland Worm & Gear Cc 


P PRichardson-Allen Corp Earle Gea f chi Co 
see METERS, Liquid Level Recording Thor Slacrlc i iiachine Wort a oe & Machine Co 
General Electric Cc Apparatus Sales 
E ATTERY G boslas 
, ecaregy 7 P oes gn — RECTIFIERS, MOTOR-GENERATOR peg Btn og 
yeneral ectric Co Appara ales iv Grant Gear orks, Inc 
Heyer Industries, In see MOTOR-GENERATORS Janette Electric Mfg 
McColpin-Christie Cort Lima Electric Motor Co 


Richardson-Allen Cort RECTIFIERS, SELENIUM Master Electric Company 
schaver Manufacturing Cor . A Metron Instrument Co 

Ther Electric & Machine Works see ELEMENTS, Dry Pilate Rectifier; RECTI- Philadelphia Gear Works, Inc 
Westinghouse Electric Corp. (Pittsburg! FIERS, Battery Charging Dry Plate; REC- U. S. Electrical Motors Inc 


TIFIERS, Dry Plate Power Universal Gear Corp 


RECTIFIERS, BATTERY CHARGING DRY 
PLATE 


REELS, AIR HOSE 
Acme Electric Corp see REELS, Extension Cord and Cable 


Acme Fire Alarm Company 
Bogue Electric Manufacturing 
Bradiey Laboratories, Inc 66 97 REELS, CABLE 
Electrical Facilities, In Chance Co., A. B., W. N. Matthews Div 
Federal Telephone & Radio Corp Gleason Reel Corp 
General Electric Co., Apparatus Sales t Hykon Manufacturing Co 
= F | $ H TA P E R E E L a 
Heyer Industrie Ine a 
Inet, Inc 
Kotron Rectifier Cort d PULLER REELS, CORD 
Lee Electric & Manufacturing an see REELS, Wire 
McColpin-Christie Cory 4 
Perkin Englegring Co Thousands in Use! 
Richardson-Allen Corp 0 S$ in Use! REELS, DISPENSING 
—2 


chauer Manufacturing ( ™ see REELS, Wire 
Ther Electric & Machine r 


Western Electro-Mechanical Cc Inc 





é REELS, EXPLOSION-PROOF 
RECTIFIERS, CATHODIC PROTECTION 3 see REELS, Extension Cord and Cuble 
Bogue Electric Manufacturing ( 
Bradley Laboratorie n 2 REELS, EXTENSION CORD AND CABLE 
Electrical Facilities, In Aero-Motive Manufacturing Co 
Electr Rust-Proofing Corp American P e ¢ 
Federa Telephone & Radio Corp Appleton Electr 
eneral Electr Co., Apparatus ale Black Manuf 
,00d-All Electric Manufacturing Cable Electr 
Inet, Inc ; Ericson M 
ee Electric & Manufacturing ] ypper & 
erkin Engineering Corp 


an 


hardson-Allen Corp Hykon Manufacturing Co. 
haver Manufacturing Corp Industrial Electrical Works 
her Electric & Machine Works dustrial Products Co 


ickers In Electric Div. Danie! 


Western Electre Mechanical Cc Inc 4 IMPROVED MODELS 
REELS, FISH TAPE, AND PULLERS 
RECTIFIERS, CHEMICAL SPEED WIRING JOBS Burbank &£ ectrical Products 


see RECTIFIERS, Battery Chargers 


ead 


Holub Industries, Inc 
Features: Ideal Industries, In 

. No more snarled or broken tapes. Roller Inc., Wm Z 

. Safe-tape cannot spring into “hot” lines. Steel City Electric Co 

Offset seam—no sharp edges. 

. Rust proof finish—durable enamel finish REELS, HAZARDOUS LOCATION 

over zinc plating. see REELS, Extension Cord and Cable 

. Highest grade “oil tempered” fish tape. 

. Great tensile strength. REELS, PAYOUT 

. Controlled tension. ° 

. Perfect grip for hardest pulls. see REELS, Wire 


oe 
RECTIFIERS, ORY PLATE POWER WHeeNeS, rock 
nee ng HOLUB INDUSTRIES, INC. see WINCHES, Truc 


Bo Elec Manufacturl ¢ 
Sate nese, i 440 ELM ST. * SYCAMORE, ILL. REELS, SPRING 
Electrical Facilities, Inc see REELS, Extension Cord and Cable 


RECTIFIERS, COPPER OXIDE 
see ELEMENTS, Dry Plate Rectifier; RECTI- 
FIERS, Battery Charging Dry Plate; REC- 
TIFIERS, Dry Plate Power 


RECTIFIERS, COPPER SULPHIDE 
see ELEMENTS, Dry Plate Rectifier; RECTI- 
FIERS, Battery Charging Dry Plate; RECTI- 
FIERS, Dry Plate Power 


enou sone 
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REELS, WIRE 
erican Pulley 
ance Co., A 
ke Tool Co 
Hykon Manufactur 
ne Material ( 
vel Rack Manuf 
Mid-West Met ts Co 
Whitaker Ree M facturing C 


REELS, WIRE MEASURING 
see MACHINES, Wire Measuring 


REELS, WOOD CABLE 
see REELS, Cable 


REFLECTORS, ALUMINUM 
A-A Electric Mfg 
A ated Lighting Service 
Cc mbia Electric & Manufa 
@ CURTIS LIGHTING, INC ADV. "pe 89 
@ DAY-BRITE LIGHTING, INC.—ADV. PG. 54-55 
@ELECTRO SILV-A- KING CORP ADV. PG. 93 
xem Electric Mfg. Co., | 
ruber Lighting 
Kel ‘Electric C Inc 
ent Metal Manufacturing 
rk Electric Mfg 
Kirlin Company 
Klieg! Bros 
Koehler Manufacturing Cc 
e Material Co 
= ELECTRIC MFG. INC 
Light Company 
Rev re Electric Mfg 
th & Sons Corp James + 
Woodward Machine Co 


ADV. PG. 114 


REFLECTORS, BRASS 
see REFLECTORS, Metal 


REFLECTORS, BULLETIN BOARD 
A-A Electric — ( n 
An ican anne ) hs Lighting Co 
anufacturing 
@ day. BRITE TIGHTING. INC ADV. PG. 54-55 
Electro Silv-A-King ore 
Gruber Lighting 
Jones Metal Products Co., Abolite Lighting Div 
Kent Metal Manufacturing Co., Inc. 
Northern | Sw Comp any 
Pittsburgh Reflector C 
@ QUADRANGLE MFG CO 


Sun-Lite Manufacturing Co 


ADV. PG. 123 


—— 
FISH TAPE 


REEL and 
PULLER 


Patented, No. 1,890,945 


Speeds Wiring and Protects Tape 
Ihree tools in one. Makes long conduit 
runs easy to handle and saves up to 50% 
in fishing time. Reel made of pressed 
sheet steel protects the hands and gives 
big grip that makes tape easy to reel in 
or out. SAFER because tape is always in 
Reel or conduit — can't spring loose 
Tape is flat-type, tempered steel wire. 
Five lengths, 50 to 200 fr. 


Ideal furnishes a complete line of fish 
tapes of all sorts, including :—flat tape 
without reel, round and nylon covered 
tape, with or without reel, Coil-Flex 
(spring type) tape, fish tape leaders and 
fish tape balls 


SOLD THROUGH LEADING DISTRIBUTORS 


(DEAD IDEAL INDUSTRIES, Inc 


5136 Park Ave . Sycamore, Illinois 
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REFLECTORS, COPPER 
see REFLECTORS, Metal 


REFLECTORS, COVE LIGHTING 

A-A Electric Mfg. Co., In 

American Reflector e Lighting Co. 

Columbia Electric anufacturing Co 
@ CURTIS LIGHTING. INC ADV. PG. 89 
@ DAY-BRITE LIGHTING, INC.—ADV. PG. 54-55 

Garden City Plating & Mfg. Co 

Good Manufacturing C 

Gruber Lighting 

Kent Metal Manufacturing 

Klieg! Bros 

Northern Light Company 

Pittsburgh Reflector Co 

Stamford Metal Specialt 

Sun-Lite Manufacturing ( 

Wendel Artistic Lighting rf 


REFLECTORS, ENAMELED METAL 
A-A Electric Mfg. Ce 
ble Fixture ( 
can Reflector & Lighting Cc 
re E “neh Co. 
mbia Electric & Manufacturing Co. 
e curtis LIGHTING, INC.—-ADV. PG. 89 
@ DAY-BRITE LIGHTING, INC.—ADV. PG. 54-55 
@ELECTRO SILV-A-KING CORP.—ADV. PG. 93 
General Electric C Wiring Device Dept 
General Lamps Mfg. Cor 
Good Manufacturing ( f 
Gruber Lighting 
House-O-Lite Corp 
Hubbell Inc., Harvey 
Jackson Electrical Company 
Jones Metal Products ( Abolite Lighting Div 
Kees Manufacturi - ( F.C 
Killark Electric M 
@MULTI ELECTRIC MFG INC 
Northern Light Compar Y, 
Overbagh & Ayres Mfg 
ai es * ELECTRICAL & MFG CO.—ADV. 
Pp 


ADV. PG. 123 


ADV. PG. 114 


G. 119 
@ QUADRANGLE MFG. CO 
Revere Electric Mfg. Co 
Spero Electric Corp. 
Steber Manufacturing Co 
Westinghouse Electric Cor 
Woodward Machine Cc 


Lighting Div 


REFLECTORS, FLOODLIGHT 
see FIXTURES, Floodlighting 


REFLECTORS, FLUORESCENT LIGHTING 


see FIXTURES, Industrial Fluorescent; RE- 
FLECTORS, Metal 


REFLECTORS, GLASS, AND SHADES 
Appleton Electric Co 
oes LIGHTING, INC. 

General Lamps Mfg. Corp 
@HOLOPHANE COMPANY, INC 

Pittsburgh Reflector Co 

Stamford Metal Specialty Co., Inc. 


ADV. PG. 89 
ADV. PG. 103 


REFLECTORS, INDUSTRIAL 
see REFLECTORS, Glass; REFLECTORS, Metal 


REFLECTORS, MERCURY VAPOR LAMP 
see REFLECTORS, Glass; REFLECTORS, Metal 


RCFLECTORS, METAL, ane SHADES 
A-A Electric Mfg r r 
Aopleten Electris Ge, 
able Electri ts, Ir 
e curtis LIGHTING, “INC 
Gem Electric Mfg. ( Ir 
General Lamps Mfg. Corp 
Jones Metal Products Co 
Kent Metal Manufacturin 
@MULTI ELECTRIC MFG INC. ~ ADV PG. 114 
Smith & Sons Cort ames H 
Spero Electric Corp 
Steber Manufacturing C 
Westinghouse Electric Corp., Lighting Div 


ADV. PG. 89 


Abolite Lighting Div 


REFLECTORS, MIRRORED 
American Reflector & ighting 
rtis | ghting Ine 


REFLECTORS, PICTURE LIGHTING 
American Reflector & Lighting 
Emeralite Company 
sruber Lighting 
Klieg! Bros. 

Northern Light Company 
Pittsburgh Reflector Cx 
Wende! Artist ghting Corr 


7 
White Company 


REFLECTORS, PLASTIC, AND SHADES 
Curtis Lighting, Inc 
Eastern Metal of Elmira, Inc. 
Emeralite Company, Inc. 
( Molding Corp 


House-O-Lite Corg 


po oo SSS 


VAD 


STANDARD DOME 


SOCKET 
REFLECTORS 


Porcelain Enameled 
Green Outside 
White Inside 


The QUAD RLM line of socket reflectors 
is made in Standard Dome (pictured), Deep 
Bowl, and Angle types. Each is made in 
various sizes and enh is of solid neck 
construction, eliminating all exposed joints 
and seams. 

| These types and QUAD Shallow Dome and 

| Flat Cone, not covered by RLM standard 
qpectieetees, are featured in Catalog 
No. 


| QUADRANGLE MFG. CO. 


32 S. PEORIA ST. 
CHICAGO 7, ILLINOIS 


REFLECTORS, SEARCHLIGHT 
@CROUSE-HINDS COMPANY —ADV. PG. 66-67 
Eastern Metal of Elmira, Inc 
Kilborn-Sauer Co 
Pittsburah Reflector Co. 
Wendel Artistic Lighting Corp 


Westinghouse Electric Corp., Lighting Div 


REFLECTORS, SHOWCASE LIGHTING 
American Reflector & Lighting Co 
@DAY-BRITE LIGHTING, INC.-ADV. PG. 54-55 
Garden City Plating & Mfg. Co 
Gruber Lighting 
Pittsburgh Reflector Co 
Stamford Metal Specialty Co., Inc 
Wendel Artistic Lighting Corp 
Williams Products Co., H. E. 


REFLECTORS, SHOW WINDOW LIGHTING 
American Reflector & Lighting Co 
@CURTIS LIGHTING, INC.-ADV. PG. 89 
@DAY-BRITE LIGHTING, INC.—ADV. PS. 54-55 
Electro Silv-A-King Corp 
Garden City Plating & Mfg. Co. 
Jones Metal Products Co., Abolite Lighting Div 
Modern Light Co. of St. Louis 
Pittsburgh Reflector Co. 
Kraft Health Products 
Tork Clock Co. Inc 
Williams Products ( 


REFLECTORS, STEEL 
see REFLECTORS, Metal 


REFLECTORS, TROUGH 
American Reflector & Lighting Co 
@CURTIS LIGHTING, INC.—-ADV. PG. 89 
@DAY-BRITE LIGHTING, INC.—ADV. PG. 54-55 
Gruber Lighting 
House-O-Lite Corp 
Kent Metal Manufacturing Co 
Pittsburgh Reflector Co 
Stamford Metal Specialty Co., Inc 
Wendel Artistic Lighting Corp 


REFRACTORIES, MOLDED 
see CORES, Refractory 


REFRACTORS, PRISMATIC GLASS SHADE 
see REFLECTORS, Glass 
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REFRIGERATORS, COMMERCIAL 
Esco Cabinet Co 
Fogel Refrigerator Co 
Foster Refrigerator Coro 
General Motors Corp., Frigidaire 
Glascock Brothers Mfg. Co 
Howard Refriaerator Co., Inc 
Ideal Cooler Corp 
Jordon Refrigerator Co., Inc 
och Refrioerators, Inc 
Paley Manufacturing Corp 
nited Refrinerstor Co 
ctor Products Corp 


EFRIGERATORS, HOUSEHOLD 
Acme-National Refrigeration Co. Inc 
Admiral Corp 

Avco Manufacturing Co 
Borg-Warner Corr 
Fe 


Bendix Home Appliances Div 

Norge Div 

ge! Refriaerator Co 

eneral Alr Conditioning Coro 

eneral Flectric Comoany, Major Appliance Division 

eneral Motors Corp., Frigidalre Div 

bson Refrioerator Co 

cock Rrothers Mfo. Co 

Howerd Refrinerator Co Ir 
rdon Prefrinerator ¢ Inc 

Kina Refriaeratar Corre 

Lindemann & Hoverson Co.. A. J 

Motor Products Corr 


Deepfreeze Appliance Olv 
Pale Mant 


acturing Corp 
slefrez. Inc 

ervel, Ine 
Thor Corp 

Universal Major elec Appliance ¢ 


Westinghouse Elec. Corp. (Appliance Div 


REGISTERS, FIRE ALARM 
see SYSTFMS, Fire Alarm 


REGULATORS, acm sagt 
Arrow-Hart & 
Boque Flertric 
Brown Bover! Corr 
Burlinaton Inetrument 
tler-Hammer Ine 
General 
Inet, In 
cher Ine 


Flectric C Apparat 


Electric Div 


REGULATORS, FURNACE TEMPERATURE 

A-P Controle Core 

Bailey Meter C 

Rarber-Colmon Co 

Roque Electric Manufacturing 

Bristol Comoany 

Burling Instrument Company 

rown Controls Co. Inc 

yeneral Electric C Apparatus 
General Radio Company 
Iron Fireman Manufacturing Co 
Minneanolis-Honevwell Requiator C 
Penn Controls, Inc 
Thermo Electric Manufacturing Co 
York Corporation 


REGULATORS, INDUCTION 
see REGULATORS, Voltage 


REGULATORS, LINE 
see TRANSFORMERS, Auto 


REGULATORS, LIQUID LEVEL 


see CONTROLS, Liquid Level 


Floatless; 
SWITCHES, Float 


REGULATORS, MANUAL SPEED 
Boque Electric Manufacturing Co 
Cutler-Hammer, Inc 
General Electric Co Apparatus 
Square D Company 


REGULATORS, MOTOR SPEED 


see CONTROLLERS, Automatic Motor; CON- 
TROLLERS, Manual Motor 


REGULATORS, SPEED 
Bailey Meter Co 
Bogue Electric Manufacturing Co 
Cutler-Hammer, Inc 
General Electric Apparatus Sales Div 

General Radio Company 

Inet Ine 

Raytheon Manufacturing Co 

Vickers Inc., Electric Div 

Ward Leonard Electric Co 


REGULATORS, TEMPERATURE 
see SWITCHES, Thermostat Controlled 


REGULATORS, TRANSFORMER 
see TRANSFORMERS, Auto 
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REGULATORS, VOLTAGE 
Acme Electric Corp 
Allis-Chalmers Manufacturing Co 
Bogue Electric Manufacturing Co. 
Brown Boveri Corp. 
Burlington Instrument Co. 
Cutler-Hammer, Inc 
Electric Auto-Lite Co 
Federal Telephone & Radio Corp 
General Electric Co., Apparatus Sales Div 
General Radio Company 
Inet, Inc 
Line Material Co. 
RT &E Co. 
Raytheon Manufacturing Co 
Simplex Co 
ola Electric Co 
Sorensen & Company, Inc 
tates Co 
wperior Electric Co 


Vickers Inc Electric Div 


REINFORCING, POLE 
Kortick Manufacturing Co 


eyler Manufacturing 


RELAYS, AVIATION 
see RELAYS, Current Control 


RELAYS, BELL ALARM 
see RELAYS, Signal 


RELAYS, BURGLAR ALARM 
see RELAYS, Signal 


RELAYS, CURRENT CONTROL 
Advance Electric & Relay Co 
Allen-Bradley Company 
American Relay & Controls, In 
Assembly Products, Inc 
Automatic Electric Mfg. ( 
Automatic Switch Ce 

are & Co., C. P 
ark Controller Co 
911 Company of America, In 
rown Controls Co. Inc 
itler-H ammer, Inc 

oO} Inc 

eal Corp 

xeneral Electric C Appara 

Hart Manufacturing ( 

Heinemann Electric Co 

ron Fireman Manuf 

Kurman Electric C Inc 


acturing Cc 


Mercoid Corp 

Phillips Control! Corg 
square D Company 
truthers Dunn, Inc. 
Touch-Plate Mfg. Corp 
Ward Leonard Electric Co. 


Westinghouse Electric Co (Pittsburgh) 


rp 
@ WESTINGHOUSE ELECTRIC SUPPLY CO.—ADV. PG 


SECOND COVER 
Weston Electrical Instrument Corp 
White-Rodgers Electric Co 


RELAYS, DELAY 
see TIMERS, Stop 


RELAYS, DEMAND LOAD LIMITING 
see CONTROLS, Demand Limiting 


RELAYS, DIFFERENTIAL 
see RELAYS, Current Control 


RELAYS, ELECTRONIC INDUSTRIAL 
Advance Electric & Relay Co. 
Aut matic f tectr ( 


Automatic Electric Mfg. Co 


Automatic Temperature Contro! Co., Inc 


are & Co., C 
Company of America, Inc 


ectro-Seal Corp 


seneral Electr Apparatus Sales Div 
@GRAYBAR ELECTRIC COMPANY, INC.—ADV. PG. 2 


H-B Instrument 

Hart Manufacturing Co 

Heinemann Electr ( 

Kurman Electric Co., Inc 

Lumenite Electronic Co 
Minneapolis-Honeywell Regulat 

Phillips Contro! Corp 

Photobell Company 

Photoswitch Inc 

Potter & Brumfield 

Signal Engineering & Manufacturing Co 
Simpson Electric 

Westinghouse Electr re Pittsburgt 
Weston Electrica! | r r 

Zenith Electric ¢ 


RELAYS, ELECTRONIC TUBE DELAY 


Advance Electric & Relay 
Automatic Temperature Contr Co 
Cutler Hammer, Inc. 

Electro-Seal Corp 

Heinemann Electric Co. 

Lumenite Electronic Co. 

Potter & Brumfield 

Ward Leonard Electric Co 


1 


Inc 


RELAYS, HERMETICALLY SEALED 


Advance Electric & Relay Co. 

Aero Instrument Company 

American Relay & Controls, Ine. 
Automatic Electric Mfg. Co. 

Clare & Co., C. P. 

Connecticut Telephone & Electric Corp 
Ebert Electronics Co. 
Electro-Seal Corp. 
General Electric Co 
H-B Instrument Co 
Hart Manufacturing Co 

Haydon Company, A. W 

Kurman Electric Co., Inc 

Phillips Control! Corp 

Potter & Brumfield 

Price Electric Corp. 

Raytheon Manufacturing Co 

Signal Engineering & Manufacturing Ce 
Struthers Dunn, Inc 

Ward Leonard Electric Co 

Westinghouse Electric Corp. (Pittsburgh) 
Weston Electrical Instrument Corp. 


Apparatus Sales Div 


RELAYS, MERCURY PLUNGER 
see RELAYS, Current Control 


RELAYS, MERCURY TUBE CONTACT 


rt 
Federal Electric Products Co. 

General Electric Co., Apparatus Sales Dh 
Kurman Electric Co., Inc 
Potter & Brumfield 
Manufacturing Cc 
Square D Company 

Ward Leonard Electric Co 
Westinghouse Electric Corr 
Zenith Electric Cc 


Raytheon 


(Pittsburgh 


RELAYS, MULTIPLE 
see RELAYS, Current Controf 


RELAYS, OVERLOAD 
see CUTOUTS, Thermal; 
Control 


RELAYS Current 


RELAYS, OVERVOLTAGE 
see CUTOUTS, Thermal 


RELAYS, PEAK LOAD LIMITING 
see CONTROLS, Demand Limiting 


RELAYS, PHASE ROTATION 
Automatic Switch Co 
Cutler-Hammer, Inc 
seneral Electric Co., Apparatus Sales Div 
Kurman Electric Co., Inc. 
Thompson, Inc., 0 


RELAYS, PHOTO-ELECTRIC 
Advance Electric & Relay Co 
Automatic Electric Mfg. Co 
Autotron Company 

rouse-Hinds Co. 
Electro-Seal Corp 
eneral Electric Co., 
ne Material Co 
imenite Electronic 
Viinneapolis-He 7 ™ lator 
Phillips Control! Corp 
hotobel! Company 
Photoswitch Inc 
truthers Dunn, Inc. 
Westinghouse Electric Corp. (Pittsburgh 
Weston Electrical Instrument Corp 


Apparatus Sales 0 


Co 


Co 


RELAYS, POLARITY DIRECTIONAL 
Automatic Switch Co. 
seneral Electric Co., Apparatus Sales Da 
Kurman Electric C Inc 
ignal Engineering & “Manu facturing Co 
Zenith Electric Co. 


RELAYS, POWER 
see RELAYS, Current Contro/ 


RELAYS, POWER DIRECTIONAL 


tomat Switct 
General Electric Co., Apparatus Sales 9» 
Kurman Electric Co., Inc. 
Struthers Dunn, Inc. 
Weston Electrical Instrument Coro 
Zenith Electric Co 
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RELAYS, PRESSURE 
see SWITCHES, Pressure Operated 


RELAYS, REFRIGERATOR TEMPERATURE 
Cutler-Hammer, Inc 
4-B Instrument Co 
Minneapolis-Honeywel! Regulator Co 


RELAYS, REVERSE PHASE 
see RELAYS, Current Control 


RELAYS, REVERSE POWER 
see RELAYS, Current Contro/ 


RELAYS, SIGNAL 

Advance Electric & Relay ( 

American Relay & Controls 

Autocall Company 

Automatic Electric Co 
Automatic El ectric Mfg. Co 

itomatic Switch Co 
Automatic Temperature Control Co., inc 
Slare & Co., Cc 

onnecticut Telephone & Electric Corp 
stler-Hammer, Inc. 

ectro-Seail Ccrp. 

ederal Telephone & Radio Corp. 
eneral Electric Co., Apparatus Sales [ 
1-B Instrument Co 

jaydon Company, A. W. 
Henschel Corp. 
Kurman Electric Co., Inc 

umenite Electronic Co 
Vinneapolis-Honeywel!l Regulator 
vational Time & Signal Corp 
ick & Wilkins Co 

*hillips Control Corp 

otter & Brumfield 

gna! Engineering & Manufacturing C 
truthers Dunn, Inc 
Ward Leonard Electric Co 
Western Electro-Mechanical Co. Inc 
Westinghouse Electric Corp. (Pittsburgh 
Weston Electrical Instrument Corp 
Zenith Electric Co 


RELAYS, SOLENOID TYPE 
see RELAYS, Current Contro/ 


RELAYS, STREET LIGHTING 
see RELAYS, Current Control 


RELAYS, TELEPHONE 
see SYSTEMS, Intercommunicating; TELE- 
PHONES 


RELAYS, TEMPERATURE 
Assembly Products, Inc 
tler-Hammer, Inc 
ederal Electric Pr 
,xeneral Electric 
1-B Instrument Co 
ron Fireman Manufacturin 
<urman Electric 
Minneapolis-Honeywell Regu 
lips Control! Corp 
tobell Company 
anet Company, George 
Westinghouse Electric Corp. (Pittst 
Weston Electrical Instrument Cort 
White-Rodgers Electric Co 


RELAYS, THERMAL 


see RELAYS, Temperature; THERMOSTATS, 
Motor Protecting 


RELAYS, TIME DELAY 


see TIMERS, Stop and Repeat Cycle; RELAYS, 
Current Centrol 


RELAYS, TIMING 


see RELAYS, Current Control; RELAYS, Tem- 
perature 


RELAYS, TRAFFIC CONTROL 
see RELAYS, Signal 


RELAYS, UNDERLOAD AND UNDERVOLTAGE 
see RELAYS, Current Control 


RELAYS, VACUUM 
see SWITCHES, Pressure Operated 


RELAYS, VOLTAGE 


see CUTOUTS, Thermal; RELAYS, Current 
Control 


RELEASES, DOOR 
see OPENERS, Electromagnetic Door 


RELIEFS, STRAIN 
edney Electric @ompany 
Pyle-National Co 
Thomas & Betts Co 
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REMAGNETIZERS 
see CHARGERS, Magnet 


REMOTE CONTROLLED SWITCHES 
see SYSTEMS, Remote Control Switching 


REMOVERS, ARMATURE WEDGE 
see TOOLS, Armature Repair 


REMOVERS, FUSE 


see PULLERS, Line and Station Fuse; PULL- 
ERS, Fuse 


REMOVERS, LAMP BASE 
Industrial Products ( 
Line Material Co 


REPLACERS, LAMP 
see CHANGERS, Lamp 


RESISTANCES, FIELD 
see RESISTORS, Unit 


RESISTANCES, STANDARD 


see BOXES, Standard Resistance; RESISTORS, 
Unit; RESISTANCES, Standard Unit 


RESISTANCES, STANDARD UNIT 

Continental Carbon Inc. 
General Electric Co., Apparatus Sales Div 
Gener R Company 

terna n Resistance Co 

ne 

7 Mfg 

V n Electric Co. 


RESISTANCES, UNIT 


see BOXES, Standard Resistance; RESIST- 
ANCES, Standard Unit; RESISTORS, Unit 


RESISTORS, CERAMIC 
see RESISTORS, Unit 


or D. C. FLUORESCENT 
ectrohm, Inc 
Ward Leonard Electric Co 


RESISTORS, FIELD 
see RESISTORS, Unit 


RESISTORS, GRID 
see RESISTORS, Unit 


rs TEMPERATURE CO- 


nner 
FICIE 


arborundum Co 


@ Kevstone CARGON COMPANY ADV. PG. 90 
», Inc. 


ee eRe 


@ KeySTONE ‘CARBON COMPANY ADV. PG. 90 
Rex Rheostat 
Tech Laboratories, Inc. 
Ward Leonard Ele tric Co 


RESISTORS, STEEL GRID 
see RESISTORS, Unit 


RESISTORS, STRIP 
see RESISTORS, Unit 


RESISTORS, UNIT 
arborundum Co., Globar Div 
hicago Telephone Supply Cory 
clark Controller Co 

Continental Carbon Inc 
Dale Products, Inc. 
Erie Resistor rp 
Euclid Electric & Mfg 
Girard-Hopkins 
ectrohm, Inc 
Mep Inc, 
waukee Resistor Co 
enbach Electricz 
te Manufacturing 
ver Electric 
Rheostat 
Mfg 
prague Electr sompany 
tates Co 
A 


Ward Leonard Electric ( 


RESISTORS, VARIABLE 
see RESISTORS, Unit 


RESTORERS, AUTOMATIC SERVICE 


fic Electr anufacturing Corp. 


RESURFACERS, COMMUTATOR 


see GRINDERS, Commutator; STONES, Com- 
mutator 


RHEOSTATS, BATTERY CHARGING 
Clark Controller Co. 
Hertner Electric Co 
National Electric Controller Co 
Ohmite Manufacturing Co. 
Rex Rheostat Co 
Ward Leonard Electric Co. 


RHEOSTATS, CARBON 
see RHEOSTATS, Laboratory 


RHEOSTATS, Sosecaseorent 
see CONTROLLERS, Automatic Motor; CON- 
TROLLERS, Manual Motor 


RHEOSTATS, DIMMING 
see DIMMERS, Theatre 


RHEOSTATS, FIELD 
see CONTROLLERS, Manual Motor 


RHEOSTATS, FILAMENT 


see CONTROLS, Att 
eters 


and Potenti 





RHEOSTATS, LABORATORY 
Allen-Bradley Company 
Biddle Co., James G, 
Clark Controller Co. 
Eastern Specialty Co. 
National Electric Controller Co. 
Ohmite Manufacturing Co. 
Rex Rheostat Co. 
Sticht Co., Inc., Herman H. 
Tech Laboratories, Inc. 


RHEOSTATS, LOADING 
see RESISTORS, Unit 


RHEOSTATS, METER TESTING 


Allen-Bradley Company 

Clark Controller Co 

Eastern Specialty Co 
National Electric Controller Co 
Chmite Manufacturing Co. 
Rex Rheostat Co. 

States Co. 

Tech Laboratories, Inc 

Ward Leonard Electric Co 


RHEOSTATS, PLATING 
see GENERATORS, Plating 


RHEOSTATS, SPEED REGULATING 


see CONTROLLERS, Automatic Motor; CON- 
TROLLERS, Manual Motor 


RIBBON, RESISTANCE 
see WIRE, Resistance 


RINGS, BRIDLE 
Diamond Expansion Bolt Co., Ine. 
Eastern Chain Wks, Inc. 
General Electric Co., Locke Department 
Star Expansion Bolt Co., Inc. 


RINGS, CABLE, AND HANGERS 
Copperweld Stee! Co 
Nat!. Telephone Supply Co 


RINGS, CANOPY 
see FITTINGS, Fixture 


RINGS, CARBON 
see BRUSHES, Carbon 


RINGS, CONTACT 
see CONTACTS, Precious Metal 


RINGS, FIBRE 
see FIBRE, Vulcanized 


RINGS, FIXTURE 
see HICKEYS, Fixture Hanging 


RINGS, FLOODLIGHT SPILL 
see FIXTURES, Floodlighting 


RINGS, MICA 
see MICA 


RINGS, OUTLET BOX EXTENSION 
see BOXES, Metal Outlet and Switch 
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RIPPERS, CABLE 
see TOOLS, Wire Stripping 


RIVETS, BRASS OR COPPER 
American Rivet Co 
Chase Brass & Copper 
Chicago Rivet & Machine ( 
Copper Range Cc. G 
Gries Reproducer 
Harper Co., H. M 


RIVETS, COPPER 
see RIVETS, Brass or Copper 


RIVETS, IRON OR STEEL 
American Rivet Cc 
Chicago Rivet & Machine C 
Gries Reproducer f 
Kortick Manufacturing 
Pittsburgh Screw & Bolt 
South Chester Corr 


RIVETS, PLATINUM 
see CONTACTS, Precious Metal 


RIVETS, SILVER 
see CONTACTS, Precious Metal 


RIVETS, STEEL 
see RIVETS, tron or Steel 


RIVETS, TUNGSTEN ALLOY 
see CONTACTS, Precious Metal 


ROASTERS, MEAT 
see ROASTERS, Portable 


ROASTERS, PORTABLE 
Marlun Mfg. Co., Ine 
Meynell Manufacturing C 
Westinghouse Elec. Corp Appliance Div.) 


RODS, ALUMINUM 
see ALUMINUM, Sheet, Rod and Tube 


RODS, ANCHOR AND GUY 
Chance Co., A. B., W. N. Matthews Div 
Copperweld Stee! Co 
Electrical Mfg. C 
Kearney Corp James R 
Kortick Manufacturing Co 
Line Material Co. 

Oliver Iron & Steel Corp 
Pittsburgh Screw & Bolt Corp 
St. Louis Screw & Bolt Co 
Seyler Manufacturing Co 
Utilities Service Company 


RODS, BRASS 
see COPPER, Sheet and Rod 


RODS, CARBON 
see CARBONS, Arc Lamp and Welding 


RODS, COMPOSITION 
see INSULATION, Plastic 


RODS, CONDUIT 
Cope, Inc., T. J. 
Diamond Expansion Bolt Co., Ine. 
Dicke Tool Co 
Utilities Service Company 


RODS, COPPER 
see COPPER, Sheet and Rod 


RODS, DUCT 
see RODS, Conduit 


RODS, FIBRE 
see RODS, Anchor and Guy 


RODS, GROUND 
American Brass Co 
Blackburn Corp., Jasper 
Bodendieck Tool Company 
Chance Co., A. B 
Copperweld Steel Co 
Electrical Mfg. Co. 
Independent Protection Co., Inc 
Kortick Manufacturing Co 
Line Material Co 
M. & W. Electric Mfg. Co., Inc 
National Acme Company 
National Carbon Co. 
Oliver Iron & Steel Corp 
Phelps Dodge Copper Products 
Seyler Manufacturing Co 
Utilities Service Company 
Weaver Company, J. A 


224 


RODS, GUY 
see RODS, Anchor and Guy 


RODS, LAMINATED PHENOLIC 
see INSULATION, Plastic 


RODS, LIGHTNING PROTECTION 
American Lightning Rod Co Inc 
Electra Protection Co. Inc 
Goetz Manufacturing Co., J. F 
Independent Protection Co., Inc 
Weaver Company, J . 


RODS, METER SEALING AND FITTINGS 
Blackburn Corp., Jasper 
Killark Electric Mfg. C 
RODS, PHENOLIC 
see INSULATION, Plastic 


RODS, PLATINUM 
see PLATINUM 


RODS, RESISTANCE 
see WIRE, Resistance 


RODS, RUBBER 
see RUBBER, Hard 


RODS, SYNTHETIC INSULATION 
see INSULATION, Plastic 


RODS, THREADED 
see WIRES, Threaded, and 


RODS, WELDING 
Alloy Rods Company 
American Brass Co 
American Chain & able ) Inc., Page Steel 

& Wire Div 
Arcos Corp 
Becker Brothers Carbon Co 
Motor Generator Corp Hobart Brothers 
National Carbon ( 
Phosphor Bronze Corp 
Revere Copper & Bra Ir 
Stackpole Carbon Co 
Trindie Products, Ltd 
Westinghouse Electric Cc Pittsburgt 


RODS, ZINC 
see ZINC, Sheet and Rod 


ROLLERS, CABLE 
Dicke Tool Co 
pecialty Device Co. 


ROLLERS, CABLE REEL 
see JACKS, Cable Reel, and Stands 


ROSETTES 
Arrow-Hart & Hegeman Electric Co 
Bryant Electric Co 

@CIRCLE F MFG. CO-—-ADV. PG. 121-122 
General Electric Co Wiring Device Dept 
National Acme Company 
Pass & Seymour, Inc 


ROUNDELS, GLASS COVER REFLECTOR 
Klieg! Bros. 


ROUNDLINE 
see TWINE, Marline 


ROUTERS, CARD BOARD 
see CUTTERS, Card, Mat and Board 


ROVING, ASBESTOS 
see YARN, Asbestos 


ROVING, FIBROUS GLASS 
see YARN, Fibrous Glass 


ROVING, JUTE 
see YARN, Jute 


RUBBER, HARD 


Roberts Toledo Rubber Co 
Stokes Molded Products, Inc 
United States Rubber Co 


RUBBER, ROD 
see RUBBER, Hard 


RUBBER, SHEET 
see RUBBER, Hard 


RUBBER, SOFT 


see RUBBER, Sponge; GROMMETS, Plastic 
and Rubber 


RUBBER, SPONGE 
Sponge Rubber 
urn Manufacturing ) 
States Rubber Co 
Van Cleef Bros., Inc 


AD, CONDUIT 


Product 


RUNNING-THRE 


r 


s 


SADDLES, CROSSARM 
see PINS, Metal Insulator 


SADDLES, GUY 
see HOOKS, Guy, and Plates 


SADDLES, LIVE LINE TONG 
see TOOLS, Live Line Safety 


SALTS, SOLDERING 
see FLUX, Soldering 


SAWS, BENCH 
see SAWS, Portable Bench 


SAWS, COMMUTATOR SLOTTING 
Holub Industries, Inc 
Hullhorst Tools, Inc 
idea! Industries, Inc 
Insulation & Wires Inc 
@MARTINDALE ELECTRIC CO.—ADV. PG. 102 
Sittler Corp 
Snap-on Tools Corf 
Waveland Electric Co 


SAWS, CONCRETE CUTTING 


Clipper Manufacturing Co 


SAWS, GAINING 
see MACHINES, Pole Gaining 


SAWS, HACK 
Blackhawk Mfg. Co 
Borg-Warner Corp., Atkins Saw Div 
Crescent Tool Co 
Diamond Saw Works, Inc 
Disston & Sons, Inc., Henry 
DoAll Company 
Forsberg Manufacturing Co 
Griffin Co., G. W 
Lipe-Rollway Corp 
Mephisto Too! Co. Inc 
Millers Falls Co 

@MILWAUKEE ELECTRIC TOOL CORP.—ADV. PG. 

79 


Peerless Machine Co 

Proto Tool 

Simonds Saw & Steel Co 

Snap-on Tools Corp 

Spartan Saw Works, Inc 

Standard Transmission Equipment Cc 
Starrett Company, L. S 

Thompson & Son Co Henry G 


SAWS, HAND, ELECTRIC 
Albertson & Co. Inc 
American Floor Surfacing Mach 
Black & Decker Mfg. Co 
Chicago Pneumatic Tool Co 
Cummins-Chicago Corp 
Dayton Electric Mfg. Co 
Disston & Sons, Inc., Henry 
Forsberg Manufacturing Co 
Kett Tool Co. 

Lint Company, Clyde W 
Lipe-Rollway Corp. 
Mall Tool Co 
Mid-States Welder Mfg. Co 
Millers Falls Co. 
@MILWAUKEE ELECTRIC TOOL CORP.—ADV. PG. 
79 


Pioneer Gen-E-Motor Corp 
@PORTABLE ELECTRIC TOOLS, INC.—ADV. PG. 
125 


Porter-Cable Machine 

RCS Tool Sales Corp 

Skil Corporation 

Speed Way Manufacturing Co 
Syntron Company 

Thor Power Tool Company 


SAWS, HOLE 
see CUTTERS, Steel Panel and Box 


SAWS, JOIST NOTCHING 
see MACHINES, Joist Boring 
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SAWS, METAL CUTTING BAND 
Wells Manufacturing Corp 


SAWS, PANEL 
see CUTTERS, Stee! Panel and Box 


SAWS, POLE 
see TOOLS, Pruning 


SAWS, PORTABLE BENCH 
eWalt Inc 
Forsberg Manu 


fa turing Co 
i ae ELECTRIC TOOL CORP.—ADV. PG 


Shopmaster 


SAWS, POWER CHAIN 
Disston & S I H 
Homelite Cor; 

Mall Tool Co 
Porter-Cable Ma 
Reed-Prentice 
Skil Corporatio 


enry 


SAWS, PRUNING 
see TOOLS, Pruning 


SAWS, ROTARY CEILING 
see CUTTERS, Steel Panel and Box 


SAWS, ROTARY HACK 
see CUTTERS, Steel Panel and Box 


SCAFFOLDS, DEMOUNTABLE 
p-Right Scaft 
Waco Manufacturing 


SCAFFOLDS, PORTABLE 
p-Right Scaffolds 
Waco Manufacturing ( 


SCALES, INSTRUMENT 
see DIALS, Instrument 


SCALES, LINE AND CABLE TENSION 


on DYNAMOMETERS, Line and Cable Ten- 
sion 


SCOREBOARDS, SPORTS 
Fair Play Mfg 
Nevco Scoreboard Co 


SCRAPERS, INSULATION 
see TOOLS, Wire Stripping 


SCRAPERS, SLOT 
see FILES, Commutator Slotting 


SCREENS, COLOR, AND FILTERS 
see REFLECTORS, Show Window Lighting 


SCREENS, ELECTRIFIED 
see ELECTROCUTORS, Insect 


SCREENS, FISH 


Electric Fish 


SCREWDRIVERS, HAND 
Aircraft Specialties, Inc 
Blackhawk Industries 
Blackhawk Mfg. Co 
Bridgeport Hardware Mfg 
Crescent Toc ( 

Forsberg Manufactuirng 
Greenlee Tool ( 


Equipment 

Millers Falls Co 
watonna Tool Co 
x-Wal! Products Mfg 
P & C Hand Forged 
Proto Tools 
Quality Tools Cort 
snap-on Tools re 
Stanley Tools 

tica Drop Forge & 
Vanadium Toc 

chek Tool 
WV ams & Company 
Xcelite Inc 


SCREWDRIVERS, INSULATED 
see TOOLS, Insulated Hand 


SCREWDRIVERS, PORTABLE ELECTRIC 
see DRILLS, Portable Electric 
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SCREWEYES, INSULATED 
Kortick Manufacturing 
National Acme Company 

@PORCELAIN PRODUCTS, INC.—-ADV. PG. 129 


SCREWS, BRASS MACHINE 
American Screw 
Blackhawk 
ase Bra 


SCREWS, BRASS WOOD 
America ew 
Blackhawk Industrie 
Chase Brass & 

Line Materia 
Paine Company 
Pheoll Manufacturing Co 


SCREWS, CAP AND SET 
Alden Product 
Allen Manufactu } 

Brist Yompany 

hase Brass & 

Holo-Krome Screw Cort 

Kortick Manufacturing Co. 

Miles ( Franklin S. 

Phe Manufacturing Co 

Pittsburgh Screw & Bolt Corp 

St Louis Screw & Bolt Co 

errick Corp., Acme Machine Products Div 

Western Automat Mach. Screw Co 


SCREWS. FORK 
see FITTINGS, Insulator 


SCREWS, IRON OR STEEL MACHINE 


SCREWS, KNOB 
see SCREWEYES, Insulated 


SCREWS, LAG 
General Electric ( vcke Department 
Kortick Manufacturing 
Line Material Co 
Oliver Iron & Stee 
Paine Company 
Pheoll Manufacturing C« 
Pittsburgh Screw & Bolt 
St. Louis Screw & Bolt 
eyler Manufacturing { 
Star Expansion Bolt ( 


SCREWS, LUMINOUS 
see PENDANTS, Luminous 


SCREWS, MACHINE 


see SCREWS, Brass Machine; SCREWS, Iron 
or Steel Machine 


SCREWS, SELF-TAPPING 
American Screw Co. 
Illinois Tool Works, Shakeproof Div 
Paine Company 
Pheoll Manufacturing Co 


SCREWS, SET 
see SCREWS, Cap and Set 


SCREWS, THREAD CUTTING 
see SCREWS, Self-Tapping 


SCREWS, WOOD 
see SCREWS, Brass Wood 


SCRUBBERS, FLOOR 
see MACHINES, Floor Maintenance 


SEALERS, WRAPPING 
see IRONS, Sealing 


SEALS, CABLE END 
Adalet Mfg. Co 
Electrical Fittings Corp 
G & W Electric Specialty Co 
Red Seal Electric Co. 


SEALS, CARBON 
see BRUSHES, Carbon 





aaa (== === = 


CONDUIT CLOSERS 


(SEALS) 


Paper conduit seals 
afford an ideal 
method for excluding 
plaster, cement or 
other foreign matter 
from becoming 
lodged in open con- 
duits. Easily lifted out 
with screw driver 
without removing 
conduit bushing. “2” 
to 4”. 





Clogged conduits 
can be avoided by 
using Diamond G 
Galvanized steel con- 
duit closers under 
each conduit bush- 
ing. Each disc is 
marked for size and 
catalog number. 2” 
to 6”. 


Write for catalog and price list. 


. 
=—rAaF 
SPECIALTY MANUFACTURIN 
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SEALS, CONDUIT 
Adalet Mfg. Co 
@CROUSE-HINDS COMPANY-ADV. PG. 66-67 
Electrical Fittings Corp 
Gedney Electric Company Inc 
Green, Inc., R. H 
Killark Electric Mfg. Co 
Misener Mfg. Co., Inc 
Red Seal Electric Co 
Roller Inc Wm. G 
Thomas & Betts Co 
Waterbury Companies, In 


SEALS, HERMETIC 
see TERMINALS, Hermetically Sealed 


SEALS, KNOCKOUT 
see BLANKS, Knockout 


SEALS, METER 
Chicago Car Seal Co 
Intl. Seal & Knot Protector Cc 
Matthews & Co., James H 
Murray Manufacturing Corp 


SEARCHLIGHTS 


see FLASHLIGHTS; LANTERNS; FIXTURES, 
Airport Lighting; FIXTURES, Floodlighting 


SEATERS, BRUSH 


see COMPOUNDS, Brush Seating, and Kits; 
TOOLS, Carbon Brush Seating 


SEATS, POLE 
see BALCONIES, Pole, and Seats 


SEGMENTS, COMMUTATOR 
=e, COMMUTATORS; COPPER, Sheet and 


SEPARATORS, MAGNETIC 
Dings Magnetic Separator Co 
Magnetic Engineering & Mfg. Ce 
hrader r. W 


’ ‘ 
>tearns Magnetic Inc 


SEPARATORS, STORAGE BATTERY 
Stokes Molded Products, Im 
United States Rubber Co 
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SERVICES, ESTIMATING 
@HENDERSON-HAZEL CORPORATION—ADV. PG 4 


SERVICES, PRICING 
@HENDERSON-HAZEL CORPORATION—ADV 


SERVOS, MOTOR AND GENERATOR 
Bogue Electric Manufacturing Co 
Diehl Manufacturing Co 
General Electric Co., Apparatus Sales Div 
Howard Industries, inc. 


SETS, BRUSH PLATING 
see PLATERS, Portable Pad or Brush 


SETS, CHRISTMAS TREE LIGHTING 
Cable Electric Products, Inc. 
Kas-Kel Electric Co. Inc 
Noma Lites, Inc 


SETS, ELECTRICAL TEST 
see ANALYZERS; TESTERS 


SETS, OIL TESTING 
see TESTERS, Oil 


SETS, SHORT CIRCUIT LOCATING 


see TESTERS, Low Voltage Circuit; 
High Voltage Circuit a oe 


SETS, TEST 
see TESTERS, ANALYZERS 


SETS, VIBRATION MEASURING 
see METERS, Vibration 


SHACKLES, BALL 
see FITTINGS, Insulator; INSULATORS 


SHACKLES, DEAD ENDING 
see CLAMPS, Dead Ending 


SHADES 
see REFLECTORS 


SHAFTS, FLEXIBLE 
Eltiott Manufacturing Co 
Mall Tool Co 
Martindale Electric Co 

tow Manufacturing Co. 


SHARPENERS, KNIFE, ELECTRIC 
Jster Manufacturing Co., John 
tandard Products Corp. 


SHEARS, HEDGE 
see TRIMMERS, Hedge 


SHEARS, MOTOR DRIVEN METAL 
Black & Decker Mfg. Co. 
vieveland Crane & Engineering Co 
efferson Engineering & Mfg. Co 
kil Corporation 


SHEAVES, MANHOLE 
cope, Inc., T. J 
Templeton. Kenly & Co 


SHEAVES, “V”-BELT 
see PULLEYS, “V’-Belt, and Sheaves 


SHELLS, EXPANSION 
see BOLTS, Expansion 


SHIELDS, CABLE 
see SHIELDS, Duct 


SHIELDS, DUCT 
Berry Co., William B 


SHIELDS, EXPANSION 
see BOLTS, Expansion 


SHIELDS, FLUORESCENT LAMP 
rc-Light ms 
orning Gla ks 

@curTis LIGHTING. INC.—-ADV. PG. 89 
House-O-Lite Corp 


SHIELDS, LINEMAN’S PROTECTING 
alisbury & Co., W. H. 


SHIELDS, POLE REINFORCING 
see REINFORCING, Pole 
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SHIELDS, SWITCH PLATE 
see MATS, Flush Switch Plate 


SHIFTERS, PHASE 
seneral Electric Co, Apparatus Sales Div 
States Co 


SHIMS, GUY 
General Electric Co., Locke Department 
Kortick Manufacturing Co. 
Oliver Iron & Steel Corp. 


SHOES, SAFETY 
Mine Safety Appliances Co. 


SHOPS, HOMEWORK 
DeWait Inc. 


SHOVELS, POLE HOLE, AND SPOONS 
Dicke Tool Co. 


SHUNTS, METER 
see AMMETERS; VOLTMETERS 


SHUTTERS, FAN, AND LOUVERS 
Air Conditioning 

@AIR CONTROLS, INC., 

HEATER CO.—ADV. PG 

American Coolair Corp. 
Dana Fan & Blower Corp 
Elgo Shutter & Mfg. Co. 
Frigid, Inc 
Ilg Electric Ventilating Co 
Martin Fan & Blower Co 
Mole-Richardson Company 
Peerless Electric Co. 
Rich Fan Manufacturing Co 


CLEVELAND 


DIVISION, 
. 80 


SHUTTERS, SPOTLIGHT 
see FIXTURES, Stage Lighting 


SHUTTERS, WALL FAN 
see FANS, Wall Cabinet 


SIGNALS, INDUSTRIAL 


see ANNUNCIATORS, Lam 
BELLS; BUZZERS; HORNS; 5, FRENS, Electric 


SIGNALS, MARINE 
see BELLS, Weatherproof 


SIGNALS, NURSE AND DOCTOR CALL 
Auth Electric Company, Inc. 
Couch Company, Inc., S. H 
Crouse-Hinds Co. 
Dialight Corp. 
Dukane Corp. 
Edwards Company, Inc. 
Electric Service Manufacturing Compan 
@GRAYBAR ELECTRIC COMPANY, ING.—ADV. PG. 2 
International Business Machines Corp. 
Kirkland Co., H. R 
Natl. Inter-Co tn Systems, Inc. 
Partrick & Wilkin 
@RUSSELL & STOLL COMPANY, INC.—ADV. PG. 
THIRD COVER 


SIGNALS, TRAFFIC 
Crouse-Hinds Co. 
Gits Moiding Corp 
Kilborn-Sauer Co 


SIGNALS, WARNING 
see SIRENS, Electric; HORNS, Signal 


SIGNS, BUILDERS OF 
Art Sign Company, Inc 
Centralite Company, Inc, 
Federal Enterprises, Inc 
Lustrolite Cleveland Corp 
MVeierjohan-Wengler 


SIGNS, EXIT “jy DIRECTIONAL 
Brady Cc 
@DAY- BRITE LIGHTING, INC. 
uber Lighting 
industri il Products Co 
Kent Metal Manufacturing Co., Inc. 
Kliegl Bros 


ADV. PG. 54-55 


rp 


SIGNS, INTERNALLY LIGHTED 
Art Sign Company, In 
entralite Company, Inc 
Electric Service Manufactur 
sruber Lighting 
Klieg! Bros 
Lustrolite Cleveland Corp 
Northern Light Company 


ng Company 


SILVER 
see PLATINUM 


SIRENS, ELECTRIC 

Auth Electric Com 

@ CROUSE-HINDS COMPANY. -ADV. PG. 66-67 
Federal Enterprises, Inc. 


Henschel Corp. 
Partrick & Wilkins Co. 
Sireno Company, Inc. 


SIRENS, HAZARDOUS LOCATION 
see BELLS, Hazardous Location, Buzzers and 
Horns 


SKIDS, MANHOLE 
see SHEAVES, Manhole 


SKINNERS, WIRE 
see MACHINES, Wire End Stripping; STRIP- 
PERS, Wire 


SLABS, SOAPSTONE 
see SOAPSTONE, Barrier, and Slab 


SLATE, BARRIER, AND SLAB 
Portiand-Monson Slate Co. 


SLEEVES, CABLE PROTECTING 
Division Lead Company 
Line Material Co 
Preformed Line Products Co. 


SLEEVES, CABLE SPLICING 
see SLEEVES, Wire and Cable 


SLEEVES, FIBRE 
see FIBRE, Vulcanized 


SLEEVES, HEATING COIL REPAIR 
Mend-It Sleeve Mfg. Co 
Waage Manufacturing Co. 


SLEEVES, POLE EXTENSION 
see TOOLS, Pruning 


SLEEVES, POLE REINFORCING 
see REINFORCING, Pole 


SLEEVES, RUBBER AND PLASTIC 
General Electric Co., Chemical Div. 
Industrial Products Co. 

Insulated Duct & Cable Co. 
Natvar Corp 

Roberts Toledo Rubber Co. 
Salisbury & Co., W. H. 
Varflex Corp. 


SLEEVES, SEALING 
see CAPS, Plastic Sealing 


SLEEVES, SPLICING 
see SLEEVES, Wire and Cable Splicing 


SLEEVES, WIRE AND CABLE SPLICING 


Ansonia Wire & Cable Co. 
Buchanan Electrical Products Corp. 
Erico Products, Inc. 

Fargo Mfg. Company, Ine. 
Kearney Corp., James R. 
Line Material Co. 

Morse Company, Frank W. 
Pekcu Company 

Preformed Line Products Ce. 
RT & E Co 

Reliable Electric Co. 
Sherman Mfg. Co., H. B. 
Suffex Corp. 

Thomas & Betts Co. 

Varflex Corp. 

Waage Manufacturing Ce. 


SLEEVING, ASBESTOS 
see TAPE, Asbestos, and Tubing 


SLEEVING, COTTON 
see TAPE, Cotton, and Sleeving 


SLEEVING, FIBROUS GLASS 
see TAPE, Fibrous Glass 


SLEEVING, FLEXIBLE INSULATING 
see TUBING, Fiexible Insulating 


SLEEVING, SATURATED 
see TUBING, Flexible Insulating 


SLOTTERS, COMMUTATOR 
ee horst Tools, ro 
deal Industrie 

@ MARTINDALE “evectric CO.—ADV. PG. 102 
Snap-on Tools Corp. 


SLUGS, CONDUIT 
see SEALS, Conduit 


SNAKE 
see TAPE, Fish 


SOAPSTONE, BARRIER, AND SLAB 
Kirchberger & Co., Inc., M. 
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SOCKETS, BAYONET 


ectric 


searches cee 
4 & -geman 


duct 


eviton Manufacturing Ir 
@MCGILL MFG. CO., INC.—ADV. PG. 106 


SOCKETS, DIMMING OR REGULATING 
yht Corp 
Electr Mfg 


a 


In 


a. 


N € mpany t V 
Pt adel Dia Electrical & Mf 


g. C 
@ RODALE MANUFACTURING CO., INC.—ADV. PG 
124 


thead Danie! 


SOCKETS, FLUORESCENT LAMP 
see HOLDERS, Fluorescent Lamp 


SOCKETS, FLUORESCENT LAMP STARTER 
see HOLDERS, Fluorescent Lamp 


SOCKETS, INCANDESCENT 
Ad table Fixture Co 
Arrow-Hart & Heg 
Bryant Electric 
Cable Electric Products, Inc 

@CIRCLE F MFG. CO.—ADV. PG 
Dialight Corp 
Gem Electric Mfg. Co., Inc 
General Electric Co., Construction Materials Div. 
General Electric Co., Wiring Device Dept. 
Jackson Electrical Company 
Jay Broiler Co 
ones Metal Products Co., Abolite 
Kas-Kel Electric Co. Inc 
Kulka Electric Mfg. Co. In 
eviton Manufacturing Co. Ir 

ne Material _ 
Massey, Inc 

@MC GILL MFC. c0., INC.—ADV. PG. 106 

@MULTI ELECTRIC MFG INC.—ADV. PG. 114 
National Acme Company 
On-A-Lite — 

Pass & 


man Electr 


121-122 


mour, 
a MANUFACTURING CO., INC. ADV. PG. 
124 


Royal Electric Company, Inc 
Spero Electric Corp. 

nion Insulating Co 
Woodhead Co., Daniel 


SOCKETS, INTERNAL RESISTOR 
see SOCKETS, Dimming or Regulating 


SOCKETS, LAMP LOCKING 
American Phenolic Corp 
Cannon Electric Co 
f scent Wiring Devices In 
& Seymour, Inc 


SOCKETS, METER 
de Products Corp 
incan Electric Mfg. Cc oe 
edera Electric tig ~ cts _ 
xeneral Electric Co ppara 
ee ad MANUFACTURING. CORPORATION ADV 
1 


angamo Electric Company 


SOCKETS, MOLDED INTEGRAL CORD 
see CORDS, Molded Integral 


SOCKETS, MULTIPLE 
Alden Products Co 
Bryant Electric Co 
able Electric Products, In 
rcle F Mfg. Co 
xem Electric Mfg. Co., Inc 
eneral Electric Co., Wiring Device Dept 
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Joy Manufacturing 
Kulka Electr Mfg. C 
Leviton Manufacturing 
Line a 


On-A-t C 
@ PHILADELPHIA ELECTRICAL & MFG 
PG. 119 


Rodale Manufacturing 


SOCKETS, SERIES STREET LIGHTING 
Bryant Electr 
xeneral Electr 
Leviton M 
Line Mat 


@ PHILADELPHIA ELECTRICAL & MFG. CO.—-ADV 


Apparat Sale 


anufa ring Co. Inc. 


sutshe OM anufacturing Co 


SOCKETS, STARTER 
see HOLDERS, Fluorescent Lamp 


SOCKETS, WEATHERPROOF 
Alden Products Co 
Arrow-Hart & Hegeman Electr 
Bryant Electric Co 
@CIRCLE F MFG. CO.—ADV. PG 
@CROUSE-HINDS COMPANY—ADV. 
Dependable-Elec. Mfg. Co., Inc. 
Eagle Electric Mfg. Cx Inc 
Ericson Manufacturing Co 
xem Electric Mfg. Co., Inc. 
xeneral Electric Cx Construction Materials Dlv. 
General Electric ( Wiring Device Dept. 
Jackson Electrical Company 
oy Manufacturing Cé Electrical Connector Div 
Kulka Electric Mfg. Co 
Leviton Manufacturing In 
Martindale Electric C 
Massey, Inc A. H 
Murray Manufacturing Cor 
National Acme Company 
In-A-Lite Corp 
Pass & ay Inc. 
Pyle-Nationz 
a. 2 MANUFACTURING co INC. ADV. PG 
4 


Spero Electric Corp 
tonco Electric Product 
nion Insulating C 
Woodhead C Danie! 


SOFTENERS, WATER 
Bogue Electric Manufact 
niflow Manufacturing 


SOLDER 
Alpha Meta Ine 
American Brass ( 
Belmont Smelting & Refi 
3rach Manufacturing Corp. 
chase Brass & Copper Co. 
vision Lead Company 
Junton Co., M. W. 
Eagle Electric Mfg. Co 
Farrelloy Company 
hnson Manufacturing Co., 
Kester Solder Company 
enk Manufacturing Co 
ukens Metal Co., Thomas f 
National Lead Company 
Ruby Chemical Co 
Standard Rolling Mills, Inc 
uper Flow Solder Co., Inc 
Inited Wire & Supply Cort 
f 


Wall Manufacturing Co 


Inc 


’ 


SOLDERING IRONS 


see COPPERS, Soldering; 
Soldering 


IRONS, 


SOLENOIDS, A. C. AND D. C. 
Acme Electronics Inc., 
Alco Valve Company 
Allen-Bradley Company 
Automatic Switch Co. 
B/W Controller Corp. 
annon Electric Co. 
oil Company of America 
utler-Hammer, Inc. 

Dalmotor Company, Inc 
Dormeyer Industries 

ETC Inc 

Erickson Specialty Co, 
Federal Electric Products Co 
reneral Electric Co., Apparat: 
oontz-Wagner Electric Co., 
aurence Company, R. G. 
National Acme Company 
Partrick & Wilkins Co. 
Phillips Control Corp. 
Price Electric Corp 
Trombetta Solenoid Corp 


Electro-Cap 


SOLENOIDS, ROTARY 
ETC, Inc 
eland, Inc., 
Price Electric 








TROMBETTA SOLENOID CORP. 


THE SUPREME AUTHORITY ON THE DESIGN, MANUFACTURE AND APPLICATION OF SOLENOIDS 


331 NORTH MILWAUKEE STREET 


c 


F-334 SOLENOID A-128 a" EnotD 
F-300 LINE 4-100 NE 


AL-828 SOLENOID 
AL-600 LINE 


¢ MILWAUKEE 2, WISCONSIN 


FX.324 SOLENOID AS-427 SOLENOID 
¥X-300 LINE AS.100 LINE 


A PARTIAL LIST OF SOLENOIDS 


F-300 MAIN LINE of solenoids, 14 sizes, pull 
capacity at 85% voltage 1 to 100 Ibs, ¢ G-200 
GENERAL ELECTRIC replacement line, 8 sizes 
— 6-206 to G-213 inclusive — to replace General 
Electric solenoids CR-9503-206 to CR-9503-213 
inclusive. © NA-700 NATIONAL ACME replace- 
ment line NA-692 to NA-736 inclusive to replace 
any and all National Acme solenoids of all sizes 
and in all their modifications. * G-600 LINE, 
G-606 to G-613 inclusive, for hydraulic valves, 3 
to 45 Ib. pull at 85% voltage. © AL-800 LINE 
of long stroke solenoids, pull range: 3 to 25 Ibs. 
at 85°. voltage; stroke 
ranges from 2” to 4.75". 
* AS-100 LINE of heavy 


duty solenoids capable of 


— 


operating at speeds as 


high as 400 strokes per 


te SOLENOID 


NAS 


IN 1924 MR. 


NATIONAL ACME 
REPLACEMENT LINE 


TROMBETTA CAVE THE 


minute continuously: 7 sizes, pull 0.5 to 14 Ibs. 
at 85% voltage, stroke 1” to 2.5". ¢ A-100 LINE 
of direct current solenoids, cast iron or cast steel 
to 100 Ibs. at 85% voltage. 
continuous duty, without protective switch. They 
FX-300 
LINE of explosion-resistant solenoids, pull 3 to 
100 Ibs. at 85% voltage. © FZ-300 LINE of oil 
immersed solenoids, same range of capacity as 
the FX-300 LINE. 
Also recipromotors and semotors. Also solenoid- 
operated brakes, from 3 ft.-lbs. to 24,000 f1,-Ibs, 
— 


frames: 6 sizes, pull 5S 


can also be used for series opera 


Also many special solenoids. 


Write for additional in, 
formation. See our ad- 
vertisement under Brakes 
Magnetic. 


1-H SOLENOID 


WORLD THE COMMERCIAL SOLENOID 
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SOUND 





see SYSTEMS, Public Address; SYSTEMS, 
Calling 


FASTENERS 
for 
ELECTRICIANS 
REFRIGERATOR MEN 
PLUMBERS 
THIEL 
Easy-Drive 
STAPLES 


(Pat. #2632356) 


SPADES 
see SHOVELS, Pole Hole, and Spoons 


SPAGHETTI 
see TUBING, Flexible Insulating 


SPEAKERS 
see SYSTEMS, Public Address 


SPECTROMETERS, MASS 
ynsolidated Engineering Cort 
jeneral Electric Co., Apparatus ales 
Minneapoils-Honeywe!! Regulator 


SPECTROPHOTOMETERS, RECORDING 


eneral Electric Co., Apparat sles Div 


THIEL — 


fn 
STRAPS 
SPEEDS, DIGGING 
see SHOVELS, Pole Hole, and Spoons 


SPINDLES, FIXTURE 
see CANOPIES, Fixture 


SPINNINGS, METAL 
Acme Metal Spinning Co 
Compco Corp 
1-T-E Gircuit Breaker Cc 


Kilborn-Sauer Co 


THIEL 
Easy-Drive 
“NAIL IT” 


SOL D A ne Electrical Whole- 


Some territories still open — write for 
information. 


SPLICERS, CABLE 
see KITS, Cable Splicing 


SPLICES, LINE 

argo Mfg. Company 
Line Material ( 
Natl. Telephone Supply ( 
Penn-Union Electric Corp 
Preformed Line Product 
Reliable Electric ( 
Rusgreen Manufacturing 
Thomas & Betts Co 

ted States Rubber 


Tool and 


i —_— 


1417 N. MARKET ST. ST. LOUIS, MO. 








SPOOLS, METAL WIRE 
see REELS, Wire 


SPOOLS, WOOD 
see HANDLES, Wooden Appliance 


SPOONS, POLE HOLE 
see SHOVELS, Pole Hole, and Spoons 





SPOTLIGHTS 
see FIXTURES, Floodlighting 


SPOUTS, MAGNETIC 
see SEPARATORS, Magnetic 


SPRAYERS, INSECTICIDE AND PAINT 
American Brake Shoe Co., Kellogg ivisio 
Burgess Vibrocrafters 
Campbell-Hausfeld Co 

ayton Electr c Mfg. Co 
eVilbiss Co 

if Refining Co., lf ¢ 
Viaster Manufacturing Ce 
Portable Electric Tools, In 


COMPLETE LINE 
FEDERAL NOARK’ 
MOTOR CONTROLS 


Check the outstanding features of 
the Federal Noark: Bul. 404 Man- 
ual AC motor starter. Bul. 502 AC 
SPRINGS, HAIR magnetic contactors and Relays. 
Precision Products Co Bul. 504 magnetic AC across-the- 
teel Co, Herman D line motor starters. Bul. 514 com- 
bination motor starters. Bul. 524 
reversing starters. Magnetic multi- 
speed starters, reduced veriage mag- 
netic starters. Standard 
heavy duty and oiltight 
Push-button Stations. 


SPREADERS, COIL 
see MACHINES, Coil Winding 


SPRINGS, MACHINERY OR COIL 
Ace Spring Mfg. Co., Inc 
Newcomb Spring Corg 
Perkins Machine & Gear C 
2ound Bridgeport Chain & Mfg. Co 


SPUDS, DIGGING 


see SHOVELS, Pole Hole, and Spoons Wielee for deteliad builetia. 


FEDERAL ELECTRIC 
PRODUCTS COMPANY 


50 PARIS STREET NEWARK 5, N. J 





STABILIZERS, VOLTAGE 
see REGULATORS, Voltage 


STACKS, RECTIFIER 
see ELEMENTS, Dry Plate Rectifier 


STAMPINGS, FIBRE 
see FIBRE, Vulcanized 
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STAMPS, TIME 
cinnati Time Recorder 
International Business M 
Matthews & Co., James H 


STANDARDS, FLOOR 
see FIXTURES, Ornamental Interior 


STANDARDS, ROTATING 
see METERS, Watt-Hour Testing 


STANDARDS, STREET LIGHTING 


see POSTS, Concrete Street Lamp; POSTS, 
Metal Street Lamp 


STANDS, CABLE REEL 
see JACKS, Cable Reel, and Stands 


STANDS, DRILL 


Black & ecker Mfg. Co 


oo! Co 


Millers Falls Co. 
@MILWAUKEE ELECTRIC TOOL CORP.—ADV. PG. 
79 


nat 1 Too 


rp 


STANDS, HEAT REGULATING SOLDERING 
IRON 
Electri Soldering Iron Co. Inc 


’ 
an Electr Lo 


STANDS, INFRA-RED HEATER AND DRYER 
see HEATERS, Infra-Red 


STANDS, PORTABLE VISE 
see BENCHES, Portable Vise 


STANDS, POWER VISE 
see MACHINES, Conduit Threading 


STAPLES, INSULATED 
Cable Electric Products, Inc 
sem Electric Mfg. Co., Inc 
General §£ tr C Wiring Device Dept 
Leviton ton facturing Co. Ir 
Line Mater 
National rio me “Ci ompany 
Rodale Manufacturing Co., 


Inc 


STAPLES, UNINSULATED 

Blackhawk Industries 
pperweld Steel Co 

Fullman Manufacturing Cc 

Haley & Co., Inc., R. G 
nt Company lyde W. 

Mitcheli Moulding Co 

Rattan Mfg. Co. 

Richards Company, J. R 
eyler Manufacturing Co 
herman Mfg. Co., Inc. 
teel City Electric Co. 

Thiel T & Engineering Co 

» Se W 


STARTERS, A. C. MOTOR 
Allis-Chalmers Manufacturing Co 
Arrow-Hart & Hegeman Electric Co 
B/W Controller rp 
ark Controller 
Cutler-Hammer, 
ETC, Inc 
Electric Controller & Mfg. ( 
Euclid Electric & Mfg. Co 
Federal Poa oe os 
General le c ratus Sales Div 
CRAYBAR ELECTRIC’ COMPANY, INC.—ADV. PG. 2 
exington Electric Products Co. Inc 
Minneapolis-Honeywell Regulator Co 
Rowan Control # Co. 
yare D Compa 
@ WESTINGHOUSE. ELECTRIC SUPPLY CO.—ADV 
PG. SECOND COVER 


Zenith Electric Co 


STARTERS, D. C. MOTOR 
rrow-Hart & Hegeman Electric Ce 
irk Controller Co 
tler-Hammer, Inc. 
Electric Auto-Lite Co 
Electric Controller & Mfg 
Federal Electric Products Co 
General Electric Co., Apparatus Sales 
exington Electric Products Co. Inc 
‘inneapolis-Honeywell Regulator Co 
quare D Company 

talic Battery Co., Inc. 


wand Mle 
Zenith Electric Co 


STARTERS, FLUORESCENT LAMP 
Bryant Electric Co 
o-Test Corp 


. MID-SEPTEMBER, 1953 





PRODUCT DIRECTORY 


Complete Addresses in Company and Trade Name Directory, Pages 33-52 





General Electric 
xeneral Electr 
Hubbell Inc r 
Industrial Starter 
Ironbound Operatir 
Lloyd Product 
Marvel Lame 

New York | re 
Pass & Seym 
Surelite Prod 
Sylvania Electr 
Verd-A-Ray Corp 
Westron Corp 


STARTERS, SYNCHRONOUS MOTOR 
Allis-Chalmers Manufacturing Co 
Bogue Electric Man 
Clark Controller 
Cutler-Hammer 
Federal Electr Products » 
General Electr Apparatus 
Lexington Electr Product Co 
Rowan Controller C 
Zenith Electric Co. 


facturing C 


STATIONS, PUSH BUTTON 
see BUTTONS, Industrial Push 


STEATITE, FORMED 
see INSULATION, Steatite and Lava 


STEMS, CANDLE SOCKET 
see SOCKETS, Candle 


STEMS, FIXTURE 
see STUDS, Fixture 


STEPS, MANHOLE 
Zope, Inc T 
Kortick Manuf 

ver Iron & 


ties Servic 


STEPS, POLE 
2eneral tlectr 
Haley & 
Hatheway & Patt 


CR7006 a-c 
magnetic starter, 
cover removed 


CR7006 magnetic motor starters are 
used for full-voltage starting of squirrel- 
cage induction motors, 1-100 hp, 600 
volts, 60-25 cycles. They consist of a 
2- or 3-pole magnetically operated con- 
tactor, with overload relays, mounted 
on a base, open or enclosed in a suit- 
able enclosure. The CR7006 is sturdy 
and dependable, provides undervoltage 
and thermal overload protection, and 
may be operated by means of a push- 
button station, float switch, or other 
pilot device. G.E. has available a com- 
plete line of motor controls. 
. 

Consult classified section of phone book for 

address of nearest G-E Apporatus Agent- 

Distributor, or write direct to General Electric 

Co., Section 640-356, Schenectady 5, N. Y. 


GENERAL ($6) ELECTRIC 
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Watch Dog fluorescent starters 
cut call-backs and complaints 


You can avoid customer complaints 
and call-backs on fluorescent lighting 
jobs, due to starter troubles, by using 
G-E no-blink Watch Dog* fluorescent 
starters. They stop annoying blinking 
by automatically turning off failing 
fluorescent lamps, and keeping them 
off until replaced. Watch Dog start- 
ers last up to /0 times as long as or- 
dinary starters. Try them on your 
next job. Section Q60-F18, Construc 
tion Materials Division, General Elec 
tric Company, Bridgeport 2, Conn. 
*Registered Trade-mark General Electric Co 


Gu can fre joe con ‘lence na 


GENERAL (6) ELECTRIC 


STEPS, WOOD POLE 
see BRACKETS, Wood Insulator 


STICKS, ALLIGATOR 
see TOOLS, Live Line Safety 


STICKS, ARMATURE 
see WEDGES, Armature 


STICKS, BRUSH SEATING 
see COMPOUNDS, Brush Seating, and Kits 


STICKS, DISCONNECTING SWITCH 
hance Co A. B 
2enera f lectric ( 
Line Material ( 

Powercraft Corp. 


Apparatu 


STICKS, FUSE 
see PULLERS, Line and Station Fuse 


STICKS, HOOK 


see PULLERS, Line and Station 


Fuse; 
STICKS, Disconnecting Switch 


STICKS, LIVE LINE SAFETY 
see TOOLS, Live Line Safety 


STICKS, SOLDERING 
see FLUX, Soldering 


STILLS, WATER 


Electr Hotpack Cc 


STOCKS, CONDUIT THREADING, AND DIES 
American Pipe Too! C 
Beaver Pipe Tools, In 
Nye Too! Co 

@OSTER MANUFACTURING CO 
Ridge Tool C 
T Pipe Threading Machine Co 


ADV. PG. 116 


STONE, SOAP 
see SOAPSTONE 


STONES, COMMUTATOR, AND BURNISHERS 
Co-Operative Utilities Co. Inc. 
Holub Industries, Inc 
Ideal Industries, Inc. 





@ MARTINDALE ELECTRIC CO 
Seager Carbon Co. 
Waveland Electric Co. 


ADV. PG. 102 


STOVES, TABLE 
Dominion Electric Corp 

General Air Conditioning Corp 
Insulation & Wires Inc. 
Landers, Frary & Clark 

Manufacturing Co 

& Carrell Mfg. Co. 

Inc 

Star Glow Electric Products, Inc 
stern-Brown, Inc 
Waage Electric Inc 
Wesix Electric Heater Co 
Wyndale Manufacturing Corp 


STRAND, BARE COPPER 


see WIRE, Bare Co; r or Brass; WIRE, 
Copper Covered Stee 


STRAND, GALVANIZED STEEL 
American Chain & Cable Co., Inc., American Cable 


Div 
General Electric Co., Locke Department 
Macwhyte Company 
Utilities Service Company 


STRAND, PIGTAIL 
see TAPE, Braided Copper 


STRAPS, BEAM 
see CLAMPS, Beam 


STRAPS, CABLE MARKING 
see TAGS, Cable and Terminal 


STRAPS, CLIMBER 


Buckingham Mfg. Co. Inc 
Klein & Sons, Mathias 

Miller Equipment Co., Inc 
Mine Safety Appliances Ce 


STRAPS, CONDUIT 
Appleton Electric Co 

@BLACKHAWK INDUSTRIES—-ADV. PG. 94 
Diamond Expansion Bolt Co., Inc 
Electrical Fittings Corp 


edney Electric ] 


Company Inc 


Waa 
—_ 


GEDNEY 
NAIL STRAPS 


Save time and ex- 
pense on every job 








ONE-PIECE malleable iron 
Nail Straps for armored cable, 
non-metallic cable, rigid con- 
duit, E.M.T. and other strap- 
ping purposes. Built to with- 
stand toughest service ...long 
spike provides dependable 
holding. They save time and 
money on every job...only a 
hammer is needed to install. 


Gedney Fittings FIT 


GEDNEY 


ELECTRIC COMPANY 


EDN 


* RADIO CITY + NEW YORK 20 
Factory and Shipping Point 
Terryville, Conn 





RKO BLDG 
Foundry 
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ONE HOLE PIPE STRAPS 
RUGGED QUALITY. FOR EVERY PURPOSE 


You can depend upon Diamond “'G" 
One Hole Pipe Straps to give long and 
dependable service. The standard 
types are available in all sizes to fit 
both thin-wall and standard conduit. 
To meet your special needs we are 
prepared to make all sizes and styles 
in other metals (Brass, Copper, Stain- 
less Steel, etc.) with special models to 
fit cables. 
THIN-WALL STRAPS 

This style of strap is preferred for thin- 
wall conduit work because it is simple 
in design and uniform. Each strap is 
accurately formed from special steel 
and cadmium plated 





STANDARD STRAPS 
Diamond G one hole straps are spe- 
cially adapted for surface conduit work 
where neat appearance is essential 
Each strap is fabricated from heavy 
special steel, accurately punched and 
provided with a deep rib for added 
stiffness. Thoroughly rustproofed with 
cadmium. 


Write for catalog and price list. 








SPECIALTY MANUFACTURING 
1201 241m STREET OAKLAND CALIFORNIA 


Green Ine - H 
Kortick Manufacturing 


om. 5 Ww ELECTRIC MFG CO., INC.—-ADV. PG. 
07 


Merwin Manufacturing Co 
Mid-West Metal Products Co 
Oliver Iron & Stee! Corr 
Paine Company 

Pekcu Company 

Rattan Mfg. Co. 

Richards Company, J. R 
Roller Inc., Wm. G 

teel City Electric Co 
Thiel Tool & Engineering Co 
Thomas & Betts Co 
Thompson Manufacturing Co 
Victor Specialties 


STRAPS, OUTLET BOX 
see HANGERS, Outlet Box 


STRAPS, SAFETY 
see BELTS, Lineman’s 


STRETCHERS, GUY 
see PULLERS, Slack 


STRIP, COPPER 
see COPPER, Sheet and Rod 


STRIP, FUSE 
see WIRE, Fuse, and Strip 


STRIP, RESISTANCE 
see WIRE, Resistance 


STRIP, RUBBER 
see RUBBER, Hord 


STRIPPERS, INSULATION 


see MACHINES, Wire End Stripping; STRIP- 
PERS, Wire 


STRIPPERS, WIRE 
Ellanar Chemical Co 
Eraser Company, Inc 
Fidelity Chemical Products Corp. 
Holub Industries, Inc. 
Idea! Industries, Inc. 
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Insulation & Wires, 
Martindale Electric Co 
Miller Equip. Co., Inc. 
Snap-On Tools Corp 
Vaco Products Co 


STRIPS, CABLE TANNING 
see BLOCKS, Terminal 


STRIPS, COVE 
see FIXTURES, Stage Lighting 


STRIPS, PLUG 


see MOLDING, Metal, and Fittings; MOLD- 
G, Ornamental Metal Raceway 


STRIPS, PROTECTION 
see GUARDS, Pole 


STRIPS, SHIM 
see SHIMS, Guy 


STRIPS, STAGE LIGHTING 
see FIXTURES, Stage Lighting 


STRIPS, TERMINAL 
see BLOCKS, Terminal 


STROBOSCOPES 
Associated Research In 
Communication Measurement at 
Electronic Measurements Cc Inc 
General Electric Cc Apparatus Sales 
General Radio Company 


STRUCTURES, CABLE SUPPORTING 


@AINSWORTH MFG. CORP., MULT-A-FRAME DIV 
ADV. PG. 72 
Rakit Core 
istrut Products C 


STRUCTURES, CELL 


see STRUCTURES, 


Equipment or 
Mounting 


Apparatus 


Wire Strippers 


Patented, No. 2,523,936 


Exclusive 
“ONE-SQUEEZE” 
Action for 
2-SECOND 
STRIPPING 


of Lighter Gauge Wire 
—Handles Heavier 
Gauges, Too 


— 
Single light squeeze strips vt 
wires clean and bare up to 

. Automatic lock holds jaws open until 
wine is removed, prevents crushing of 
stranded wire. Compietely safe. Replace- 
able, interchangeable blades. Six models for 
No. 8 to 22 wires; also for POS). 





/ Rugged, All-Steel 

“E.Z AUTOMATIC” 

For Heavy Duty Stripping 
Works like gene Big leverage for 
cutting tough insulation. Automatic 
stop prevents snap-back against wire 

ends. Also serves as wire cutter. 
Blades are replaceable. Models heed 
No. 10 to 26 wire; also POSJ, 
ohm TV downlead and non- Saat 
lic plastic sheathed. 


SOLD THROUGH LEADING DISTRIBUTORS 


DEAL) IDEAL INDUSTRIES, Inc. 


5136 Park Ave e Sycamore, Illinois 


STRUCTURES, EQUIPMENT OR APPARATUS 
M 
@AINSWORTH MFG, CORP., MULT-A-FRAME DIV. 
—ADV. PI 
@ CONTINENTAL ELECTRIC EQUIPMENT COMPANY— 
ADV. PG. 61-64 


Gu vedas A. 

Kent Metal Manufacturing Co., In 
Kolton Electric Mfg. Co. 

Rakit Corp 

obinson Aviation, Inc 

Jnistrut Products Co. 


STRUCTURES, INSTRUMENT MOUNTING 
@ AINSWORTH —"y CORP., MULT-A-FRAME DIV. 
—ADV. PG. 
ter gy ecectric EQUIPMENT COMPANY— 
ADV. PG. 61-64 
sustaveson, Inc. 
Kent Metal Manufacturing Co., In 
olton Electric Mfg. Co. 
ttleford Bros., Inc 
Robinson Aviation, Inc 
nistrut Products Co. 


STRUCTURES, PIPE SUPPORTING 

@ AINSWORTH MFG. CORP., MULT-A-FRAME DIiV.— 
ADV. PG. 7 

<olton Electric Mfg. Co 

von Electrical 

nistrut Prod . 

Westinghouse C Corp 


Equipment 
‘Pittsbe tal 


STRUCTURES, SUBSTATION 
Electrical Engineers Equipment 
T-E Circuit Breaker Co. 
Kortick Manufacturing Co. 
illerbernd Manufacturing Co. 
Royal Electric Manufacturing Co 
Southern Electrical Equipment Co. 
Westinghouse Electric Corp. (Pittsburan 


STRUCTURES, SWITCH 
see STRUCTURES, Equipment or iAP ates 
Mounting; CELLS, Bus and Switch 
Bus and Switch; ‘SWITCHGEAR, Metal one 


STRUTS, POLE 
General Electric Co., Locke Department 
Oliver Iron & Steel Corp. 
eyler Manufacturing Co. 
tilities Service Company 


STUBBING, POLE 
see BANDS, Pole Stubbing 


STUBS, CEDAR POLE 
see POLES, Butt-Treated Western Red Cedor 


STUDS, FIXTURE 
Appleton Electric Co 
Arrolet Corp. 
Electrical Fittings Corp. 
xedney Electric Company Inc 
Midwest Electric Mfg. Co. 
Rattan Mfg. Co 
Remington Arms Co. Inc. 
Richards Company, J. R. 
Rodale Manufactt ag Co., Inc 


Roller Inc., Wm. 


SUBSTATIONS, INDOOR UNIT 
All Manufacturing Co. 


is-Chalmer 


ADV 

Federal Electric eae ha 

General Electric Co., paratus Sal Div. 
@I-T-E CIRCUIT BREAKER CO.—ADV. “3c 109-112 

Kinney Electrical Manufacturing Co 

“irkhof Electric Co. 

Kolton Electric Mfg. Co. 

eonard Electric Manufacturing Co 

Marcus Transformer Co. 

Jullenbach Electrical Mfg. Co 

orgel Electric Company 

Westinghouse Electric Corp. 


3rown Boveri Corp. 
@ CONTINENTAL ELECTRIC EQUIPMENT COMPANY— 
PG. 61-64 


Pittsburgh 


SUBSTATIONS, OUTDOOR 
Allis-Chalmers Manufacturing Co 
Brown Boveri Corp 
ontinental Electric Equipment Co 
ectrical Engineers Equipment Co. 
eneral Electric Co., Apparatus Sales 
T-F Circuit Breaker Co 
ectric Co. 
eonard Ele ’ M ee actur 
sllenbact tr Mfg 
Royal Electric “M nt on cturing Co. 
suthern ow Equipment Co 
Westinghot Elect Corp. (ittsburgh 
@ WESTINGHOUSE ELECTRIC SUPPLY CO.—ADV. PG 
SECOND COVE 


SUPPORTS, ADJUSTABLE INSULATOR 


Electric Service Manufacturing Compary 
man Manufacturing Co 
is C ny, J. R 


jucts Co 
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SUPPORTS, BOX 


* 
@ALLSTEEL EQUIPMENT, INC.—ADV. PG. 71 Designed for 
feto ectric 


A 
rolet a ; a ° 
row, Conduit’ & Fittings Cor long-lasting 
1 : ects ttings Corp 


i trouble-free 


d-West Metal Products (¢ 


iy lee Gm SERVICE Standardized 


SUPPORTS, BUS-BAR 


num Company Of Ameri« 

on Brass Works, Inc . . 
Co., A. B eres ERY GIO 
1 Er wineers Equipment ¢ . ze ee %. “ ly 


her Manufacturing Co 
arney Corp., >6 2 : 
Sten E ‘ect c pm 7 Standardized @@ Switchboards are noted for 
at Su or Lo., if Pr * “i 
ne Material Co. : sens their efficiency, safety and dependability. 
@0. Z. ELECTRICAL MFG. CO., INC.—ADV. PG. 117 
fic Electric Manufacturing Co ‘ . . 
oh er pela Built of standardized pre-assembled units 
@ PORCEL usin PRODUCTS, INC.—-ADV. PG. 129 mM r. incorporated in standardized enclosures, @ 
Powercraft Co 
Red Sea tric C < 2 , switchboards embody the latest features of 
hates Mimetebete Ge. ‘ design and operation. 
uthern Electric pr : \ : . 
mas & Betts Co i. cee ee Standardized @ Switchboards are of three 
cat i ‘ed i : types — the Shutlbrak, a safety type switch- 
SUPPORTS, BUSHING INSULATOR re EES ma board designed for frequent operating use; 
see SUPPORTS, Adjustable Insulator BSF Ryn ee ; ks the Klampswitchfuz, and Snufare, which 
‘ ; features a dependable hinged type pull-out 
SUPPORTS, INSULATOR 


, , switch unit for disconnect service on lighting 
see SUPPORTS, Adjustable Insulator; SUP- lela ost, a ‘ - 4 

PORTS, Bus-Bar and power circuits, and the Circuit Breaker, 
another safety type featuring the latest de- 
velopments in automatic circuit protection, 





SUPPORTS, OUTLET BOX 
see HANGERS, Outlet Box 


Srank otdam In addition, @ produces a front-connected 

SUPPORTS, SPOOL INSULATOR * switchboard for use where space is limited, 

rey See ree Glectric Ca. and several types of Stage Lighting Control 

SUPPORTS, SWITCH BOX P. O. BOX 357 switchboards for theaters, auditoriums, 
see HANGERS, Outlet Box ST. LOUIS 3, MISSOURI schools and other institutions. 


Seerewrs, VERTICAL CABLE SWITCHBOARDS, LIGHT AND POWER 
tg. U Adam Elect k 
ectr Engineers Equipment Allis-Ch ners Mar ifact uring ¢ 
ern mpany Automat c witch Uo 
tick M turing Co Bogue Elect Vianufacturing 
en oo Products 


e Material ( 
@0. Z. ELECTRICAL MFG. CO INC.—ADV. PG 
117 


@ CONTINENTAL ELECTRIC EQUIPMENT COMPANY 
ADV. : - 
Electr 
tlectri 
Empire ( 


SUPPORTS, WIRE TONG Empire 


Federa 


see TOOLS, Live Line Safety nenera 


Genal Elec Gnu Appuatis Sle, Oi SWITCHBOARDS 


SURFACES, COMMUTATOR @'- T. E ‘CIRCUIT —- ,00.- ADV. PG. 109-112 


see STONES, Commutator, and Burnishers wall Elec Me , naan 2 “s Custom built to your specs. 
Kirkhof Electr a 
SURFACES, FLOOR lieg! Bros — " 
? tt ‘ Mf FEDERAL NOARK has the engi- 
see MACHINES, Floor Maintenance ton, Elects ey : 7 
ake a Clectr aa neering ability and the experience 
Leonarc ectr M anu actur 
SWABS, CONDUIT exington Electric Product I to meet your switchboard require- 


= a. Conduit and Tools; RODS, weg eh yy Ary tg ments no matter what the appli 
ondui ‘ . ms 


Parker Electrical Mfg. C 

Royal Switchboard Co. Ir pee 

SWITCHBOARDS, CONTROL Southern Electrical Equipment Theatrical switchboards; Labora- 
Squa D Compar 
q viet ittir an tory switchboards; Distribution 
eis Electric! Electric SUPPLY CO.—ADV switchboards; Control benchboards; 
PG. SECOND COVER Draw-out switchgear; Unit sub- 


cation 


s-Chalmers Manufacturing Co 


ement stations; High voltage entrance cu 
ec ONTINENTAL ELECTRIC EQUIPMENT COMPANY— SWITCHBOARDS, SIGNAL AND COMMUNICA- ates aan 
ADV. PG. 61-64 TION bicles. Special low and high voltage 
° Ansley Electron 
gineering Alarm Div. 
Auth Electric Compar 
roducts Co Automatic Electric Co 
re C Div Automatic S 7 tch Co. 
mpany, b Electric Dept ogue Elec Manuf 


tavesor ne @ CONTINENTAL ELECTRIC "EQUIPMENT COMPANY 
@!-T-E CIRCUIT BREAKER CO.—ADV. PG. 109-112 ADV. PG. 61-64 


motor control equipment. J 


Write us for the full story 








ich Company, Inc., S. H 
Electric Service Engineering ( 


en Ec res on FEDERAL ELECTRIC 
vie Co. apt PRODUCTS COMPANY 


50 PARIS STREET - NEWARK 5, N. J 
tl. u n Systems, Inc : 
Tech La hevatertes, Inc. 
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SWITCHES, AIR BREAK 
see SWITCHES, High Voltage Horn Gap 


SWITCHES, AIR FLOW CONTROLLED t DOUBLE POLE 
sleies Oop pot 


M inneapolis-Honeywell Regulator ginctt 
halicross Controls, Inc LTAGE 
ch | = cee my Inc LOW vo 
rkrit Manufacturing ) 
Zenith Electric Co, AIR CONDITIONING 
SWITCHES, AIRPORT LIGHTING 
see SWITCHES, Magnetic 


DOUBLE THROW 


SWITCHES, AMMETER 


Electro Switch Corp. INTER-JATIC. TIME SWITCHES 


Pelham Elect Mio orp 


Roller-Smith Corp e P e 
Roller-Smith, Corp, .. . watalle ma 
Zenith Co 


Electric 





SWITCHES, APPLIANCE CONTROL . , . : 
see SWITCHES, Combined Circuit Breaker Series TS60—A standard type time switch for automatic control of 


and Starting most electrical apparatus . . . neon signs, store window lighting, fans, THE EASIEST 
motors, etc. OF ALL TIME 

SWITCHES, APPLIANCE PLUG SWITCHES TO 
see PLUGS, Appliance Connector INSTALL, SET, 


Series T$66——For control applications where it is desired to skip the AND OPERATE 


SWITCHES, APPLIANCE AND TOOL HANDLE automatic operation of the controlled unit on one or more days of the 
Ark-Les Switch Corp week. Ideal for industrial and commercial use where factories and See your whele- 
Arrow-Hart & Hegeman Electr h d kend sale distributor 
Bryant Electric Co stores are shut down on weekends. 

Cable Electric Product or write for 


arling Electric, Inc CTava complete infor- 
@ CIRCLE F MFG CO.—-ADV. PG. 121-122 Series T670 —The newest addition to the Inter-Matic line. mation. 
Clements Mfq. Co 


onnecticut Telephone & Electric Cort For applications requiring multiple on-off cycles, each cycle independently i: to Ot 
Cutler-Hamme Inc. i i i i i 
Getter a oa oe ia edjeteblo for settings of 5 to 60 minutes. Suitable for commercial letin No. 38D. 
seneral Cement Manufacturing Co refrigeration defrosting, automatic poultry feeders, process timing, etc. 

yeneral Electric Co., Construction MV 
Hart Manufacturing Co 
Kas-Kel Electric Co. Inc 

ilka Electric Mfg. Co. Inc INTERNATIONAL REGISTER CO., 2624 W. WASHINGTON BLVD., CHICAGO 12, ILL. 
eviton Manufacturing Co Inc 

ister Appliance Mfg. Co 

neapolis-Honeywell Regulator C 


@ PASS & SEYMOUR, INC SEV. VS. 118 aad y LE: 1C T ME SWITCHES 
later Electric & Mfa In ® 


ickpole Carbon ( 
R Kift, Ine 


SWITCHES, ASTRONOMIC TIME 


ad a 
see SWITCHES, Clock Controlled Sw's HERE @CIRCLE F MFG. C0 ADV. PG. 121-122 
I 4 eae F cent Wirin a tne 


uorescent ng Dev 
SWITCHES, AUTOMATIC DOOR PS ' Sneed Clectele t satrection Waterials Ol 
see SWITCHES, Door Flush the sensational new ; Habhell inc. Heres 


Massey, Inc A. H 
SWITCHES, AUTOMATIC TRANSFER . Paragon 3000 Series _ @MCGILL MFG 


' National Acme Compan 
see BREAKERS, Air Circuit; BREAKERS, Oil te Time Switch 


Pass & Seymour 
Circuit; SWITCHES, Magnetic Quincy Manufacturing 


Rodale Manufa ng 
SWITCHES, BABY ane The Paragon Memory- Master is slater Electric & Mf 
ble f t Prod the most advanced time switch Zenith Electric Cc 
wer F ary As F offered anywhere! It's brand new 
: . ns inside and out 5 years in 
ticut fF — 9g the making. You get ‘‘years ahead”’ SWITCHES, CHANNEL 
Eaale Electric es Co. Ine , 
( on Electric Mf ‘ r , installation and operating features, see BOXES, Meter Service 
I - plus reliability you can count on! 
r ne rp. America 


PG. 106 


J 


eviton Manufacturing ( 


; yy cake en SWITCHES, CIRCUIT BREAKER 
Vationa come ompany aa Rit " 
Rodale Manufacturing Im BEAUTIFUL NEW — -~ 9 ¢ 


=. | Memory Master | sierionmer ie 


: \ @ *‘Quick-Out"’ move- € Sales Div. 
SWITCHES, BATTERY , ment — locked in, yet e: T{E CIRCUIT BREAKER CO. ADV. PG. "109-112 
see SWITCHES, Baby Knife | quickly removed. No Killark Electric Mfg. Co 
loose ports Kolton Electric Mfg. Co 
@ “E. Z. Turn" dial Line Material Co 
SWITCHES, BRANCH ' lets you ‘‘run through’ Murray nufacturing 
see SWITCHES, Panel switching operations ( 
manually 
SWITCHES, BURGLAR ALARM a @ ‘‘Moto-Vu"" obser- 
Areow-Vart & Meneman Electric Co vation window permits 
peeing regs Mf ’ ; — instant check of motor 
Lee Electric, In. pg cen SWITCHES, CLOCK CONTROLLED 
Minneapolls-Honeywel! Reaulat . A terrific 10 @ Plus mony other ad ° 
> ng _ value — from list vanced features. Automatic Electric Mfg. Co 
Partrick & Wilkins ( Bristol Company 
Cutler-Hammer, Inc 
Paragon 700 series 7- vw otenien time switch Duplex Clock Co., Inc 
@ For night and weekend shutdown General Electric Co., Apparatus 
SWITCHES, CANDELABRA of all types of commercial and indus Aa Haydon Company, A. W 
see SWITCHES, Fixture; SWITCHES, Series trial heating and ventilating systems. west International Register Co 
Multiple Fixture @ Instantly changeable dial gradu Iron Fireman Manufacturin 
ated in hours and half-hours, days oe Lumenite Electronic Co 
and ni,hts ; Lux Clock Bog facturing C 


SWITCHES, CANOPY @ Price: as low as $29.50 list. ¢ s Instrument , 
see SWITCHES, Fixture; SWITCHES, Series = Minneapolis-Honeywell Regulator 


Multiple Fixture ee ~ 7 te a - ectric Company 
ance stomat 
SWITCHES, CEILIN . PARAGON “ELECTRIC eau taal 
c . LING PUL . COMPANY Tech Laboratories, 4 
Arrow-Hart & Hegeman Electric Co . . ) lock ». Inc 
Bryant Electric Co 1614 Twelfth St., Two Rivers, Wisconsin Voce "ee" 
able Electric Products, Inc 7 


Photoswitch Ine Be 
Recora Company 


eee. 5A AIPTIENI Si RSE = 


America, Inc. 


World's Largest Exclusive Manufacturer of Time Controls 
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SWITCHES, COIN OPERATED 
Acro Manufacturing 
General Efectric Co., Apparatus 
nternational Register 
yd Meter Manufacturing 
er Harris Instrument C 
yneapolis-Honeywel! Regulator 
n 


tinghouse Efec rf 


SWITCHES, COMBINED CIRCUIT BREAKER 
AND STARTING 
Allen-Bradley Company 
Allis-Chalmers Manufacturing 
Bryant Electric > 
Clark Controller Co 
@CROUSE-HINDS CONMPANY—ADV. PG. 66-67 
utler-Hammer, Inc 
Euclid Electric & Mfg. ¢ 
Federal Electric Product 
Furnas _— Co 
General Electric Co Sale: 
ome ELECTRIC COMPANY, INC.- 
lark Electric Mfg. ( 
ne Materia! Co. 
Square D ge a 
Westinghouse lect 
@ WESTINGHOUSE ELECTRIC SUPPLY co 
PG. SECOND COVER 
Zenith Electric Co 


SWITCHES, CORD 
Arrow-Hart & Hegemar 
Bry ant Electric Co 

e Electric Pr , Ir 

@ CIRCLE F MFG. C0. ADV. PG. 121-122 
Eagle Electric Mfg. Cc Inc 
Gem Electric Mfg. Co In 
,eneral Electric Co Construct 
xeneral Electric Co., Wiring Dev 
Leviton Manufacturing Co. Inc 
Minneapolis-Honeywell Regulator 
Pass & Seymour, In 

@RODALE MANFACTURING CO 

124 
Royal Electric Company, Inc. 
tar-A Electric Manufacturing Co 
1age Manufacturing Co 


SWITCHES, DEAD ooenerr a 
Adam Electric Co 
Ss ELECTRIC. ‘SWITCH CORPORATION 
ADV. PG. 70 
Arrow-Hart & WHegeman Electric 
arkelew Electric Mfg 





RELIANCE TIME SWITCHES 


* 

20 to 50 Amp. 
. 
Single Pole 
Double Pole 
Two-Circuit 
b 
Indoor and 
Outdoor Types 
a 


Listed by 
Underwriters’ 
Laboratories 


A complete line of automatic time 
switches for practically every in- 
stallation. Highest quality con- 
struction with a record of depend- 
able service for over 40 years. 
Specify Reliance Time Switches and 
be sure you are specifying the best. 
Catalog on request. 

Sold Through Wholesalers 


PPPPB PP PPP TS 


RELIANCE AUTOMATIC LIGHTING CO. 


RACINE, WISCONSIN 
549 W. Washington Bivd., Chicago 6 
HAymarket 1-3400 
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tler-Hammer 

reder 

Gamewe 

Genera 

Kolton € 

Powercraft 
juare { 


aaron DELAYED OPERATION 


ectric 


SWITCHES, DISCONNECT 


see SWITCHES, High be ey Horn Gap; 
SWITCHES, Line and Station Disconnect 


SWITCHES, DOOR ALARM 
see SWITCHES, Burglar Alarm 


SWITCHES, DOOR FLUSH 
Ark-Les Switch Corr 
Arrow-Hart & Hegeman Electr 
Bryant Electric Cc 
Connecticut Telephone & Electric 
tler-Hammer, Inc 
Eagle Electric Mfg. ( In 
Hubbell Inc Harvey 
Leviton Manufacturing Co. Inc. 
Minneapolis-Honeywe Requlat 
vision, 
National Acme Company 
Partr k & Wi kins { 
Pass & Seymour, Inc 
ater Electric & Mfg. Cc In 
tar-A Electric Manufacturing Cx 
Trine Manufacturing Corp 


SWITCHES, DRUM 
see CONTROLLERS, Manual Motor 


SWITCHES, ENTRANCE 
see BOXES, Meter Service 


SWITCHES, EXPLOSION-PROOF 
see SWITCHES, Hazardous Location 


SWITCHES, FEED THROUGH 
see SWITCHES, Cord 


SWITCHES, FIXTURE 
Adjustable Fixture (¢ 
Arrow Hart & Hegeman Electri 
Bryant : e she ( 


@ CIRCLE F MFG. co ADV. PG. 121-122 
e agile Electric fg ( Ir 
jorescent Wiring 
sem Electric Mfg 
Electr \ 
K ark EI lectri i Cx 
@ MCGILL “MEG CO. "INC ‘ADV PG. 106 
Min ) eywe Regulator ( Micro 
mpany I 
Manuf 


SWITCHES, FLOAT 
Valve Company 
Allen-Bradley Company 
Arrow-Ha art & Hegeman Electric 
Automatic Contr Cc 
Bristol Company 
Clark Control! 

@CROUSE- HINDS COMPANY ADV. PG. 66-67 
Cutler-Hammer, Ir 
Furnas Electric Co 
General Electric ( 
Mercoid Cort 
Penn Controls, Inc 
Square D Company 
Westinghouse Electr 


Workrite 


Apparat 


Pittsburgh) 
Manufacturing 
SWITCHES, FLOW 


see SWITCHES, Air Flow 
SWITCHES, Liquid Flow Operated 


SWITCHES, FLUORESCENT LAMP STARTING 
see STARTERS, Fluorescent Lamp 


SWITCHES, FLUSH PUSH 


Arrow-Hart & Hegen in Electri 
— Electr 
Pre In 
@cincce F MFG CO. “ADV PG. 121-122 
onnectic Telephone & Electric Corg 
Cutler-Hammer Inc 
Eagle Electr Mfg 
Gits Molding 


Controlled; 


Look to LEVITON... fora 
complete line of switches, as 
well as outlets, LEV-O-LOCK 
devices, surface wiring devices 
(LEV-O-LETS), wire and cable. 


| REWETOR 


LEVITON MANUFACTURING COMPANY 


Brooklyn 22, New York * Chicago © los Angeles 


Hubbell Inc., Harvey 

Killark Electric Mfg. Co. 

eviton Manufacturing Co. Inc. 
Minneapolis-Honeywell Regulator Cc Micro Div. 
Partrick & Wilkins Co 

Pass & eymour, Inc 

quare D Company 

Zer ith £ lectri Lo 


SWITCHES, FLUSH TOGGLE 
Ark-Les Switch Corp 
Arrow-Hart & Hegeman Electric Co. 

Bryant Electric Ce 
Cable Electric Products, 

@CIRCLE F MFG CO ADV, PG. 121-122 
Connecticut Telephone & Electric Corp. 
Cutler-Hammer, Inc 
Eagle Electric Mfg. Co., _ 

Gem Electric Mfg. Co 
@GENERAL ELECTRIC COMPANY, — 
MATERIALS DIVISION—-ADV. PG. 138 
veneral Electric Co., Wiring Device Dept. 
General Switch Corp 
Gits Molding Cor; 
Hart Manufacturing Co 
Hubbell Inc., Harvey 
Insuline Corp. America 
Kas-Kel Electric Co Inc. 
Killark Electric Mfg. Co 
Kulka Electric Mfg. Co. Inc 
Leviton Manufacturing Co. Inc 
Massey, Inc., A. H. 
Master Appliance Mfg. Co. 
Line Material Co. 
Minneapolis-Honeywell Regulator Cc 
National Acme Compan 
@PASS & SEYMOUR, INC.—ADV. PG. 118 
— MANUFACTURING CO., INC.—ADV. PG. 


, Micro Division 


Royal Electric Company, Inc. 

Sierra Electric & Manufacturing Ce 
Slater Electric & Mfg. Co., Inc. 

Square D Compan 

Star-A Electric Manufacturing Co., Inc 


SWITCHES, FLUSH WALL TIMING 
see SWITCHES, Delayed Operation 


SWITCHES, FOOT 


Allen-Bradley Company 

Arrow-Hart & Hegeman Electric Co 

Clark Controller Co 

Euclid Electr & Mfg. Co 

Furnas Electric Co 

General Electr Co., Apparatus Sales Div 
ektra Laboratories, Inc 

Leviton Manufacturing Co. Inc 


. MID-SEPTEMBER, 1953 





PRODUCT DIRECTORY Complete Addresses in Company and Trade Name Directory, Pages 33-52 





nemaster Switch Cor; SWITCHES, KEY OPERATED 
Minneapolis-Honeywe Regulat d Arrow-Hart 
sion Bryant Elec 


. Soe Bryant Electric Give your customers 
Recora Company @CROUSE-HINDS COMPANY—ADV. PG. 66-67 the luxury of silent 


Sherman Industrial f£ Federal Telephone & Radio Corp. 
Square D Company General Electric Co., Construction Materials Div 
Haydon Company, A. W 
‘ < 


SWITCHES, FUSED BLADE KNIFE Kellogg Switchboard & Supply (¢ 
Adam Electric Co Frank Meter Devices Co te 
@AMERICAN ELECTRIC SWITCH CORPORATION Quincy Manufacturing Co. 


ADV. PG. 70 Westinghouse Electr Corp. 
Barkel Electric Mfg 
Cutler- Hammer, Inc . SWITCHES, KNEE OPERATED 
Federal Electric Products Co see SWITCHES, Foot M F R ’ U al 


General Electric Company 


General Switch Corp : SWITCHES, LAMP SUSPENSION 


Kolton Electric Mfg. ( see HANGERS, Disconnecting Fixture SWITCHES 
eviton Manufacturing 


Lexington Electric Pr 


Line Material Co. : SWITCHES, LEVER 
@MURRAY MANUFACTURING CORPORATION see SWITCHES, Dead Front Lever; 
PG. 1 SWITCHES, Flush Toggle; SWITCHES, Limit 


& Hegeman Electric Co 


Mfc 


National Acme Company 
) e P Sen 
Square yp SWITCHES, tuarr 
Vadsworth lectr Manuf r \utomat ectric 
@ WESTINGHOUSE El ECTRIC SUPPLY CO Bradley Company, Aller Your customers will appreciate the 
a eS ae lux f silent, smooth-operating 
Electr Co-Operative Utilities Co. uxury of silent, sm I g 
Cutler-Hammer, in : mercury switches. They’ll like the mod 

SWITCHES, FUSED DISCONNECT Euclid Electric Shanaiaaien ng Company ern design of the matching wall plates 
see SWITCHES, Line and Station . Furnas Elect a too... the polished finish with no dust 
connect M aon oe cerceay ay Micro Divis catching grooves. 

SWITCHES, GANG OPERATED ae — G-E mercury switche s last many 
see SWITCHES, High Voltage Horn Gap: Struthers Dunn, Ir times longer than spring-type switches 
SWITCHES, Line and Station Disconnect + re mac barter Oe yet cost only a few dollars extra for 

eiouaial th Biss the whole house. Offer your customers 

SWITCHES, HAZARDOUS LOCATION SWITCHES, LINE AND STATION DISCONNECT _ this added luxury...for new construc 

‘Brad Barkelew Electric Mfg. Co. ; tion or old. Section D102-F18, Construc- 
en Hie ty < iarbeibne as ciaiaa tion Materials Division, General Elec- 
tric Company, Bridgeport 2, Conn 





r 


“a Electrical Engineers Equipment Co. 
General Electric , Apparatus Sales Div 
General Switch ( 

H-B Instrument ( Y : 
og BP ee a can frit your confidence nm— 
Line Material Cc 

Pacific Electric Manuf 


@CROUSE-HINDS COMPANYADV. PG. 66-67 


er- Hammer 


Partrick & Wilkir et i f> 
Pelham Elect. Mfg r GENERAL 56) ELECTRIC 
Powercraft Corp. er) 
Royal Electric Manufacturing 
Russell & Stoll Company 
als Southern Electrical Equir 
“pay v0 Alea mnpany Stackpole Carbon ( 
oe faa USCO Power Equipmer . SWITCHES, MERCURY TUBE TOGGLE 
‘ VY Westinghouse Electr Pitt Bryant Electric Co 
THIRD COVER Zenith Electric ( Durakool, Inc. 
horat vi xeneral Electric Co., Construction Materials 
Fitt SWITCHES, LINK General Electric Co., Wiring Device Dept. 
P tr +t see SWITCHES, Fixture Minneapolis Honeywell Regulator Co., Micro Divis 


Pass & Seymour, Inc. 
SWITCHES, LIQUID FLOW OPERATED L—Timima =e. 
SWITCHES, HEAT CONTROLLED Automatic Contr 
see SWITCHES, Thermostat Controlled [inti te SWITCHES, METER SERVICE 
Magnetrol Inc. see BOXES, Meter Service 
SWITCHES HEATER New Jersey Meter C 


see SWITCHES, Series Multiple Heater; Penn Controls, Inc SWITCHES, METER TEST 
Ss Tech Laborator Inc ’ 
SWITCHES, Thermostat Controlled Werkrite May woe Bors Co American Electric Switch Corp 
Arrow-Hart & Hegeman Electric Cc 

SWITCHES, HIGH VOLTAGE DISCONNECT SWITCHES, LIQUID LEVEL Eastern Specialty Co 

see SWITCHES, Line and Station Disconnect see CONTROLS, Liquid Level Floatless; Federal Electric Products 

, ’ Meter Devices Co. 

SWITCHES, Float M inneapolis- n eil Regulator ( 
SWITCHES, HIGH VOLTAGE HORN GAP —a—. eS 

\onuestinet & Wee Siestele Ce SWITCHES, LOAD INTERRUPTER Tech Laboratories, | 


Matthews [ see SWITCHES, Line and Station Disconnect Wadsworth Electr 


t Co 
SWITCHES, MAGNETIC 
Allen-Bradley Company 
Arrow-Hart & Heger 
Automatic Switct 
Clark Controller Cx Bryant Electric C 
utler-Hammer, In arling Electric, Inc 
Inc “ xeneral Electric , nstruction Materials 
yal Elect sfact ctric Controller & N ( Leviton Manufacturing Co. Inc. 
thern Electr Eee ecies : Minneapolis-Honeywell Regulator Co., M 
SCO Power | f re nas Electric ; ‘ ora Company 
Westinghouse Electr tt } me workers Ranseat . , Roller-Smith Corp. 
| woot ’ halicross Mfg. Cx 
SWITCHES, HORN GAP on Fireman Manufacturir erra Electric & Manufacturing 


see SWITCHES, High Voltage Horn Gap Lexington Electric Products Co. Ir Hea gee ag 
Mercold Cort 


SWITCHES, INDICATING eines Winitate ‘Wiediche W 
see SWITCHES, Flush Push; SWITCHES, Minneapolis-Honeywe : SWITCHES, MOMENTARY CONTACT 
Flush Toggle; SWITCHES, Rotary Flush: Murray Manufacturing Cor MeL Sane Sie 
SWITCHES, Series Multiple Heater; Penn Controls pide ue-trare "S, Hregersan Erects 
SWITCHES, Surface Snap and Toggle quare D Company Automatic Switch Cc 
Ward Leonard Elect Bryant Electric Co 
SWITCHES, INDUCTION RELAY Wesix Electric Heater ae ae 


Westingt e Electr . 
tler-Hammer, Ir 


see CONTROLS, Liquid Level Floatless Zenith § 
ectro Switch ( 


SWITCHES, INSTRUMENT SWITCHES, MERCURY ae 


see PLUGS, Pin, and Receptacles; SWITCHES, see TUBES, Mercury Contact; SWITCHES, " art, Manufacturing Co. 
Multiple Selector Mercury Tube Toggle Kulka Electric Mfg. Co. Inc. 


SWITCHES, MINIATURE 
Acro Manufacturing ) 
Arrow-Hart & Hegeman Electr 


ectr 
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Leviton Manufacturing Co. Inc 

Midwest Electric Products Inc 

Minneapolis-Honeywell Regulator 

Pass & Seymour, Inc 

Production Instrument Co 

@RUSSELL & STOLL COMPANY, INC.—ADV. PG 

THIRD COVER 

Stackpole Carbon 

Tech Laboratories 

Zenith Electric 


SWITCHES, MOTOR STARTING 
see CONTROLLERS; SWITCHES, Safety 


SWITCHES, MULTIPLE SELECTOR 

Arrow-Hart & Hegeman Electr 
Automatic Switch Co 
Chance C A. B 
Clark Controller 
Cutler-Hammer, 
Eastern Specialty Co 
Federal Telephone & Radio ( 
Ferro Electric Products Inc 
General Electric Co., Apparat 
General Electric Co Constr 
H-B Instrument ( 
Hart Manufacturing 
Minneapolis-Honeywel 
Nat!. Inter-Communi 
Shallcross Mfg. Co 


Ir 


Sauare D Company 
Stackpole Carbon C 
Tech Laboratories 
Zenith Electric C 


SWITCHES, OIL 
Allis-Chalmers Mfg. Co 
eca&w ELECTRIC ay corn co ADV PG. 92 
General Electric Co., Apparat ale 
Line Material Co 
Slater Electric & Mfg 
Tech Laboratories, In 
Westinghouse Elect 


SWITCHES, OVERLOAD 
see BREAKERS; RELAYS, Current Control; 
CUTOUTS, Thermal 


SWITCHES, PANEL 


Arrow-Hart & Heger 
Barkelew Electric Mfg 
Bryant Electric 
Connecticut Elect 
Connecticut Telephc 
Cutler-Hammer, | 

Electro Switch Cort 
Federal Electric Pr 

General Electric Co., Appa 
General Switch Core 

Hart Manufacturing Co 
Kulka Electric Mfg. Co 
Master Appliance Mfg. Co 
Minneapolis-Honeywel! Regulator Co., Micro Division 
Powercraft Corp 
Roller-Smith Corp 

Royal Switchboard Ce 
Square D Company 

Tech Laboratories, Inc 
Westinghouse Electr 


SWITCHES, PENDANT 
see SWITCHES, Cord 


SWITCHES, PLUG 
see PLUGS, Pin, and Receptacles 


SWITCHES, PLUGGING 
Adam Electric 
A en-Bradley 

utler-Hammer, 

Euclid Electric & Mfg 
Federal Electric Product 
Furnas Electric Co. 
General Electric Co., Appa 
Klieg! Bros 
Kolton Electric Mfg 
Standard Dayton Corp 


SWITCHES, POLE TOP 
see SWITCHES, High Voltage Horn Gap 


SWITCHES, PRESSURE OPERATED 
Aero Instrument Compan 
Allen-Bradley Company 
Automatic Contro! Co 
Barkelew Eleetric Mfg 
Bristol! Company 
Cutler-Hammer, Inc. 
Empire Switchboard Co 
Furnas Electric Co 
General Electric Co., Apparatu 
Iron Fireman Manufacturing 
Meletron Corp. 
Mercoid Corp 
Minneapolis-Honeywe 
Penn CGontrols, Inc 
Recora Company 
Shalicross Controls 
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quare D0 Company 

Tech Laboratories, Inc 
United Electric Controls Co 
Workrite Manufacturing Co 


SWITCHES, PULL 
see SWITCHES, Ceiling Pull 


SWITCHES, PULL FUSE 
see SWITCHES, Fused 


SWITCHES, PUSH 


see SWITCHES, Flush Push; SWITCHES, 


Momentary Contact 


SWITCHES, PUSH THROUGH 
see SWITCHES, Cord 


SWITCHES, PYROMETER 
see SWITCHES, Multiple Selector 


SWITCHES, _— — KNIFE 
Adam Electric ' 
@ AMERICAN ELECTRIC. "SWITCH CORPORATION 
ADV. PG 
hance C ‘ B., W. N. Matthew 
utler-Hammer Inc 
Federal t&lectr Products 
xeneral Switch Corp. 
olton Electric Mfg. Co 
Lexington . ~ yo c Product 
ne Mate Co. 
@ MURRAY MANUFACTURING CORPORATION ADV 
PG. 1 


Powercraft Corp 

Royal Switchboard Co 
>quare D Company 

. V. Fittings Co. 


, 


Zenith Electric Co. 


SWITCHES, RADIAL KNIFE 
see SWITCHES, Standard Knife 


SWITCHES, RANGE 
see SWITCHES, Series Multiple Heater 


SWITCHES, RECLOSING 
see RESTORERS, Automatic Service 


these 
switches 
thrive on work 


Specify these 


SWITCHES, REFRIGERATOR 
see RELAYS, Refrigerator 


SWITCHES, RELAY 
see RELAYS, Signal 


SWITCHES, RELAY TEST 
see SWITCHES, Meter Test 


SWITCHES, REMOTE CONTROL 
see SWITCHES, Magnetic 


SWITCHES, REVERSING 
see CONTROLLERS; SWITCHES, Limit 


SWITCHES, ROTARY FLUSH 
Allis-Chalmers Manufacturing Co 
Ark-Les Switch Corp 
Arrow-Hart & Hegeman Elec 

OCIRCLE F MFG. CO ADV. PG 121-122 

utler-Hammer, Inc 
Electro Switch Corp 
Ferro Electric Products | 
Fluorescent Wiring Device 
Hart Manufacturing Cc 
Leviton Manufacturing ( 
Meter Devices Co 
Minneapolis-Honeywell Regulat 
Roller-Smith Corp. 
halicross Mfg. Co. 
slater Electric & Mfg 
Tech Laboratories, In 
Tuttle & Kift, Inc 
V. V. Fittings Co 


SWITCHES, ROTARY SELECTOR 
see SWITCHES, Multiple Selector 


SWITCHES, genagae 
Adam Electric 
ee a ELECTRIC. “SWITCH CORPORATION 
ADV. PG. 70 
Pe Hart & Hegeman Electric Co 
BullDog Electric Products Co 
Co-Operative Utilities Co. Inc 
@CROUSE-HINDS COMPANY—-ADV. PG. 66-67 
Cutler-Hammer, Inc 
Electric Controller & Mfg. Co. 


SHUTLBRAK 


Types SA and SCA 


switches for motor control, service 


entrance or for any job requiring a high quality, long- 
lasting, trouble-free, heavy duty switch. Also for panel- 
board and switchboard assemblies. 


Underwriters Laboratories’ approved, both @ 
Shutlbrak switches feature quick-make and quick- 
break operation, made possible by a shuttle mecha- 
nism that improves with use. An outstanding feature 


of the SCA is its quick conversion to either type A or 
type C operation, making it, in effect, two switches 


in one. 


Interlocking fuse doors which automatically lock 
when the current is “on” and permits access when the 
switch is “off” is another feature. An intermediate 
position of the operating handle provides access only 
to authorized persons, although type SCA can be 
changed to non-interlock with only a screw driver. 


CAPACITIES: Type SA with 
straight handle, 400 to 1200 
amps., 250 and 600 volts; Type 
SCA with Rotary handle 30 to 
200 amps., 250 and 600 volts. 


Frank e(dam Glectrie Co. 


P. O. BOX 357 
ST. LOUIS 3, MISSOURI 
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Federai Electric Products 
senera! Electr Co., Apparatu 
Genera! Electr Co T 
senera!l Switch Corp. 
Kees Manufacturing Co., F 
Killark Electric Mfg. Co 
Xolton Electric Mfg. Co 

eonard Electric Man > ring 


rumbu 


Minneapolis-Honeywel! 


@ MURRAY MANUFACTURING CORPORATI ON -ADV 
PG. 1 


National Acme ompany 
Parker Electrical Mfg 


TYPE “A” INDUSTRIAL bar crea 
SWITCHES tors company 


quare D Company 


AT TYPE “C” PRICES! Wadsworth Electric Manutact 


Walker Electrical he in 
FEDERAL NOARK type ACI Westinghouse Ele : 
Industrial Safety Switches meet @ WESTINGHOUSE ELECTRIC SUPPLY CO.-ADV. PG 
every requirement through 1200 Zenith Electric Co 
amps. through 200 amps., ACI 
switches give you all the design ad- SWITCHES, SENSITIVE ACTION SNAP 
vantages of famous Noark Front- Acro Manufacturing Cc 
Operated Safety Switches. Crise Controls Di 

“On”, “Off”, handle position a Nm entg al 
“readable” even across the room. ne Material ( 
Patented, “Vise like” fuse holder reper es w gy sere 
and only “2 joints per pole” design et gin panel 
give coolest operation. Visible blade erra Electric & Manufacturir 
construction, guaranteed current Square 0 Company 
brake and accommoda- 
tion for 4 padlocks pro- d SWITCHES, SERIES MULTIPLE FIXTURE 
vide maximum safety. @CIRCLE F MFG. CO.—ADV. PG. 121-122 


{ ne Material Co 
Write for full details, or see Viinneapolis-Honeywel!l Reg 
your distributor 4 Tuttle & Kift, Inc 
Zenith Electric Ce 








aalaave ELECTRIC greeny — HEATER 
PRODUCTS COMPANY ecikcle F mre. ‘o.—aov. 6 


50 PARIS STREET - NEWARK 5, N. J Tuttle & Kift, Inc 
Zenith Electric Co 


YOUR 
CUSTOMERS 
BETTER 


Sold Exclusively through 
Electrical Wholesalers 





We contractors 


VER have 


gp ANS WER 
pe ne 


NATIONAL PRICE 
SERVICE 


HENDERSON-HAZEL 
feo] ite] 7 Nile), | 


13601 EUCLID AVENUE 
CLEVELAND 12, OHIO 


SWITCHES, SERVICE “homes 
Adam Electric Co., Fra 
@ AMERICAN ELECTRIC. ‘SWITCH CORPORATION 
ADV. 
Appleton Electric 
Arrow Hart & Hegeman Elect 
BullDog Electric Products 
Cutler-Hammer, Inc. 
Federal Electric Product 
General Electric Compar 
General Switch Corp 
Killark Electric Mfg. ¢ 
Kolton a Mfg. Cc 
Line Mate 
one. 1 MANUFACTURING CORPORATION ADV 
PG. 1 





la 


Square D Company 

V. V. Fittings Co 
Wadsworth Electric Manufact 
Westinghouse Electric 


SWITCHES, SOLENOID OPERATED 
see SWITCHES, Magnetic 


SWITCHES, STANDARD KNIFE 
Adam Electric | k 
Barkelew Electr 
Connecticut Elect 
Cutler-Hammer 
Eagle Electr 
Electric Contro 
Empire Switcht 
Federal Electri 
General Electric 
Insuline Corp 
Kolton Electric Mfg 
Leviton Manufactur 
Lexington Elect 
Line Material Cc 
Murray Manufact 
Royal Switchboard 
Square D Company 
Zenith Electric Co 


SWITCHES, STEP 
see SWITCHES, Multiple Selector 


SWITCHES, STREET LIGHTING 
see SWITCHES, Magnetic 
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SWITCHES, SURFACE SNAP AND TOGGLE 


arrestin’ & Hage Electric Co 
ecikcle e MFG CO.--ADV. PG. 121-122 


rp 

t se Electr Vifg Ir 
@< SENERAL ELECTRIC COMPANY 
MATERIALS DIVISION ADV ny 138 


ener 


nnear 
Nationa Acme { mpany 
@PASS & SEYMOUR, INC.—ADV. PG. 118 
@ PORCELAIN PRODUCTS, INC.—ADV. PG. 129 


@RODALE MANUFACTURING CO., INC —ADV. PG 
124 


SWITCHES, TANK 


see SWITCHES, Float; CONTROLS, Liquid 


Level Floatless 


SWITCHES, THERMOCOUPLE 
see SWITCHES, Multiple Selector 


SWITCHES, THERMOSTAT CONTROLLED 
Bristol mpany 
Burling Instrument 
rown Controls 
Fenwal Ir 
H-B Instrument 
Iron Fireman Manufact 

nneapolis-Honeywe 
renn ntrols r 

anet Company €0rg 

ted Electric Contr 


Wesix Electric Heater 


SERVICE ENTRANCE 
EQUIPMENT 
to meet exacting 


requirements 


THE FEDERAL NOARK LINE 
of fusible service entrance equip- 
ment spans the complete range to 
meet the needs of every type home 
and industrial need. 

Safety switches . .. through 1200 
amps. 60 amp. main and range 
pull-out switches. 100 and 200 amp. 
main, range and water heater pull- 
out switches. Resident panels, main 
service and lighting panels. AT 
wiring through 4” x 4” and 6” x 6” 
sizes. 

Write for full details or see 


your Federal Noark distrib- 
utor. 


FEDERAL ELECTRIC 
PRODUCTS COMPANY 


50 PARIS STREET - NEWARK 5, N. J 
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CONSTRUCTIUF 








Look to LEVITON... fora 
complete line of surface wiring 
devices as well as switches, re- 
ceptacles, outlets, LEV-O-LOCK 
devices, and wire and cable 


Lev -o-LeTs 


LEVITON MANUFACTURING COMPANY 


Brooklyn 22, New York © Chicego © los Angeles 


SWITCHES, TIMING 


see TIMERS; SWITCHES, Clock Controlled; 
SWITCHES, Delayed Operation 


SWITCHES, TIPPING 
see TUBES, Mercury Contact 


SWITCHES, TOGGLE 


see SWITCHES, Flush rogpiei SWITCHES, 
Mercury Tube Toggle; SWITCHES, Surface 
Snap and Toggle 


SWITCHES, TRANSFER 


see BREAKERS, Air Circuit; BREAKERS, Oil 
Circuit 


SWITCHES, TRUCK 
see SWITCHGEAR, Metal Clad 


SWITCHES, TUMBLER 


see SWITCHES, Flush Toggle: 
Surface Snap and Toggle 


SWITCHES, 


SWITCHES, VACUUM OPERATED 
see SWITCHES, Pressure Operated 


SWITCHES, VOLTMETER 
see SWITCHES, Ammeter 


SWITCHES, WINDOW-ALARM 
see SWITCHES, Burglar Alarm 


SWITCHGEAR, METALCLAD 
Allis-Chalmers Manufacturing Cc 
Brown — a 
BullDog Elec 
@ CONTINENTAL ELECTRIC EQUIPMENT COMPANY 
ADV. PG. 61-64 


Electric Service Engineering ( 
Electrical Eng neers Equipment 
Federal Elect Products Co 
General ~ ectr o., Apparatus Sales Div 
Gustaveso 
@'-T-E CIRCUIT ~~ CO. ADV. PG 109-112 
Kinney Elect al Manufacturing ( 
Kirkhof Electr 
Lake Shore Electric 


nard Electr Manufact 


Lexington Electric Products Co. Inc 
Marquette Electric Switchboard 
Mullenbach Electrical Mfg Co 
Roller-Smith Corp 

Royal Switchboard C 

S & C Electric Company 
Westinghouse Electr 


SYNCHRONIZERS, sapien 
Allis-Chalmers Manu 
Brown Boveri Corp 
Electr Machinery ‘ 


SYNCHROSCOPES 


Genera! Electric Co 


SYRINGES, ACID 
see SYRINGES, Bulb 


SYRINGES, BATTERY 
see SYRINGES, Bulb 


SYRINGES, BULB 
Partrick & Wilkins Cc 


SYSTEMS, ANNUNCIATOR 


see ANNUNCIATORS; SIGNALS, Nurse and 
Doctor Call 


SYSTEMS, AUTOMATIC TELEMETERING 


see RECORDERS, Locd Totalizing, and In 
struments 


SYSTEMS, BROADCASTING 
see SYSTEMS, Public Address 


SYSTEMS, BURGLAR ALARMS 


see ALARMS, Manual Burglar; CELLS, Photo- 
Electric; SWITCHES, Buralar Alcrm 


SYSTEMS, CALLING 
Auth Elect Company n 
Automatic Electri Co 
Connecticut Telephone & 
Dukane Corre 
Executone, Ir 
Federal Enterprises 
s0dfrey Manufa 


follow the trend 
and recommend 


DuKANE 





SOUND 
| SYSTEMS. 


IT PAYS to specify SOUND 


equipment—the new thoroughly flexi- 
ble, efficient and strikingly beautiful 
Du Kane console or rack and panel 
models that accommodate from 15 to 
180 rooms. 1-2-3 or 4 channels or 
adapted to your specifications. A com- 
plete specification book on Sound and 
Nurse's Call systems, yours for the ask- 
ing. Write. 
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, CODE CALL 


for instant 
communication 





7 

s personnel in any organization leave 
their desks frequently to keep things moving 
in other departments of the company. But 
each member of the group must be within 
reach at all times since they constitute the 
chief “players” of the management team. 


The Wheelock Code Call makes it pos: ‘ble for the telephone operator to locate someone by 
merely pressing a button which controls a network of signals throughout plant, factory, or 
offices. When the employee hears the signal he or she responds via the nearest phone. Thus, 
instant contact is established and valuable “searching” time is saved. 


The Wheelock Code Call is easy to install and various combinations of chimes, bells and 


horns are available. 
Write for Bulletin B4-3 


Engineering 
Representatives 
in Principal Cities. 


SYSTEMS, CENTRALIZED RADIO 
see SYSTEMS, Public Address 


SYSTEMS, CLOCK 
see CLOCKS, Master and Secondary 


SYSTEMS, CODE SIGNALING 
see SYSTEMS, Calling; SYSTEMS, Signaling 


SYSTEMS, DOCTORS’ PAGING 
see SIGNALS, Nurse and Doctor Call 


SYSTEMS, DOOR ALARM 
see ALARMS, Manual Burglar 


SYSTEMS, EMERGENCY LIGHTING 
Bogue Electr Manufacturing 


arliey & W 


@ELECTRIC POWER PLANTS CORPORATION 
PG. 91 


Electr Storage 
Empire ( 
born-S 


& 


SYSTEMS, EXTENSION WIRING 
see MOLDING, Plastic and Fittings 


SYSTEMS, FARM LIGHTING 
see PLANYS, 32 and 110 Volt Lighting 
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— SIGNAL 


CODE CALL 


ENGINEERING 6 


MFG. CO 
54 WEST 14 i 


NEW -Y RK il 4 


SYSTEMS, FEEDER DISTRIBUTION 


see DUCT, Power 


SYSTEMS, FIRE ALARM 


Acme Fire Alarn 
Ar , 


Company, In 
ey Electronics, Inc., Super 
arm f{ 

A 


A div 
t 
Aut 


h Electr Company 
a Company 
irdox orp 
ouch Company, Inc 
Jarley & Co., W 
Federal Enterorise 
samewell Co 
srinnell Company, Ine 
Henschel Core 
nternational Business Machine 
o., Inc Walter 
rd-Taber Co., Inc 
vsted & Co., Inc Cc. M 
National Time & Signal Corp. 
New Jersey Fire Alarm Co. Ir 
Partrick & Wilkins Co 
signal Engineering & Manufacturing 


SYSTEMS, FIRE DETECTING 


Acme Fire Alarm Company, Ir 
Auth Electric Company, Inc 


call Company 


| Company, In 

Co., In Walter 
Lord-Taber Co., Inc 

New Jersey Fire Alarm Co 
Partrick & Wilkins Co. 


SYSTEMS, HIGH WATER ALARM 


see SWITCHES, Float; CONTROLS, Liquid 
Level Floatiess 


SYSTEMS, HOSPITAL SIGNAL 


see ANNUNCIATORS; SIGNALS, Nurse and 
Doctor Call 


SYSTEMS, INTERCOMMUNICATING 


Auth Electric Company, Inc 

Autocall Company 

Automatic Electric Co 

Bell Sound Systems, Inc. 
nnecticut Telephone & Electric 


Couch Company, Inc., S. H. 


e Corp 
tone, Ir 
Telephone & Rad 


x0dfrey Manufacturing Co 
@GRAYBAR ELECTRIC COMPANY, INC.—ADV. PG. 2 


he C 


SYSTEMS, LIGHTNING PROTECTION 
see RODS, Lightning Protection 


SYSTEMS, LOAD INDICATING 
see MOTORS, Self-Synchronizing 


SYSTEMS, LOW WATER ALARM 


see SWITCHES, Float; CONTROLS, Liquid 
Level Floatiess 


SYSTEMS, MASTER SOUND CONTROL 
see SYSTEMS, Public Address 


SYSTEMS, NURSES’ CALL 
see SIGNALS, Nurse and Doctor Call 


SYSTEMS, PAGING 


see SYSTEMS, Calling; SYSTEMS, Inter-com- 
municating; SIGNALS, Nurse and Doctor 
Call; “SYSTEMS, Public Address; SYSTEMS, 
igna 


SYSTEMS, PEAK LOAD CONTROLLING 
see CONTROLS, Demand Limiting 


SYSTEMS, PUBLIC ADDRESS 


Rell ound Systen Inc 


nnecticut Telephone & Electr 
ukane Corp 
tone. Ir 


follow the trend 
orate Ma-Yeeltuit-tile, 


DuKANE 
alll 


YSTEMS 


the most 
flexible 
of all... 


You gain Flexibility of application and 
easy installation with Du Kane Inter- 
communications Systems, plus wirine 
diagrams and full factory cooperation 
From 3 to 20 stations in the standard 
model. Unlimited capacity with extra 
switch banks. Modern streamlined 
cabinets at no extra cost will qualify 
your recommendation of FLEXIFONE. 
Write. 
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SYSTEMS, REMOTE CONTROL SWITCHING, 
LOW VOLTAGE 


SYSTEMS, SIGNAL 
Auth Electr npar 
oca Company 
onnecticut Telept 
Darley & C Ww 
uKxane 


edera 


Partrick & Wilk 
Stromberg T 
Thompson Inc 
Westinghouse Electr 
Zenith Electri 


SYSTEMS, SOIL HEATING 
see HEATERS, Soil 


SYSTEMS, SOUND 


see SYSTEMS, Calling; SYSTEMS, Intercom- 
municating; SYSTEMS, Public Address 


SYSTEMS, SPRINKLER ALARM 
see SYSTEMS, Fire Alarm 


SYSTEMS, TELEPHONE 


see TELEPHONES; 
municating 


SYSTEMS, Intercom- 


SYSTEMS, VISUAL CALLING 
see SIGNALS, Nurse and Doctor Call; 
NUNCIATORS 


SYSTEMS, WATCHMAN’S SUPERVISORY 
see CLOCKS, Watchman’s Time 


SYSTEMS, WATER SUPPLY 
see PLANTS, Water Supply 


T 


TACHOMETERS, CENTRIFUGAL 
sociated Researct 
3iddle Co Jame 
Martindale Electri 
Montgomery & 


TACHOMETERS, CHRONOMETRIC 


Associated Researct 


TACHOMETERS, ELECTRIC 
Bristol Company 
Electric Tachometer 
Ester 
enera 
enera 
Heyer Industr 
Idea 
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TACHOMETERS, STROBOSCOPIC 
see STROBOSCOPES 


TACHOMETERS, VIBRATING REED 
Biddle Co ame 


TACKS, INSULATED 
see NAILS, Wiring; STAPLES, Insulated 


TAGS, CABLE AND TERMINAL 
Berry Co., William B 
hisholm-Ryder Co nc., Premax Pr 
H. K. Metal Craft Manufactur 
Kulka Electric Mfg. Co 
Matthews & Cc James H 
National Band & Tag Ce 
Topflight Tape Co 
Wilmington Fibre pecialt 


TAKE-OFFS 
see WINCHES, Truck, and Windlasses; 
DERRICKS and Derrick trucks, Portable Pole 
Setting 


TAMPERS, COIL 
see TOOLS, Armature Repair 


TAMPERS, HAND 


see BARS, Metal Tamping and Digging; 
BARS, Wooden Tamping 


TANKS, DEODORIZING 
see MACHINES, Coil impregnating 


TANKS, DIPPING 
see MACHINES, Coil impregnating 


TANKS, HOT WATER SUPPLY 
Ambory Corp 
eveland Heater Co 
Ford Stee! Products Corp 
Lectro Speed Company 
VcGraw Electri ) lar 
Philadelphia Electrical & 
epco Corp 
Waldorf Heater Company 
Westingt e Ele 
on 


Wood pany, Jot 


TANKS, MELTING 
see POTS, Melting 


TAPE, ASBESTOS, AND TUBING 
kay Product 
ins-Manville 
Keasbey & Matt 
Mica Insulato 
Mitche Rand. Ins 


TAPE, BRAIDED COPPER 


Rusgreen Manufact 


TAPE, CAMBRIC 
see TAPE, Varnished or Oiled 


TAPE, CELLULOSE ACETATE FABRIC 
see TAPE, Plastic 


eat nena FRICTION AND RUB- 


Boston Wover ( & Rubber 
ndustrial 
United States 


Van Cleef Bros., 


TAPE, CONDUCTIVE, AND CLOTH 


Boston Woven Hose & Rubber Co 


TAPE, COTTON, AND SLEEVING 
Coppus Engineering f 
Insulation & Wires Inc 
Irvington Varnish & Ir 
Mica Insulator 
Mitchell-Rand Ir 
Van Cleef Bros 


— FIBROUS GLASS 
at & Wires 
Varnish & 
42 Po yker 
Mica Insulator 
Minnesota Mining 
Mitchell!-Rand Ins 


Topflight Tape ( 

\Jnited States Rubbe: 

fan Cleef Bros., Inc 
Waage Manufacturing Co 


TAPE, FISH 
Blackhawk Industries 
Burbank Electrical Prod 
Coleman, Allan J 
Cope, Inc., T. J 
Holub Industries, In 
Lint Company, Clyde W 
Rattan Mfg. Co 
Richards Company, J. R 
Roller Inc., Wm. G 


TAPE, FRICTION 
@ACCURATE MANUFACTURING CO., INC —ADV. PG 
60 
Appleton Rubber Co., Inc 
Boston Woven Hose & Rubber ( 
Cable Electric Products, Inc 
Clifton Manufacturing Co. Inc 
Dunton Co M. W 
Essex Wire Corp., Paranite Wire & Cable Div 
General Electric Co., Wiring Device Dept 
@ GRAYBAR ELECTRIC COMPANY, INC.-ADV. PG. 2 
Ideal Industries, Inc 
Insulation & Wires Inc 
Jenkins Brothers, Rubber Div 
Johns-Manville 
Mitchell-Rand Insulation Co 
New York Belting & Packing Co 
Okonite Co 
Sheller Manufacturing Corp., Dryden Rubber Div 
Superior Insulating Tape Co 
United States Rubber Co. 
Van Cleef Bros., Inc 


TAPE, LINEN 
see TAPE, Varnished or Oiled; TAPE, Cot- 
ton, and Sleeving 


TAPE, MICA 
see MICA, Ground, Raw and Plate 


TAPE, OILED 
see TAPE, Varnished or Oiled 


TAPE, PAPER 
see MICA, Ground, Raw and Plate; TAPE, 
Self-Adhesive; TAPE, Varnished or Oiled 


FRICTION and 
RUBBER TAPE 


via Graybar 
@ STICKA friction tape 
@ VICTOR friction tape 
@ VICTOR rubber tape 
® AMAZON friction tape 
@ AMAZON rubber tape 


100,000 ELECTRICAL ITEMS 
e * 
OFFICES AND WAREHOUSES 
IN OVER 100 PRINCIPAL CITISS 
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TAPE, SELF- ADHESIVE 


Bishop Mar ufacturing 


TAPE, SILK 
see TAPE, Varnished or Oiled; TAPE, Cotton, 
and Sleeving 


TAPE, VARNISHED CAMBRIC 
see TAPE, Varnished or Oiled 


wh en you splice with TAPE, VARNISHED OR OILED 
these famous quality tapes na 


Electric C hemic 


rises When you judge electrical tapes don’t judge alone on 
peierion short-time laboratory tests of new tapes. Base your TAPE, VINYL PLASTIC ; 
see TAPE, Self-Adhesive 
judgment on their performance after the tapes have 
¢ 





asi been in service for years exposed to moisture and TAPERS, ARMATURE 


weather. see MACHINES, Armature Winding and 
Taping 








There's an Okonite quality tape for every splicing 
need packaged in appropriate widths to meet your TAPES, STEEL MEASURING 
requirements. Unit splicing kits will be supplied upon & Sullivan Ir 
request. The Okonite Company, Passaic, N. J. 


tw 
Preveciag iplices ond 
lermenah on Cette: avatered 
or Meeprene Ibeorbed (obler 
noe, been ete Bown 


OKOPR ENE 
SPLICING TAPE Ps TAPS, CABLE 
see CONNECTORS, Uninsulated Solderless 


THE OK ONITE COMPANY 


TAPS, CORD 
see PLUGS, Multiple Tap 


TAPS, CUBE 
see PLUGS, Multiple Tap 


TAPE, PLASTIC TAPS, CURRENT 
@ ACCURATE MANUFACTURING CO., INC.-ADV. PG see PLUGS, Multiple Tap; SOCKETS, Multiple 


= Appleton Rubber Co Inc 
PLASTIC Bishop Manufacturing Corp TAPS, FUSED LIVE LINE 
Boston Woven Hose & Rubber see CLAMPS, Live Line Tap 
able Electric Products, Inc 


Electrical TAPE i yen ve 


. Mechanics Inc. see PLUGS, Multiple Tap 
ex Wire Corp., Paranite 
e seneral Electric Co., Wiring Device Dept 
A 2-in-1 Tape -- eal Industries, Inc TAPS, TABLE 
ee sae, Sve see PLUGS, Multiple Tap 


insulates AND nsulation & Wires Inc 
ngton Varnish & Insulator 


Protects in ONE enkins Brothers, Rubber Div TELEMETERS 
Neat Operation nns-Manville ’ see RECORDERS, Load Totalizing, and In- 
Kendall Co., Polyken Products Dept t t 
Minnesota Mining & Manufacturing ( ee 
Mitchell-Rand Insulation 
konite Cc TELEPHONES 
Respro Inc. 
perior Insulating Tape 
Saves work on many nited States Rubber C« 
jobs—does the work 1 leef Bros., In . 
of both rubber and rouse-riines Co 
friction tapes. Two Peat pe qo ony & 
way stretch con acy alge 
forms smoothly to ee oe ae — 
regular shapes TAPE, RUBBER PR by ‘amp wer 
hugs’ the work ae 
and lessens danger of @ ACCURATE MANUFACTURING CO., INC. -ADV. PG on ea 
break-through of abrasion. Sticks tight. Has x 60 , ‘ Telephonies 
dielectric strength of 8000 volts (A.S.T.M Appleton Rubber Co., Inc ‘ 
Test Method). Ages slowly—resists weather Joston Woven Hose & Rubber ( 
oils, greases and many corrosive chemicals — —— eye _ 
” - ton anufacturing Co nc 
Bie. S008 ete tndividvel enetel contetnore @00W-CORNING CORPORATION—ADV. PG. 85-88 TELEVISION, INDUSTRIAL 
° 4 “4% rapped in cellophane inton Co., M. W mond Power Specialty Corp 
Essex Wire Corp., Paranite Wire & Cable Div Mont Laboratories, Inc., Allen B 
G@@eD FRICTION TAPE and RUBBER TAPE jeneral Electric Co., Wiring Device Dept mneral Electric Co., Electronics Div. 
Two cop quality tapes made to fea! Industries, Inc - ge, Alo sm acme 
meet the standards of the most ex sulation & Wires Inc : tats 
acting users. Available in wanes enkins Brothers, Rubber Div 


sizes, convenient! acka hns-Manville 
A recaps oy Samsdesterieg Ce., Electrica ae ae TERMINALS, CABLE 


SOLD THROUGH LEADING DISTRIBUTORS Mica Insulator Co see coe potting Cable; LUGS, Solderless; 
Mitcheli-Rand Insulation Co POTH 
York Belting & Packing Co 


New 
onite Co 
TDEAL) IDEAL INDUSTRIES, Inc. neller Manufacturing Cor¢ wits Div TERMINALS, GROUND 


5136 Park Ave @ Sycamore, Illin perior Insulating Tape C see CLAMPS, Transmission and Distribution 
ag etnes 1h Rubber ( Wiring Ground; CLAMPS, Inside Wiring 





Auth Electric Company, 
Automatic Electric Cc 
onnecticut Telephone 


ted States 
eef Bros., In Ground 
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TERMINALS 
and 


LINKS 


ALL TYPES, ALL SIZES QUICKLY, 
EASILY INSTALLED WITH WIDE 
VARIETY OF MATCHED TOOLING 


Burndy Hylugs and Hylinks are of 
one-piece, pure copper construction, 
so they can be indented on any side 
of the barrel and they can’t split. 
There are no intermediate contact 
surfaces —current is carried by the 
entire cross-section. Plated to resist 
corrosion. Listed by Underwriters’ for 
#22 through 2000Mcm. 


Intimate high-pressure contact be- 
tween conductor and connector is 
assured by Burndy matched installa- 
tion tools. Manual, hydraulic, and 
pneumatic tools are designed for 
portable, on-the-job use. 


See main ad in Connectors (Uninsu- 
lated, Solderless) Section. 


BURNDY 


53-8A NORWALK 10, CONNECT. 


The 


Sxcludsive’ 


Prod-Mount 
Voltage Tester 


is the KNOPP 


* The Prod-Mount is completely covered by a patent 
held exclusively by Electrical Facilities Inc 


as 4 
orough insulation 
of each prod 
I kproof in a LAMINATED 
he KNOPP Voltage Tester tells 
pis ircult ben or closed 
een 1 0 and 600; a-c 
r 60 cycles—for te ting 
locating gr 
reliable 
’rod-M 


ELECTRICAL FACILITIES INC. 


4232 Holden Street Oakland 8, Calif. 
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TERMINALS, HERMETICALLY SEALED 
Electronic Mechanics, Incorporated 
Fusite Corp 

ec & W ELECTRIC SPECIALTY CO 
xeneral Ceramics & Steatite Cort 
Hermetic Seal Products Co 
International Resistance 
Reliable Electric Cc 
Rusgreen Manufacturing 
tupakoff Ceram & Mfg 
Thomas & Betts ( 

Triad Transformer Corp 


ADV. PG 


TERMINALS, WIRE 
Aircraft-Marine Products 
Alden Products Co 
Ark-Les Switch Corp. 
uchanan Electrical Product 
ndy Engineering Company 
annon Electric Co 
hamplon Cable Co. 
crown Controls Co. Ir 
Frankel Conne tor Co 
H. K. Metal Craft Manuf } 
I!linois mn | Works hak of Div 
“> — TUBE a. PRODUCTS 
PG. 105 


lation & Wires Ir 
ton Electric Mfa 
seger & Hudepohl 
Kulka Electric Mfg 
V Too! & Mfg 
Marathon Electric Mfg 
Morse Company, Frank 
RT & E Co 
Reliable Electric Co 
Rodale Manufacturing 
Royal Electric Mar 
Rusgreen Manufacturing 
herman Mfg. Co H. B 
ithern Electrica! Fa 
tates Ci 
Thomas & Rett 
Thomps 
Vaco Pre 
Waterbur 


TERMINATORS 
see POTHEADS; SEALS, Cable End 


TEST SETS 
see ANALYZERS; TESTERS 


TESTERS, ARMATURE 
hapman Electrical Work 
Dice Ce . WwW 

Hewson Co., John 

Industries, Inc 


@ MARTINDALE et ECTRIC CO. —-ADV 


Schauer M ring re 


Heyer 


TESTERS, BATTERY 
see TESTERS, Portable Battery Cell 


TESTERS, FUSE 


see INDICATORS, Blown Fuse; TESTERS, Low 
Voltage Circuit 


TESTERS, GAS PRESSURE 
strial Devices, Ir 
epe! High Frequency 


TESTERS, GROUND 
see ANALYZERS; TESTERS, Armature 


TESTERS, HIGH VOLTAGE CIRCUIT 
Alden Products Cc 


apmMar f ectr 


TESTERS, INSULATION 
see OHMMETERS; TESTERS, Armature 


TESTERS, LAMP FREQUENCY 
see PHOTOMETERS 


TESTERS, LOW VOLTAGE circuit 
Aiden Product 
Brach theo aler od Corp. 
a See 
hapman Electrical Wo 
Electrica! Facilities, 
uray Instrument Compar 
industries, Ine 
tries, ine 


In 


stria Yevices, In 

wustrial Transformer Corp 
Leonard Electric Manufacturing (eo 
Marion Electrical Instrument 
Parr Electric Co 
Radio City Products Co., In 
Rodale Manufacturing C 

halicross Mfg. Co 

pimpson Electri 

»ittler Corp 
Square D Company 
Star-A Electric Manufactur 
Star Fuse Co Inc 

Sticht ¢ Inc 
Triplett Electrica 
Weston Electrica 


Herman 
Instrument ny) 
Instrument 


TESTERS, MAGNET 
see PERMEAMETERS 


TESTERS, METAL COMPOSITION 


Eitzen Co., Louis C 


TESTERS, MOTOR TORQUE 
see DYNAMOMETERS, Testing 


TESTERS, ward 
Fitzen 


yenera 


TESTERS, PORTABLE BATTERY CELL 
Heyer Industries, Inc 

Koehler Manufacturing ( 

McColpin-Chr e Corr 


TESTERS, RESISTANCE 

BOXES, Standard Resistance; OHM- 
METERS; ANALYZERS 
TESTERS, TONG 


see AMMETERS, 
Portable 


Portable; VOLTMETERS, 


TESTERS, VIBRATION 
see METERS, Vibration 


TESTERS, VOLTAGE 


see TESTERS, High Voltage Circuit; 
ERS, Low Voltage Circuit 


TEST- 


Voltage Tester 


NEW. . You Can't Buy a Safer 


Tester — To Save Your life! 


e DEMOUNTABLE 
CENTER PROD 


— mounts of demounts 
instantly. Just hold case 
in one hand and second 
prod in other. Indicator 
always safely in line of 
vision 


e DOUBLE 
PROTECTION 
..a solenoid, calibrated 
indicator thac shows 
nominal line voltage 
AND a neon test lamp 
each independent of the 
other NO CHANCE 
@F FAILURE TO Dt 
TECT VOLTAGE! 
Other safety and super: 
or performance features 
include: . double 
strength, seamless plas 
tic case — shielded-tip 
prod storage within case 
case — precision layer-wound coil — mois 
ture- best prod handles molded to leads - 
safety rings on handles—plastic name Plate 
hented to case, no surface metal—' fog 
free’’ windows over indicator and test lamp 
keep out dirt. Tests for voltage—AC or 
DC—frequency—<ircuit continuity, ete 
Catalog No. 61-004—with carrying case 
Catalog No. 61-005—without carrying case 


SOLD THROUGH LEADING DISTRIBUTORS 


IDEAL INDUSTRIES, Inc 


5136 Park Ave . 


Sycamore, Illinois 
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THAWERS, PIPE 
see MACHINES, Pipe Thawing 


THERMOCOUPLES 
Assembly Products, In 
Bristol Company 
Engethard Inc., Charles 
General Electric Co., Apparatus Sales Div 
Ii!inois Testing Laboratories, Inc 
Minneapolis-Honeywell Requiator Cc 
Simpson Electric Co. 
Simpson Electric Co 
Taco West Corp 
Weston Electrical Instrument | 


THERMOMETERS, CIRCUIT CLOSING 
Bristol Company 
H-B Instrument Co 
Minneapolis-Honeywell Regulator 


THERMOMETERS, ELECTRIC 
Bailey Meter Co 
Bristol Company 
H-B Instrument Co 
Iilinois Testing Laboratorie 
Minneapolis-Honeywell Requiat 
Philadelphia Thermometer 
Simpson Electric Co 
Taco West Corp 
Weston Electrical Instr 


THERMOMETERS, RECORDING 
see THERMOMETERS, Electric 


THERMOMETERS, TRANSFORMER 
Electric Auto-Lite Co 
General Electric Co., Apparatus 
Philadelphia Thermometer Co 
Weston Electrical Instrument Corp 


THERMOPLASTICS 
see INSULATION, Plastic 


THERMOSTATS 
A-P Controls Corp 
Allen-Bradley Company 
Automatic Controls Corp 
Barber-Colman Co 
Bristol Company 
Burling Instrument Company 
Crouse-Hinds Co 
Crown Controls Co. Inc 
Dayton Electric Mfg. Co 
General Electric Co., Apparat 
H-B Instrument Co 
Hart Manufacturing Co 
Henry Co., Paul, Cam-Stat 
Heyer Industries, Inc. 
Industrial Engineering & Equip 
lron Fireman Manufacturing Co 
Lord-Taber Co., Inc 
McCorkle Co., D. H 
Mercoid Corp 
Midget Heater & Specialty C 
Minneapolis-Honeywel!l Regulat« 
Penn Controls, Inc. 
Philadelphia Thermometer Co. 
Stevens Manufacturing Co., Inc 
Still-Man Company 
Wesix Electric Heater Co. 
White-Rodgers Electric Co 
Wiegand Co., Edwin | 
York Corporation 


THERMOSTATS, DISC 
see DISCS, Thermostatic 


THERMOSTATS, ELECTRIC 
see RELAYS, Temperature; REGULATORS, 
Furnace Temperature; SWITCHES, Thermo- 
stat Controlled 


THERMOSTATS, FIRE 
see ALARMS, Thermostatic Fire 


THERMOSTATS, FURNACE 
see REGULATORS, Furnace Temperature 


THERMOSTATS, INDUSTRIAL CONTROL 
see SWITCHES, Thermostat Controlled 


THERMOSTATS, MERCURY 
see THERMOMETERS, Circuit Closing 


THERMOSTATS, MOTOR PROTECTING 


Stevens Manufacturing Co., Inc 


THERMOSTATS, ROOM 
see REGULATORS, Furnace Temperature 


THERMOSTATS, STRIP 
see METAL, Thermostatic 


THIMBLES, GUY WIRE 
see THIMBLES, Wire Rope 


THIMBLES, WIRE ROPE 
General Electric Co., Locke Department 
Kortick Manufacturing Co 
Kulka Electric Mfg. Co. In 
Seyler Manufacturing Co 
S. Expansion Bolt Co 
Jpson-Walton Co. 


THREADERS, BOLT 
see MACHINES, Conduit Threading 


THREADERS, CONDUIT 
see MACHINES, Conduit Threading; STOCKS, 
Cenduit Threading, and Dies 


TIGHTENERS, BELT 
see BASES, Adjustable Motor 


TIMBER, TREATED 
see POLES 


TIMERS, APPLIANCE 
Automatic Electric Mfg 
Automatic Temperature Contro 
Haydon Company, A. W 
International Register Co 
Lumenite Electronic Co 
Lux Clock Manufacturing Co 
Miller Harris Instrument Co 
Mitchell Manufacturing Co 
National Time & Signal Cor 
Paragon Electric Company 
Sangamo Electric Company 
Tork Clock Co. Inc. 
Vocaline Co. of America, Inc 
Walser Automatic Timer Corp 
Zenith Electric Co 


TIMERS, COIN OPERATED 
see SWITCHES, Coin Operated 


TIMERS, CYCLE 
see TIMERS, Stop and Repeat Cycle 


TIMERS, ELECTRONIC 
Aitken-Reed Inc. 
Allen-Bradley Company 
Automatic Temperature Contro 
Clark Controller Co 
El-Tronics Inc 
Electronic Control Corp 
General Electric Co., Apparatus Sales Div 
International Business Machines Corp 
Lektra Laboratories, Inc 
Lumenite Electronic Co 
Mullenbach Electrical Mfg. Cc 
Photobell Company 
Photoswitch Inc 
Potter Instrument Co., In 
Sciaky Bros., Inc 
Sticht Co., Inc., 
Weltronic Company 
Westinghouse Electric Corp. (Pittsburgh 
Zenith Electric Co. 


Herman H. 


TIMERS, INTERVAL 
see TIMERS, Appliance; TIMERS, Stop 


TIMERS, PORTABLE INDICATING 
Automatic Electric Mfg. Co 
Automatic Temperature Contro! Co., Inc 
Cramer Co., Inc., R. W 
Dimco-Gray Company 
General Electric Co., Apparatus Sales Div 
Haydon Company, A. W 
Lumenite Electronic Co 
Lux Clock Manufacturing Co. Inc 
Marion Electrica! Instrument Co 
Vocaline Co. of America, Inc 
Walser Automatic Timer Corp 
Zenith Electric Co 


TIMERS, PORTABLE SWITCHING 
Automatic Electric Mfg. Co 
Automatic Temperature Contro! Co., Inc 
Cramer Co., Inc., R. W 
Dimco-Gray Company 
Haydon Company, A. W. 

Lumenite Electronic Co 

Lux Clock Manufacturing Co. Inc 
Miller Harris Instrument Co 
Paraplegics Manufacturing Co., Inc 
Sangamo Electric Company 

Tork Clock Co. Inc 

Vocaline Co. of America, Inc 
Walser Automatic Timer Corp 
Zenith Electric ¢ 


TIMERS, REPEAT CYCLE 
see TIMERS, Stop and Repeat Cycle 


TIMERS, SCOREBOARD 
see SCOREBOARDS, Sports 


TIMERS, STOP 
Aitken-Reed Inc. 
Automatic Electric Mfg. Co 
Automatic Temperature Control Co., In 
Cramer Co., Inc., R. W 
Darley & Co., W. S. 
Dimco-Gray Company 
General Electric Co., Apparatus Sales Div. 
Haydon Company, A. W 
Kurman Electric Co., Inc 
Lumenite Electronic Co 
Nevco Scoreboard Co. 
Sangamo Electric Company 
Sticht Co., Inc., Herman H 
Thompson Clock Co., H. C 
Walser Automatic Timer Corp. 
Zenith Electric Co. 


TIMERS, STOP AND REPEAT CYCLE 
Aitken-Reed Inc. 
Automatic Electric Mfg. Co 
Automatic Temperature Control Co., Inc 
Basic Products Corp 
Bristo! Company 
Cooper Company, D. C 
Counter & Control Corr 
Cramer Co., Inc., R. W 
Electric Switch Corp 
General Electric Co., Apparatus 
Haydon Company, A. W 
Kurman Electric Co., Inc 
Lumenite Electronic Co 
National Time & Signa! Corp 
Paragon Electric Company 
Paraplegics Manufacturing Co., Ine 
Photoswitch Inc. 
Sherman Industrial Electronics Co 
Struthers Dunn, Inc. 
Thompson Clock Co., H 
Vocaline Co. of America, Inc 
York Corporation 
Zenith Electric Co 


TIMERS, WELDING, AND REGULATORS 
Automatic Temperature Contro! Co., Inc 
Clark Controller Co. 

Cramer Co. Inc., R. W 

Electric Controller & Mfg. Co 

General Electric Co., Apparatus Sales [ 
National Time & Signal Corp 
Photoswitch Inc. 

Raytheon Manufacturing Co. 

Sciaky Bros., Inc 

Square D Company 

Weltronic Company 

Zenith Electric Co. 


TIPS, SOLDERING IRON 
see IRONS, Electric Soldering 


TIPS, WELDING 
see ELECTRODES, Welding 


TOASTERS, COMMERCIAL 
Acme Electric Heating Co 
Toastswell Company 


TOASTERS, HOUSEHOLD 
Arvin Industries, «nc. 
Camfield Manufacturing Co 
hicago Electric Manufacturing Co 
Dominion Electric Corp 
Landers, Frary & Clark 
Precision Manufacturing Co., In 
tern-Brown, Inc. 
Toast-O-Lator Co. Inc 
Toastswell Company 
Westinghouse Elec. Corp. (Appliance [ 


TONGS, BRAZING 
see TOOLS, Electric Soldering and Brazing 


TONGS, CHAIN PIPE 
see WRENCHES, Pipe 


TONGS, FUSE AND WIRE 
see PULLERS, Fuse and Wire 


TONGS, LIVE LINE SAFETY 
see TOOLS, Live Line Safety 


TONGS, TEST 
see AMMETERS, Portable; VOLTMETERS, 
Portable 


TOOLS, ARMATURE REPAIR 
Crown Industrial Products Co 
Electric Service Manufacturing Company 
Hullhorst Tools, Inc. 

@ MARTINDALE ELECTRIC CO.—ADV. PG. 102 
Snap-on Tools Corp. 
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TOOLS, CARBON BRUSH SEATING 
Holub Industries, Inc 
Waveland Electric Co 


TOOLS, COIL TAMPING 
see TOOLS, Armature Repair 


TOOLS, COIL WINDING 
see MACHINES, Coil Winding 


TOOLS, COMMUTATOR GRINDING 
see GRINDERS, Commutator; STONES, Com- 
mutator, and Burnishers 


TOOLS, CONDUIT 
see MANDRILS, Conduit, and Tools; BEND- 
ERS; CUTTERS; REAMERS, Conduit; RODS, 
Conduit; STOCKS, Conduit Threading, and 
Dies; TAPE, Fish 


TOOLS, ELECTRIC SOLDERING AND BRAZING 
Electric Soldering Iron Co., Inc 

Idea! Industries, Inc 

Mid-States Welder Mfg. Co. 

Pr ps Manufacturing Co 
nap-on Tools Corp 

Vulcan Electric Co 

Wall Manufacturing Co., P 


Inc 


TOOLS, FUSE TESTING 
see INDICATORS, Blown Fuse; TESTERS, Low 
Voltage Circuit 


TOOLS, HAND GRINDING 
see GRINDERS, Portable Hand 


TOOLS, HEAT SEALING 
see IRONS, Sealing 


TOOLS, INSULATED HAND 
Aircraft Specialties, Inc. 
Champion DeArment Tool Co 
Chance Co., A. L 
Crescent Tool Co 
Industrial Products Co. 
Interstate Drop Forge Co., 
Kearney Corp., James R. 
Snap-on Tools Corp 
Vaco. Products Co 
Xcelite Inc. 


Special Products Div. 


TOOLS, INSULATOR TYING 
see TOOLS, Live Line Safety 


TOOLS, JOIST BORING 
see MACHINES, Joist Boring 


TOOLS, KNOCKOUT 
see CUTTERS, Steel Panel and Box 


TOOLS, LIVE LINE SAFETY 
Bodendieck Tool Company 
hance Co., A. B. 
Interstate Drop Forge Cc Spec 
Kearney Corp., James R 
e Material Co 


al Products Div. 


TOOLS, POWDER ACTUATED 
wder Power Tool Corp. 


TOOLS, PRUNING 
Bartlett Manufacturing Co. 


Bodendieck Tool Company 


SEE PAGES 256-257 
FOR 
ADDITIONAL INFORMATIO!4 
AND 
ANNOUNCEMENTS 
ON THE 
ELECTRICAL PRODUCTS GUIDE 
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Chance Co., A. B 
Disston & Sons 
Kearney Corp 

Smith & Son 


Henry 
James R 
Inc., Seymour 


TOOLS, SEALING 
see IRONS, Sealing 


TOOLS, SOLDERING 
see TOOLS, Electric Soldering and Brazing 


TOOLS, SPLICING 
Aluminum Company Of America 
Anthony Co., F. 
Burndy Engineering Company, Inc. 
Chance Co., A. B. 
Crescent Tool Co 
Interstate Drop Forge Co 
Kearney Corp., James 
Line Material Co 
Natl. Telephone 


Special Products Div 


Supply Co 


TOOLS, TAMPING 


see BARS, Metal Tamping and Digging; 
BARS, Wooden Tamping; TOOLS, Armature 
Repair 


TOOLS, THINWALL CONDUIT 
see CUTTERS, Thinwall Conduit 


TOOLS, TREE TRIMMING 
see TOOLS, Pruning 


TOOLS, WIRE SPLICING 
see TOOLS, Splicing 


TORCHES, ALCOHOL 
Bernz Cc Inc., Otto 
enk Manufacturing Co 
Wall Mfg. Co., P. 
TORCHES, COMPRESSED AND L P GAS 
Appleton Electric 
@BERNZ CO., INC, 
Dockson Corp. 
Everhot Manufacturing Co 
Hauck Manufacturing Co. 
Insto-Gas Corp 
Linde Air Products Co 


Now! 


DRIVER 


with permanent 
Spall-Shield 
—sets studs 
in seconds 

—more safely 


Co 
TTO—ADV. PG. 77 


Here's the fast, economical and safe answer to 
those electrical fastening jobs. The DRIVER 
sets studs in steel or concrete in seconds— 
load, position, fire—job done. Interchange- 
able barrels permit driving of either 4 or 
%-inch studs with same firing unit. Wide 
variety of studs. Permanent spall-shield aids 
safety, and accurate positioning of studs. 


Spring-loaded safety arm and center-fire car- | 


tridges avoid accidental 
discharge. STILL AVAIL- 
ABLE—model with sepa- 
rate spall-shield. 

<< 

For close-to-wall jobs, ection 
of spall-shield can be lifted, 
and turned out of the way. 


VELOCITY POWER TOOL CO. 
201 North Braddock Avenue ® Pittsburgh 8, Pa. 


NO CLEANUP 
A SAFE SOLDERED JOINT 


Eliminate time-wasting and costly 
cleanup with this air-acetylene outfit. 
Its flame is clean, hot, easy to handle. 
One flick of the thumb gives instant 
working heat. No smoke, fumes, soot, 
or stain. One handy kit takes care of 
all of your soldering, heating, and light 
brazing requirements. See your LINDE 
Jobber today. Or write LINDE AIR 
PRODUCTS COMPANY, a Division of 
Union Carbide and Carbon Corpora- 
tion, 30 E. 42nd Street, New York 17, 
N. Y. In Canada: Dominion Oxygen 
Company, Limited, Toronto. 


Four stems and a soldering iron handle 
every type of work, Fully adjustable pres- 
sure regulator permits exact flame adjust- 
ment for each soldering job. 


Get it from your 
LINDE jobber. 


The term “Prest-O-Lite” is a registered trade- 
mark of Union Carbide and Carbon Corporation 


243 
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THE FULLY AUTOMATIC ON - OFF 
AIR-ACETYLENE GAS GUN 


TORCH-O-MATIC 


—for Faster, Easier 
Soldering, Brazing, Melting 


Instant, one-hand operation—pull 
“a and it lights, release and it’s out 
° ““time-out’’ to light up and adjust 

. .no open flame hazards when not in 
use. The Torch-o-matic saves you time 
and gas, pays for itself many times over. 
Three sizes of tubes and nozzles to take 
care of any job. Will fit your present 
equipment. Write for the details on how 
Torch-o-matic can speed your electrical 
construction and maintenance jobs, and 
cut down costs. 


VELOCITY POWER TOOL CO. 
201 North Braddock Avenue ® Pittsburgh 8, Pa. 


Torit Manufacturing Co 
Turner Brass Works 
Velocity Power Tool Cc 
Wall Mfg. Co., P 


TORCHES, GASOLINE OR KEROSENE BLOW, 

AND FURNACES 

Bernz Co., Inc., Otto 

Everhot Manufacturi 19 Co 

Hauck Manufacturing Co 

Lenk Manufacturing Cx 

T ner Brass Work 

Wall Mfg. Co., P 


TORCHIERS 


see LAMPS, Residential Floor or Bridge; FIX- 
TURES, Public Buil Or 





TOTALIZERS, STATION LOAD 


see RECORDERS, Load Totalizing, and Instru- 
ments 


TOWERS, FLOODLIGHT 
see TOWERS, Stee! 


TOWERS, RADIO 
see TOWERS, Steel 


TOWERS, STEEL 
Cope, In - 3 
Millerbernd Manufactu 
Rostan Corporation 
Waco Manufacturing 
Wind Turbine Co 


TOWERS, TRANSMISSION 
see TOWERS, Steel 


TOWERS, TRUCK, AND LADDERS 


McCabe-Powers Auto Body ( 


TRAILERS, CABLE REEL 
see WHEELS, Cable Reel, and Trailers 


TRAILERS, MOTOR TRUCK 


Kearney Corp., Jame 


ORGE| 


AIR:COOLED 


TRANStorMERS 


Y4 to 1500 Kva single phase. 
for Every Purpose “(0% 3000 kre Sdnec 
To operate 120 volt lighting and portable equipment 

from 240, 480 or 600 volt power circuits. 


To operate special equipment from standard circuits. 


To change odd voltages to standard voltages, and phase 
changing. 


Also—Reactors—D.C. saturable. VY, Kve 
Electronic and rectifier transformers. “is8/asoce 
Signal transformers. 240/120 volts 
Control transformers. 

Pipe thawing transformers. 
Series street lighting transformers. 


Special custom-built transformers. 


Unit Substation 


For interior high voltage distribution systems 
with transformers at load centers. 


Sizes up to 3000 Kva and up to 15,000 volts. 





| \ar 


500 Kva 13,200 volt unit sub-station, with primary disconnect, 
secondary metering, main and branch circuit breakers 





Sales Engineers in Principal Cities 


SORGEL ELECTRIC CO., 838b W. National Ave., Milwaukee 4, Wis. 


Pioneers in the Development and Manufacturing of Air-Cooled Transformers—Over 35 Years 
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TRAILERS, POLE, AND DOLLIES 


Cooper Company, D. C 
Four Wheel Drive Auto Co. 
McCabe-Powers Auto Body Co 


>ervice Caster & Truck Corp 


TRAILERS, TOOL CART ~ ff C e nt PRECISION 


see CARTS, Tool, and Trailers 


TRANSFER SWITCHES Air-Cooled 


see SWITCHES, Multiple Selector > C 0 n 1) m tp 4 | TRANSFORME RS 


TRANSFERS, DECALCOMANIA 
5 es Ge 0) °S amb 40 - 
ee a volts COOLED DRY TYPE T Re A N sy F '@) R M t R 


A. J. F. Industries, Inc 
Acme Electric Corp ] N STA L L AT | @) N S 
Allis-Chalmers Manufacturing Co 
Atlantic Transformer Co 
Basler Electric Co f 
Berkshire Transformer Corp @ Built to meet latest N.E.M.A. standards ; 
Birdsell Manufacturing Co., Inc @ Class “B” insulating material 
Brown Boveri Corp. @ Ruggedly constructed for long, trouble- AND 3 PHASE 
Central Transformer Corp free service SINGLE 
coil Company of America, Inc @ Easy accessibility and maintenance 1/ sie} 1000) KVA 
crittenden Transformer Works /s 
, , @ Economical to operate 
Jongan Electric Manufacturing Co Pa teed Sen teni \ 
Dormeyer Industries 4 a ‘ 4 ‘ type - ‘ 
Electric Service Co., Inc ° ed by p 3 of dry 
Electro Engineering Works transformers 
Electronic Transformer Co @ Serving leading industriey and govern- ALL VOLTAGES 
Freed Transformer Co. Inc. ; men? installations ormers 
Sommnet Electric Co., Apparatus Sales Div @ PROMPT DELIVERIES — Most sizes direct Special Transf © Isolating 
oslin Electric & Manufacturing Co. from stock rene 

@GRAYBAR ELECTRIC COMPANY. INC..-ADV. PG. 2 — : oem nog 
a Duty Electric Co ors © Regulating Transf 4 
ollingsworth, John R 
Jefferson Electric Co Rectifiers © Electronic Devices 
Jeffries Transformer Co , Street Li 
Kolton Electric Mfg. Co Z ens 
Kuhiman Electric Co 
Lee Electric, Inc. 
Magnatran, Inc. 
Marcus Transformer C 
Merit Coil & Transformer 
Moloney Electric Co 
National Wire Machinery 
Nothelfer Winding Labs 
Precision Transformer Corr 











¥ 








PRECISION he 
TRANSFORMER CORPORATION ITE FOR CATALOG oF sen 


660 W. Grond Ave. * Chicago 10, Ill. *Pecifications for prices 
SEeley 86-2740 


cma ————— 














TRANSFORMERS [eeiaaibuaiaee | { HEWISDA0-7Y, | 


AIR COOLED 


Made in sizes 3 DRY TYPE 


KVA to 200 KVA 


ne id TRANSFORMERS 


KVA—High Vol. 


- ai ‘ot : ORDER 





Single and three 


FROM 
phase. 


STOCK 
G-E dry-type transformers have a wide 
range of applications on single- and 
three-phase lighting and power circuits 
throughout industry. These compact, 
lightweight units are available in two 
designs. Type M transformers, rated 
0.25 through 15 kva, are suitable for 
indoor and outdoor use. Type D trans 
formers, rated 25 kva and above, are , : . : 
for indoor use only. All G-E dry-types A complete line of distribution 

OIL COOLED can be easily installed on wall brackets, and power transformers—single or 


columns, or platforms. Solderless con- 


Made in sizes 10 nectors on the higher ratings do away three phase — open or enclosed 
KVA to 250 KVA vith splicing, soldering, and taping. construction, 4 to 2,000 KVA. 


: G.E. also has available a complete line - 
—Hligh Voltage of dry-type distribution transformers Special Transformers designed 


for primary circuits of 2400 to 14,400 and built to your specifications. 


volts, in sizes 3-500 kva inclusive. 
. Jobbers in principal cities, or con- 
Consult classified section of phone book for 


yp address of nearest G-E Apparatus Agent tact— 


Distributor, or write direct to General Electric 


AT LANTIC } Co., Section 640-358, Schenectady 5, N. Y HEVI DUTY 
TRANSFORMER CO. GENERAL Ge ELECTRIC ELECTRIC CO. 


5143 N. Second St. Phila. 20, Pa. MILWAUKEE 1 wis. 


Write for Catalogues 














ELECTRICAL CONSTRUCTION AND MAINTENANCE ... MID-SEPTEMBER, 1953 





PRODUCT DIRECTORY Complete Addresses in Company and Trade Name Directory, Pages 33-52 





Presto Electric Co., Inc Precision Transformer Corp Saratoga Industries 
RT&E Co RT & E Co Standard Transformer Corp 
Rex Welder & Engineering Co 


Rogers Industries Inc Thermador Electrical Manufacturing Co 
Rittenhouse Company, Inc SNC Manufacturing Co., Inc. Todd Products Corp. 


Rogers Industries Inc Saratoga Industries Transformers, Inc 
SNC Manufacturing Co., Inc Sciaky Bros., Inc Triad Transformer Corp 
Sciaky Bros., ine orge! Electric Company United Transformer Co. 
sorgel Electric ~~‘! —_ TRAN FORMER COMPANY—ADV. Westinghouse Electric Corp. (Pittsburgh) 
Square D 128 
STANDARD TRANSFORMER COMPANY—ADV. PG. Standard Transformer Corp 

S 128 stockwell Transformer Corp. of Ohio TRANSFORMERS, FLUORESCENT LAMP 


Stockwell Transformer Corp. of Ohio Todd Products Corp. see BALLASTS, Fluorescent Lamp; TRANS- 
Touch-Plate Mfg. Corp Triad Transformer Corp 


Transformers, Inc Transformers, Inc. FORMERS, Cold Cathode Lighting 
Triad Transformer Corp United Transformer Co 
a item Guameiasmeton Co. &, € TRANSFORMERS, HIGH FREQUENCY 
Jniversal Welder Cor J ifac i De. Ri . 
Uptegraft Manslecturing Co., R. £ Wagner Electric Corp. see TRANSFORMERS, Testing 
Wagner Electric Corp Westinghouse Electric Corp. (Pittsburgh 
Westinghouse Electric Corp. (Pittsburgh) 

@ WESTINGHOUSE ELECTRIC SUPPLY CO.—ADV. PG. TRANSFORMERS, BELL RINGING 

wa see TRANSFORMERS, Low Current and Volt- 
age 

TRANSFORMERS, AUDIO TRANSFORMERS, INSTRUMENT 

see TRANSFORMERS, Radio, Sound, Etc. TRANSFORMERS, BOOSTER A. J. F. Industries, Inc 


see TRANSFORMERS, Auto; TRANSFORMERS, ee ee Eta & 
Low Current and Voltage; TRANSFORMERS, ponte igen lls ye 
TRANSFORMERS, AIR COOLED DRY TYPE— Air-Cooled Dry Type prod ie ag = eg 
OVER 600 VOLTS Berkshire Transformer Corp. 
2 J a ge Inc TRANSFORMERS, BUS-BAR Birdsell Manufacturing Co Py 
cme ectri LOorp. Coi ‘0 merica nc 
Allis-Chalmers Manufacturing Co see TRANSFORMERS, Instrument eg ~ A Bo ‘ 
Arjac Products, Inc Electrical Facilities, Inc 
Atlantic Transformer Co TRANSFORMERS, COLD CATHODE LIGHTING Electro Engineering Works 
Basler Electric Co. Acme Electric Corp. Electronic Transformer Co. 
Birdsell Manufacturing Co., Inc Birdsell Manufacturing Co., Inc. Esterline-Angus Co., Inc 
Brown Boveri Corp Dormeyer Industries Freed Transformer Co. Inc. . 
contre, Transformer Corp Electro Engineering Works General Electric Co., Apparatus Sales Div. 
oi! Company of America, Inc Jefferson Electric Co. Goslin Electric & Manufacturing Co. 
Sd ttenden Transformer Works Sola Electric Co. Hevi Duty Electric Co 
Dormeyer Industries Todd Products Corp Industrial Transformer Corp. 
Electric Service Co., Inc Triad Transformer Corp. Lee Electric, Inc 
E lectro Engineering Works Midwest Electric Products Inc. 
Electronic Transformer Co acific Electric Manufacturi Cor, 
Freed Transformer Ce. Inc TRANSFORMERS, CONSTANT CURRENT — oe eee —_— Pp 
General Electric Co., Apparatus Sales C Acme Electric Corp. Presto Electric Co., Inc 
Goslin Electric & Manufacturing C Basler Electric Co. Sangamo Electric Company 
Hevi Duty Electric Co Birdsell Manufacturing Co., Inc “ Late Ind stries 
Hollingsworth, John R Central Transformer Corp. i ine apes i 
Industrial Transformer Cor Dormeyer Industries ~ — 
ee eee OD General Electric Co., Apparatus Sales Div — TRANSFORMER COMPANY—ADV. PG. 
Kolton Electric Mfg. Co Hevi Duty Electric Co. Transformers, Inc 
Kuhiman Electric Co Industrial Transformer Corp Triad Transtoraier Corp 
Line Material Co. Lee Electric, Inc Uptegraff Manufacturing Co., R. E. 
Magnatran, Inc Line Material Co. aeeme Electric Corp ‘ 
oy it a Te = Cc Poeciien ee Corp Westinghouse Electric Corp. (Pittsburgh) 
eri Cor rans r 5 < . se . 
el MB ng rmer Corp Raytheon Manufacturing Co. Weston Electrical Instrument Corp. 
Nothelfer Winding Labs ae te a Corp 
Pennsylvania an ransformers, Inc 
ieuten Saale Gon Triad Transformer Corp. TRANSFORMERS, LIQUID COOLED 
Rogers Industries Inc Wagner Electric Corp. A. J. F. Industries, Inc. 
gnc Manufacturi ing Co. Ine Westinghouse Electric Corp. (Pittsburgh) 


TRANSFORMERS, INSULATING 
see TRANSFORMERS, Constant Current 


Acme Electric Corp. 
: Allis-Chalmers Manufacturing Co. 
@ staNoaRo TRANSFORMER COMPANY—ADV. PG, | TRANSFORMERS, CONSTANT VOLTAGE ee ae ee ee 
8 Acme Electric Cor nerrabegP cnt tad egy, : 
¢ orp 
tockwell Transformer Corp. of Oh Birdsell Manufacturing Co., Inc Electro Engeering Works 
Todd Products Corp Central Transformer Corp ciesonl 5+ Co. 
Electro Engineering Works see Transformer Co. Inc. 
ee a “7 General Electric Co., Apparatus Sales Div 
Tedustrial Transte ae ey ries Goslin Electric & Manufacturing Co 
Westinghouse Electric Cor (Pittsburgh) Kuhiman E ectric Co on Industrial Transformer Corp. 
@ WESTINGHOUSE ELECTRIC SUPPLY. CO. ADV. PG Lee Electric, Inc Kuhiman Electric Co. 
SECOND COVER Line Materiat Co Lieteney Electric. C8 
Marcus an C oney ' J 
je neg tang . Pennsylvania Transformer Co 
erie arsrere AUTO Precision Transformer Corp ew pad Sales Co. 
A f ndustries, Inc maytaen Sentertering Co. @STANDARD TRANSFORMER COMPANY—ADV. PG. 
‘cme fF erteie Corp tr He J 128 
Acme Electronics, Inc., Electro-C . tandard Transformer Corr a ' ~ c of Ohio 
Allis-Chalmers Manufacturing C Transformers, In c a AA Sy sg is 
Basler Flectric ¢ Triad Transformer Corp y'o v . 
United T f Co Triad Transformer Corp 
Berkshire Transformer Corp uted iranstormer Co i RE 
. p Uptearaff nails Co. RE Uptegraff Manufacturing Co., R. 
Birdsell Manufacturing Cx ' ptegraff Manufacturing Cx 
8 n iring In Wanner Electric Corp Wagner Electric Corp. 
voll ompany of America, In Westinghouse Electric Corp. (Pittsburgh Westinghouse Electric Corp. (Pittsburg 
rittenden Transformer Work: Aa . ee . @ WESTINGHOUSE ELECTRIC SUPPLY HS —ADV. PG 
Dormeyer Industries Weston Electrical Instrument Corp SECOND COVER 
Electri ervice Cc Inc 
Electrical Facilities, Ine TRANSFORMERS, ELECTRONIC 
Electro Engineering were see TRANSFORMERS, Radio, Sound, Etc. TRANSFORMERS, LOW CURRENT AND VOLT- 
ronic adeadetanis 0 
7 AGE 
Foster Transformer Co 
Freed Transformer ‘ee TRANSFORMERS, FILAMENT x & 
eneral Electric Co Apr " y A 
eneral Radio Cor pany 
General Transformer Co 
n Electric & M 


Electric Comoa 


Transformers c 

Triad Transformer Corp 

ptegraff Manufacturing Co R Ff 
Wagner Electric Corp 


Industries, Inc 

J. F. Industries, Inc. Acme Electric Corp . 
Acme Electric Corp Acme Electronics, Inc., Electro-Cap Div 
Basler Electric Co Allis-Chalmers Mfg. Co. 

tactten Berkshire Transformer Corp Auth Electric Company, Inc. 

uth, Stern & Co. Inc Birdsell Manufacturing Co., Inc Basler Electric Co 

Hevi Duty Electric Co Coil Company of America, Inc Berkshire Transformer Corp. 

Heyer Industries. Inc Crittenden Transformer Works Birdsell Manufacturing Co., Ine. 
Hollingsworth, John R Dormeyer Industries Burton Manufacturing Co. 

Industrial Transformer Corp Electro Engineering Works cable Electric Products, Inc. 

Jefferson Electric Co Electronic Transformer Co coil mpany of America, Ine. 

Jeff rie Transformer Ce Foster Transformer Co. “rittenden Transformer Works 

Kolton Electric Mfq. Co Freed Transformer Co. Inc crown Controls Co. Inc 

Kuhiman Electric Co General Electric Co., Apparatus Sales Div Dormeyer Industries 

Lee Electric, Inc General Transformer Co Electro Engineering Works 

Line Material Co Goslin Electric & Manufacturing Co Electronic Transformer Co 

Marcus Transformer Co Industrial Transformer Corp. Ericson Manufacturing Co. 

Mc rthy Electr c Co Magnatran, Inc Freed Transformer Co. Inc a 
Verit Coll & Transformer Corp Merit Coil & Transformer Corp Genera! Electric Co., Apparatus Sales Biv 
Moloney Electr Co Nothelfer Winding Labs General Transformer Co 

Nothelfer Winding Labs Rogers Industries Inc Goslin Electric & Manufacturing Co. 
Pennsylvania Transformer Co SNC Manufacturing Co., Inc Hevi Duty Electric Co, 
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Industrial Transformer Corp 
Jefferson Electric Co 
Jeffries Transformer Co 
Lee Electric, Inc 
Liberty Bell Manufacturing Co. 
Line Material Co 
National Wire Machinery Co 
Nothelfer Winding Labs 
NuTone, Inc 
Pennsylvania Transformer Co 
re n Transformer Corp 
Electric Co., Inc 
enhouse Company 
> Manufacturing Co., Inc 
ja Industries 
Sorge! Electric Company 
@STANDARD TRANSFORMER COMPANY—ADV. PG. 
128 
tandard Transformer Corp 
Taylor-Winfield Corp 
Telex, Inc 
Thermador Electrical Manufacturing 
id Products Corp. 
Transformers, Inc 
Triad Transformer Corp 
Trine Manufacturing Corp 
United Transformer Co 
Uptegraff Manufacturing Co., R 
Wagner Electric Cort 
Westinghouse Electric Corg 
Woodhead Co., Daniel 


TRANSFORMERS, LUMINOUS 


Acme Electr rp 


e 


ales Div 


ng Works 


Inc. 


, Apparatus Sales Div, 


rmer Corp 
e Electric Corp (Pittst irgh) 


TRANSFORMERS, METERING 
see TRANSFORMERS, Instrument 


TRANSFORMERS, MODULATION 
see TRANSFORMERS, Radio, Sound, Etc. 


TRANSFORMERS, NEON SIGN 
see TRANSFORMERS, Luminous Tube 


TRANSFORMERS, OIL BURNER 


Electr 


TRANSFORMERS, OSCILLATOR 
see TRANSFORMERS, Radio, Sound, Etc. 


TRANSFORMERS, PHASING 
see TRANSFORMERS, Instrument 


TRANSFORMERS, POTENTIAL 
see TRANSFORMERS, Instrument 


TRANSFORMERS, PULSE 
see TRANSFORMERS, Radio, Sound, Etc. 
TRANSFORMERS, RADIATOR AND FAN 
COOLED 


R 


KuhIman Electric Co. 
Moloney Electric Co. 
Pennsylvania Transformer Co 
Precision Transform : 


er Corp 
@STANDARD TRANSFORMER COMPANY—ADV. PG. 
128 


Stockwell Transformer Corp. of Ohio 
Triad Transformer Corg 

Uptegraff Manufacturing Co., R. E. 
Wagner Electric Corr 


Westinghouse Electr Pittsburgh) 


TRANSFORMERS, RADIATOR COOLED 
POWER 

Acme Electric rp 

Allis-Chalmers 

Brown Boveri Cort 

Central Transformer 

Dormeyer Industrie 

Electronic Transformer 

Genera! Elect 

Hollingsworth, John R 

Kuhiman Electric C 

Magnatran, Inc 

Moloney Electric C 

Nothelfer Winding Labs 

Pennsy! Transformer Co. 

Precision ansformer Corp. 


RT & E Co. 
@STANDARD TRANSFORMER COMPANY—ADV. PG 
128 


sformer Corp. of Ohio 
Tri 2 rp 

Uptegraff Manufacturing Co., R. E. 
Wagner Electric rf 


Westinghouse Electric Corp. (Pittsburgh) 


TRANSFORMERS, RADIO, SOUND, ETC. 
A. J. F. Industries, In 
Acme Electri Corp 
Basler Electric Co 
Berkshire Transformer Corp 
oil Company of Amer Inc 
ormeyer Industries 
eal Corp 
Transf rmer 


ransformer 
sates Radio Co. 
| Electric C Apparatus Sales 
n Elect & Mar turing 
e rp 
ee Ele I 
enkurt Electri f ( Inc. 
Magnatran, 
Merit Coil & Trar 
ney Electri 
Nothelfer Winding Lab 
Raytheon Manufacturing Co 
Rogers Industries Inc 
NC Manufacturing Co., Inc 
angamo Electric Company 


aratoga Industries 


former Corp 


ansformer Corp 
nsformer Corp. of Ohio 


Manufacturing Co 


(Pittsburgt 


orp 


TRANSFORMERS, SERIES 
see TRANSFORMERS, Constant Current 


TRANSFORMERS, SIGN 
see TRANSFORMERS, Luminous Tube 


TRANSFORMERS, SPEED 
see REDUCERS, Speed 


TRANSFORMERS, SPLIT CORE 
see TRANSFORMERS, Testing 


TRANSFORMERS, STREET LIGHTING 
see TRANSFORMERS, Constant Current 


TRANSFORMERS, TANK COOLED POWER 


Atlant 


w 


TRANSFORMERS, TELEPHONE 


see TELEPHONES; TRANSFORMERS, Radio, 
Sound, Etc. 


TRANSFORMERS, TESTING 
A. J. F Industries, Inc 
Acme Electric Corp 
Allis-Chalmers Manufacturing Co 
Basler Electric Ce 
Berkshire Transformer Corp 
Dormeyer Industries 
Electric Service Co., Inc 
Electrical Facilities, In 
Electro Engineering Works 
Electro-Seal Corp 
Freed Transformer Co. Inc 
xeneral Electric Co., Apparatus Sales Div 
Hevi Duty Electric ( 
Industrial Transformer Corp 
Magnatran, Inc 
Nothelfer Winding Labs 
Precision Transformer Corp. 
SNC Manufacturing Co., Inc 
aratoga Industrie 


@ STANDARD TRANSFORMER COMPANY—ADV. PG. 
128 


Standard Transformer Corp 

Thermador Electrical Manufacturing Co 
Transformers, In 

Triad Transformer Corp 

Wagner Electric Corp. 

Western Electro-Mechanical Co. Ine. 
Westinghouse Electric Corp. (Pittsburgh) 


TRANSFORMERS, WATER COOLED 
see TRANSFORMERS, Radiator Cocled Power 


TRANSFORMERS, WELDING 


see TRANSFORMERS, Air Cooled Dry Type 
General Purpose 


TRANSMISSIONS, VARIABLE SPEED 
Allis-Chalmers Manufacturing Co 
American Blower Corp. 

Drive-All Manufacturing Co 
Gr aharr Tr ANSMISSiONns Inc 

Motor Co 

Reeves Pulley Co. Inc 

Standard Transmission Equipment Co. 

trical Motors Inc 


Lima Electric 


TRANSMITTERS, TELEPHONE 
see TELEPHONES 


TREADS, BURGLAR ALARM 
see SWITCHES, Burglar Alarm 


TREADS, FLOOR 
see BUTTONS, Floor and Attachment Push 


TREATERS, PRESSURE BOLT HOLE 


orge! Electr Company 


TRIMMERS, HEDGE 
Bartlett Manufacturing Co. 
Kaufman Manufacturing Co. 
Pioneer Gen-E-Motor Corp. 

Seymour 


J 


TROLLEYS, CABLE 
see ROLLERS, Cable 


TROUGH, CABLE, AND TRAYS 

@AMERICAN ELECTRIC SWITCH CORPORATION— 
ADV. PG. 70 
Carey Mfg. Co., Philip 

@ CONTINENTAL ELECTRIC EQUIPMENT COMPANY 

ADV. PG. 61-64 

@COPE, INC., T. J.—ADV. PG. 81 
Johns-Manville 

@KIRK & BLUM MFG. CO.—ADV. PG. 104 
Queen Products ¢ ' 


inc 


TROUGH, METER 
see BOXES, Meter Service 


TROUGH, WIRING DUCT 


see DUCT, Power; MOLDING, Metal and 
Fittings 
TRUCKS, APPLIANCE 
American Pulley 
Jakes Foundry Co 
New Haven Quilt & Pad Co., Inc 
Nutting Truck & Caster Co 
rangeville Mfg. Co 
Self-Lifting Piano Truck Cc 
Caster & Truck rp 
Appliance Truck 
Truck & Caster Cc 


Dolly Sales Co 
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TRUCKS, DERRICK 


see DERRICKS and Derrick Trucks, Portable 
Pole Setting 


TRUCKS, INDUSTRIAL 
American Py ey Co 
Automatic Transportat oF 
Barrett Cravens Cc 
Clark Co George P 
Clark qQuipment Co Ind 
Crescent Truck Co 
Elwell-Parker Electric ¢ 
Erickson Power Lift Tr 
Fairbanks Co 
Getman Brothers. Manufacturina 
Hamilton Caster & Mfg. C 
Hyster Comnany 
onbound Box & Lumber Ce 
indry ¢ 


ard =Products 


e Mfq_ ¢ 
Revolvator mpany 
Self-Lifting Piano Truck 
ervice Caster & Truck 
: t & Crane Co 

ance Truck 


aster 


Div 


TRUCKS, LIFT 
see TRUCKS, Industrial 


TRUCKS, LINE 


Four Wheel Drive Aut 


TRUCKS, MAINTENANCE 
see BODIES, Truck 


TRUCKS, SERVICE 
Four Wheel Drive Aut 
Karya Body. Inc 


Mor n Steel Pr 


TRUCKS, TOWER 
see TOWERS, Truck, and Ladders 


TRUCKS, UTILITY 
see BODIES, Truck 


TUBES, ELECTRONIC 
Aer x Light Corp 
Amperex ectronic orp 
Arctur Electronics Inc 
Columbia Broadcast ng Ss 

Div 
DuMont Laboratories Inc., 
Eitel-McCullough, Inc 
Electrons, Inc 
Federal Telephone & Radio 
Radio Corp yf America, Theatre-Indus Mkt 
Div., Engrg. Prod. Dept 
Raytheon Manufacturing Co., Re 
Sylvania Electric Products Inc 
Westinghouse Electric Corp Pittsburgh) 
@WESTINGHOUSE ELECTRIC SUPPLY CO.—ADV 
PG. SECOND COVER 


y 


eiving Tube Div 


TUBES, FLUORESCENT 
see LAMPS, Fluorescent Tube; TUBING, 
Neon and Fluorescent 


TUBES, LIGHT-SENSITIVE 
see CELLS, Photo-Electric 


TUBES, MERCURY CONTACT 
Mercold Corp 
Minneapolis-Honeywell Regulator 
Powrex Switch Company 


TUBES, PAPER 
see TUBING, Paper 


TUBES, PHOTO-ELECTRIC 
see CELLS, Photo-Electric 


TUBES, PORCELAIN ENTRANCE 
see BUSHINGS, High Voltage Entrance 


TUBES, PORCELAIN WIRING 
General Ceramics & Steatite Corp 
Kirchberger & Co., Inc., M. 
Lint Company, Clyde W 
Louthan Manufacturing Co 
National Acme Compar: 
@ PORCELAIN PRODUCTS, INC.—-ADV. PG. 129 
Superior Porcelain Co 


TUBES, PYROMETER 
Bristo! Company 
General Ceramics & Steatite Corp 
Norton Company 
Richards Co Inc., Arklay 


TUBES, RADIO RECEIVING 
see TUBES, Electronic 


TUBES, RECTIFIER 
Aerolux Light Corp 
Amperex Electronic Corr 
Arcturus 
Argus Manufacturing Cort 

tel-McCullough, Inc 


Liectronics In 


Electrons, Inc 

Federa Telephone & Radio Corp 
xeneral Electric Co., Apparatu 
Raytheon Manufacturing Co. 
Westinghouse Electric Corp. (Pittsburgh 


TUBES, REFRACTORY 
see CORES, Refractory; TUBES, Pyrometer 


TUBES, THERMOCOUPLE 
see TUBES, Pyrometer 


TUBES, VACUUM 
see TUBES, Electronic 


TUBES, VARNISHED OR OIL FABRIC 
see TUBING, Flexible Insulatinz 


TUBES, WIRE SPLICING 
see CONNECTORS, Uninsulated Solderless; 
SLEEVES, Wire and Cable Splicing 


TUBING, ALUMINUM 
see ALUMINUM, Sheet, Rod and Tube 


TUBING, ASBESTOS 
see TAPE, Asbestos, and Tubin« 


TUBING, BRASS OR COPPER 
Acme Tube 


Copper 


Brass In 
a! Equipment Cc 
uit & Cable Co. Ir 
Inc 
Wire & Supply Corp 
Copper Tube C 


TUBING, COLD CATHODE 
see TUBING, Neon and Fluorescent 


TUBING, COPPER 
see TUBING, Brass or Copper 


TUBING, COPPER-NICKEL ALLOY 
see ALLOYS, Fusible 


TUBING, COTTON 
see TAPE, Cotton, and Sleeving 


TUBING, ELECTRICAL METALLIC 
see CONDUIT, Thinwalli 


TUBING, FIBRE 
see FIBRE, Vulcanized 


TUBING, FIBROUS GLASS 
see TAPE, Fibrous Glass 


TUBING, FLEXIBLE INSULATING 
@AMERICAN BRASS COMPANY—ADV. PG. 65 

Continental Diamond Fibre Co. 

Flexonics Corp 

Irvington Varnish & Insulator Co 

Natvar Corp. 

suflex Corr 

Surprenant Mfg. Co 

Varflex Corp 


TUBING, FLUORESCENT 
see TUBING, Neon and Fluorescent 


TUBING, LAMINATED PHENOLIC 
see INSULATION, Plastic 


TUBING, MAGNETO 
see TUBING, Flexible Insulating 


TUBING, METALLIC 
see CONDUIT 


TUBING, MICA 
see MICA, Ground, Raw and Plate 


TUBING, NEON AND FLUORESCENT 
Celine, Inc. 
Centralite Company, Inc. 
Corning Glass Works 
Voltarc Tubes, Inc. 


TUBING, NICKLE 
see TUBING, Brass or Copper 


TUBING, NON-METALLIC 
see CONDUIT, Flexible Non-Metallic 


TUBING, OUTLET EXTENSION 
see CONDUIT, Oval; MOLDING, Metal, and 
Fittings 


TUBING, PAPER 


Continental Diamond Fibre Co 
Mica Insulator Co 

Piatt Corp 

Stone Paper Tube Co 


TUBING, PHENOLIC 
see INSULATION, Plastic 


TUBING, POINTER 
see TUBING, Brass or Copper 


TUBING, RUBBER 
see RUBBER, Hard 


TUBING, SYNTHETIC INSULATION 
see INSULATION, Plastic 


TUBING, THINWALL 
see CONDUIT, Thinwall 


TUBING, UNDERPLASTER EXTENSION 
see MOLDING, Metal, and Fittings 


TUBING, VARNISHED OR OILED FABRIC 
see TUBING, Flexible Insulating 


TUNNELS, INFRA-RED DRYING AND HEAT- 
ING 
see HEATERS, Infra-Red, and Dryers 


TURBINES, GAS 
Allis-Chalmers Manufacturing Cc 
Brown Boveri Corp. 


General Electric , Apparatus Sales Div 


TURBINES, HYDRAULIC 
Dean H Pump Co. In 
Fitz Water Wheel C 
Leffel & Co., James 


TURBINES, STEAM 
Allis-Chalmers Manufacturing Co. 
Brown Boveri Corp. 
Elliott Company 
General Electric Co., Apparatus Sales Div 
Moon Manufacturing Co 
Pyle-National Co. 
Terry Steam Turbine Co 
Westinghouse Electric Corp. (Pittsburgh) 
Wing Manufacturing Co., L. J 


TURNBUCKLES 
Arro Expansion Bolt Co. 
General Electric Co., Locke Department 
Kortick Manufacturing Co. 
Line Material Co. 
Oliver Iron & Steel Corp 
Round Bridgeport Chain & Mfg. Co. 
Seyler Manufacturing Co. 
Upson-Walton Co. 


TURNINGS AND FIXTURE PARTS 
see FITTINGS, Fixtures 


TURNINGS, WOOD 
see HANDLES, Wooden Appliance 


TURNTABLES, DISPLAY 
see MOTIONS, Display, and Turntables 
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TURNTABLES, PHONOGRAPH 
see MOTORS, Phonograph 


TWINE, ARMATURE WINDING AND LACING 


idiow Manufacturing & Sales Co. 
Mason Silk, Inc 
Mitchell-Rand Insulation Co 


TWINE, ASBESTOS 
see YARN, Asbestos 


TWINE, FIBROUS GLASS 
see YARN, Fibrous Glass 


TWINE, JUTE 
see YARN, Jute 


TWINE, MARLINE 
Ame ann Mfg Co 
tier Co., Edwin H 
idiow Manufacturing & Sales Co 
Mitchell-Rand ( 


TWISTERS, SLEEVE 
see TOOLS, Splicing 


U 


UNDERCUTTERS, COMMUTATOR 
see SLOTTERS, Commutator 


UNIONS, CONDUIT COUPLING 
see FITTINGS, Threaded Conduit 


UNITS, BOWL HEATER 
see ELEMENTS, Radiant Heater 


UNITS, FOOD WASTE DISPOSAL 
see DISPOSERS, Food Waste 


UNITS, INTERCHANGEABLE INSULATOR 
see SUPPORTS, Bus-Bar 


UNITS, RANGE HEATING 
T ¢ & Kift Ir 
UNITS, RING 

see HEATERS, Strip and Cartridge 


UNITS, SECONDARY RACK 
see RACKS, Insulator 


UNITS, THERMAL FUSE 
see CUTOUTS, Thermal 


URNS, COFFEE 
see PERCOLATORS, Coffee 


Vv 


VALVES, FLOAT 
see SWITCHES, Float 


VALVES, MAGNET OPERATED 
see VALVES, Solenoid Operated 


VALVES, MOTOR OPERATED 
American hain & able Cx 


VALVES, SOLENOID OPERATED 


A Valve C pany 

Automatic Switch C 

rber-Colman 
Products 

Controller 

General Electric C Apparat 
ck Manufacturing Co 
aurence Company, R. G 

Magnatro! Valve Corp 

Maxon Premix Burner Co 


An Insulating Varnish 


yor oy ELECTRICAL UNIT 


For EVERY ELECTRICAL WINDING, there is a Bor- 
thig Insulating Varnish that will efficiently do the job 
including several special materials for television 


components and custom built coils. 
BAKING VARNISHES: 


No. K-252 Clear Synthetic Baking Varnish and No. 


f-150 Black Synthetic Baking Varnis 


: These excellent, 


— purpose baking varnishes are modern, polymer- 


ing types and offer the maximum efficiency 
AIRDRYING VARNISHES: 


No. 308 Black Synthetic Airdry and No. 353 Clear 
Synthetic Airdry: Where baking facilities are not avail- 
able and also for application to shallow coils where deep 


penetration is not essential. 
FINISHING TYPE INSULATING VARNISHES: 


No. 400 (Homogenized) Red Enamel, No. 354 Clear 
Synthetic Airdry and No. 301 Black Oilproof Spirit Var- 
nish: These protective coatings are generally applied over 

reviously treated motor and transformer units as addi- 


ional protection. 


The No. 400 and No. 354 with a suitable fungicide 
edded wil! meet the Army-Navy requirements for trop- 
icalization. Ask for No. 400 F-5-X or No. 354 F-5-X. 

No. 613 Red Masking Compound: For masking metal 
surfaces — just brush it on, allow 5 or 10 minutes to dry 
and peel it off after baking cycle —surface will be clean. 

No. 545 Clear Lacquer: A special material for TV de- 


flection yokes and small coil applications. 


SOLVED PROBLEMS are another product we deliver! 


GEORGE C. BORTHIG CO., INC. 


Gy 


EAST RUTHERFORDIN. J. ¢ 


Minnear Honeywe 
Penn Controls, Ir 
Rockwell Company, W 
Ruggles Klingemann Manufa 
Square D Cor 

ipreme Elect j 
Taylor-Winfield Corg 
Trane Company 
White-Rodgers Electr 


VAPORIZERS, INSECTICIDE 
see EXTERMINATORS, Insect 


VARMETERS, ELECTROSTATIC 
see METERS, Var 


VARNISH, ACID RESISTING 
see PAINT, Acid Resisting 


VARNISH, INSULATING 
Borthig Co., Inc., George C 
Dolph Co., John C 

@DOW-CORNING CORPORATION—ADV. PG. 85-88 
Electro-Mechanical Instrument 
General Electric Co., hemical 
Insulation & Wires Inc 
Irvington Varnish & Insulator C 
Lastik Products Co 1c 
Martindale Electric 
Westinghouse Electric Corp. (Pitt 


VENTILATORS, ATTIC 
see FANS, Attic Ventilator 


VENTILATORS, EXHAUST 
see FANS 


VENTILATORS, MANHOLE 
Soppus Engineering Corp 
Ilg Electric Ventilating Co 
Mine Safety Appliances Co 
United Blower Co., Inc 
United Electric Motor Co 


VENTILATORS, MOTOR OPERATED ROOF 
Aerovent Fan Co. Inc 


@AMERICAN BLOWER CORPORATION—ADV. PG 
126-127 


American Larson Ventilating Co 


American Machine & Metals, Inc., DeBothezat Fans 


Div 
Arex Company 
Bertram Co., Harvey P 


beunishod. 


P. O. BOX 15 


entury Fan & 

hicago Blower ort 
Dana Fan & Blower Cx 
Davidson Fan Company 
Electrovent Fan & Mfg 
Elgo Shutter & Mfg. ( 
Hartzell Propeller Fan Co 
lig Electric Ventilating Co 
International Engineering, Ine 
Iona Ventilator Co 

Iron Lung Ventilator 

Jenn Air Products ) 
Martin Fan & Blower 

Moore Company 

Robertson Co H H 

Royal Ventilator Co 

South Bend Air Products 
Trade-Wind Motorfan 

United Blower Co., Inc 
Wind-Way Fan & Venti 
Wing Manufacturing Co., 


t 


VENTILATORS, WALL 
see FANS, Wall Cabinet 


VIBRATORS, BAG OR BARREL 
see PACKERS, Vibrating 


VIBRATORS, BIN, CHUTE AND CAR 
Syntron Company 
Viber Company 


VIBRATORS, CONCRETE 
Chicago Pneumatic Tool (Cc 
Ingersoll-Rand 
Mal! Tool Co 

tow Manufacturing Co 
oyntron Company 
Viber Company 


VIBRATORS, PACKING 
see PACKERS, Vibrating 


VIBRATORS, RECTIFIER 


Corne!!-Dubilier Electric Corp 


VIBROMETERS 
see METERS, Frequency; METERS, Vibration 
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Testing Instruments 


Type AK-1A 
hook-on volt-ammeter 


The Type AK-1A hook-on volt-am- 
meter measures alternating current and 
voltage. A one-hand operation, it hooks 
on, provides easy, uninterrupted read- 
Designed to detect trouble be- 
AK-1A is 
structed for long life, has wide ranges 
of 0-7.5/30/75/300/750 amperes 
150 300 /750 volts, a-c, and is accurate 


ings. 


fore it happens, the con- 


and 


to *3 per cent. Many other standard 
G-E testing instruments are available 


to meet most requirements. 
7 


Consult classified section of phone book for 
address of nearest G-E Apparatus Agent 
Distributor, or write direct to General Electric 


Co., Section 640-361, Schenectady 5, N. Y. 


GENERAL (6) 


ELECTRIC 


VISES, BENCH 
see VISES, Machinist's and Bench 


VISES, MACHINIST'S AND BENCH 
Athol Machine & Foundry Co 
Birtman Electric Co 
olumbian Vise & Mfg. Co 
esmond-Stephan Mfg. Cx 
Hollands Manufacturing Co 
Milwaukee Parts Corp 
tanley Tools 


VISES, PIPE 
American Pipe Tool Co 
Athol Machine & Foundry 
ylumbian Vise & Mfg. Cc 
esmond-Stephan Mfg. Co 
Hollands Manufacturing ( 
Nye Tool Co 

Tool Co 

oledo Pipe Threading Machine Co 

Vanderman Manufacturing 

Williams & Company, J. H 


Ridge 


VOLTMETERS, ASTATIC 
see VOLTMETERS, Switchboard 


VOLTMETERS, ELECTROSTATIC 

Electric Co., Apparatus Sales Div. 
Rawson Electrical Instrument Co 

ticht ( Ir Herman H 


eneral 


VOLTMETERS, PANEL 
Assembly Produc f 
Bristol Company 
Burlington Instr 
Burton-Rogers Company 
General Electr ( Apparatu 
Hickok Electrical Instr 
International I 
Marion Electrical Instrument ( 
Meters, Inc 
Nilsson Electrical Laboratory 
Roller-Smith Corp 
Simpson Electr 
Triplett Elec nst. Co 
Weston Electrica! Instrument Corp 


ment Co 


ment 


nstruments 


VOLTMETERS, POCKET 
Electrical 
Hickok ‘ 


Facilities, Inc, 
Electrical Instrument 


Ideal Industries, Inc 
Industrial Devices, Inc. 
Insulation & Wires Inc 
Pyramid Instrument Corp. 
Simpson Electric Co 
Triplett Elec. Inst. Co. 


VOLTMETERS, PORTABLE 
Assembly Products, Inc. 
Barber-Colman Co. 

Bristol Company 

Burlington Instrument Co. 
Burton-Rogers Company 
Electro-Mechanical Instrument 
Epco Electronics, Inc 

General Electric Co,, Apparatus S 
Heath Company 

Heyer Industries, Inc 

Hickok Electrical Instrument Co. 
Industrial Devices, Inc. 

Norton Electrical Instrument Co 
Pyramid Instrument Corp. 

Radio City Products Co., Inc 
Rawson Electrical Instrument Co 
Roller-Smith Corp 

Simpson Electric Co. 

Sticht Co., Inc., Herman a 
Triplett Elec. Inst. Co. 

Western Electro-Mechanical Co. In 
Weston Electrical Instrument Corp 


VOLTMETERS, RECORDING 
Barber-Colman Co 
Bristol Company 
Esterline-Angus Co., Inc. 
General Electric Co., Apparatus Sales Div 
Sangamo Electric Company 
Weston Electrical Instrument Corp 


VOLTMETERS, SWITCHBOARD 
Bristol Company 
Burlington Instrument Co. 
Burton-Rogers Company 
General Electric 
Hickok Electrical 
Meters, Inc 
Norton Electrica 
Roller-Smith Corp. 
Triplett Electrical 
Weston Electrical 


Apparatus ‘ 
Instrument Co 


Instrument Co 


Instrument Co 
Instrument Corp 


VULCANIZERS, CABLE 
Champion Cable Co 


oy Manufacturing Co., Electrical Connector Div 


Ww 


WAGONS, TOOL 
see CARTS, Tool, and Trailers 


WAGONS, TOWER 

see TOWERS, Truck, and Ladders 
WARMERS, FOOT 

Electriglas cap 
WARMERS, PLATE 


Acme Electric 
Electriglas Corg 
supreme Elect 


Heating Co 
Products Co 


WASHERS, ALUMINUM 
see WASHERS, Brass or Copper 


WASHERS, BRASS OR COPPER 


Acme Manufacturing & Gasket Co 
American Nut & Bolt Fastener Co 
burn Manufacturing Co. 
Chase Brass & Copper Cc 
pper Range Co., C. G 
H. kK Metal 
Harper Co., H, WN 
in T Works, Shakeproof Div. 
America 
Carbon Co. 
ne Material Co 
Penn Fibre & Specialty Co. 
Pheoll Manufacturing Co 
Equipment Co 
teward & Romaine Mfg. Co 
Washer Mfg. Co. 


Hussey & Co. Div 
Craft Manufacturing Cx 
M 


ne Corp 


Keystone 


ther Electr al 


Wrought 
WASHERS, CENTERING 
Kortick Manufacturing Co. 
Line Material Co 
Lint Company, Clyde W 
iver Iron & Steel Corp 
Seyler Manufacturing Co 


WASHERS, CLOTHES 
Barton Corp 
Beam Manufacturing Co. 
Borg-Warner Corp., Norge Div. 
Chicago Electric Manufacturing Co 
Easy Washing Machine Corp. 
General Electric Major Appliance D 
Hamilton Manufacturing Cc 
H. C. 


Company 


vision 


Universal Major Elec. 
Westinghouse Elec. 
Whirlpool Corp. 


Appliance Co. 
Corp. (Appliance Div.) 


WASHERS, FIBRE 


see FIBRE, Vulcanized; INSULATION, Plastic 


WASHERS, INSULATING 
Acme Manufacturing & Gasket €o 
Auburn Manufacturing Co 
Avco Manufacturing Co., 

Div 

Insulation Manufacturers Corp. 
Insulation & Wires Inc. 
Kirchberger & Co., Inc., M 
Line Material Co 
Masson Co. In M. Ross 
Mica Insulator Co 
Micacraft , Inc 
Penn Fibre & Specialty Co. 
Stupakoff Ceramic & Mfg. Co 
Waterbury Companies, Inc. 
Wilmington Fibre Specialty Co 
Wrought Washer Mfg. Co. 


Bendix Home App 


Products 


WASHERS, IRON OR STEEL 
Acme Manufacturing & Gasket Co 
American Nut & Bolt Fastener Co 
Auburn Manufacturing Co. 
General Electric Co., Locke Department 
Green, Inc., R 
H. K. Metal Craft Manufacturing Co 
Illinois Too! Works, Shakeproof Div 
Keystone Carbon Co. 

Kortick Manufacturing Co 
Line Material Co 

Malieable Iron Fittings Co 
Paine Company 

Penn Fibre & Specialty Co 
Pittsburgh Screw & Bolt Corp 
St. Louis Malleable Casting Ge 
St. Louis Screw & Bolt Co 
Seyler Manufacturing Co 
Utilities Service Comoany 
Wrought Washer Mfg. Co 


WASHERS, KNOCKOUT REDUCING 
see ADAPTERS, Conduit Bushing: 


LOCK- 


NUTS, Reducing, and Washers; WASHERS, 


fron or Steel 

















-----<>--=-= 


SAVE TIME AND 
MONEY WITH 
REDUCING WASHERS 


For reducing knockouts quick- 
ly and easily to fit smaller 
conduit, you will find Dia- 
mond “‘G" Reducing Wash- 
ers* ideal. They are made of 
heavy gauge rust-proofed 
steel, are self-centering in 
knockouts, and insure a per- 
fect bond between conduit 
and box. Available in all sizes 
from “2” to 6”. 

*Listed by Underwriters’ Laboratories 
Under Re-Examination Service. 


Write for catalog and price list. 








cs — a @ f- 4-5 — 5 lr 











i 
= 











-H- 
=== H GREEN 
SPECIALTY MANUFACTURING C 
1201 241TH STREET OAKLAND CALIFORNIA 
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WASHERS, LEATHER 


Acme Manufacturing & Gasket Co 
Auburn Manufacturing Co 
Excelsior Leather Washer Mfg. Co 
Graton & Knight Co 

Masson Co. Inc., M. Ross 
National Acme Company 

Paine Company 

Penn Fibre & Specialty Co 
Schieren Co., Chas. A 


WASHERS, LOCK 
American Nut & Bolt Fastener Co 
Chase Brass & Copper Co 
General Electric Co., Locke Department 
Harper Co., H. M 
Hobbs Manufacturing Co 
Illinois Tool Works, Shakeproof Div 
Insuline Corp. America 
Kortick Manufacturing C 
Line Material Co 
Philadelphia Stee! & Wire Cor 
Positive Lock Washer Co. 
St. Louis Screw & Bolt Co. 
Seyler Manufacturing Co 
Steward & Romaine Mfg 
Thompson-Bremer & Co 
Utilities Service Company 


Wrought Washer Mfg. Co 


WASHERS, MICA 


see MICA, Ground, Raw and Plate 


WASHERS, MONEL METAL 
see WASHERS, Brass or Copper 


WASHERS, RUBBER 


see GROMMETS, Plastic and Rubber 


WASHERS, SPRING LOCK 
see WASHERS, Lock 


WASHERS, STEEL 
see WASHERS, Iron or Steel 


WATTMETERS 
Esterline-Angus C C 

General Electric C ps 

Hickok Electrical Instrument Co 

Marion Electrical Instrument Co. 

Norton Electrical Instrument Co 

Simpson Electric Co. 

Triplett ectrical Instrument Co 

Westinghouse Electric Corp. (Pittsburgh) 

Weston Electrical Instrument Corp. 


WAX, SEALING 
see COMPOUNDS, Battery Sealing 


WAX, SYNTHETIC 
see COMPOUNDS, Insulating 


WAYS, BALANCING 
see MACHINES, Rotor Balancing 


WEBBING, COTTON 
see TAPE, Cotton, and S'eeving 


WEDGES, ARMATURE 
Estes & Sons, E. B 
Insulation Manufacturers Corp 
& Wires Inc 

ns slator Co 

mington Fibre Specialty Co. 


WELDERS, ARC 
Ames Spot Welder Co Inc 
Birdsell Manufacturing Co 


t 


, Inc 
ogue Electric Manufacturing Co. 
Central Transformer Corp. 
Flectric Arc Inc 
Forney Mfg. Cc 
eneral Electr Apparatus Sales Div 
Manufacturing Co. 
Motor Generator Cort 
Lee Company, K. 0 
Lincoln Electric 

Metal & Thermit Corp 
Mid-States Welder Mfg. Co 

Precision Welder Mfg Co. 

Progressive Welder Sales 

Smith Welding Equipment Corp. 
Trind! Product Ltd 

Westinghouse Electr Corp. (Pittsburg! 


Hammett Electric 


WELDERS, ATOMIC HYDROGEN 
f Electr Apparatus Sales D 
Progressive Welder Sales Co. 


. 


WELDERS, BUTT 
see WELDERS, Spot, Butt or Seam 


WELDERS, SEAM 


, Hobart Brothers Affiliat 


WELDERS, SPOT, BUTT OR SEAM 
Acme Electric Welder Co 
Acro Welder Manufacturing Co 
Ames Spot Welder Co., Inc 
Birdsell Manufacturing Co., Inc 
Central Transformer Corp. 
Federal Machine & Welder Co 
300d-All Electric Manufacturing Co 
Martin Electric Co. 
Mid-States Welder Mfg. Co 
National Electric Welding Machines Co 
National Wire Machinery Co 
Peer, Inc. 
Progressive Welder Sales Co 
Rex Welder & Engineering Co 
Taylor-Winfield Corp 
Universal Welder Corp 
Westinghouse Electr Corp. (Pittsburgh) 


WELDERS, STUD 
Erico Products, Inc 
Progressive Welder Sales Co 


WHEELS, BLOWER 
see BLADES, Wheels and Guards, Fan and 
Blower 


WHEELS, CABLE REEL, AND TRAILERS 
our Wheel Drive Auto Co 
akes Foundry Co 


Marion Electrical Instrument Co. 
service Caster & Truck Corp 


WHEELS, SEAM WELDING 
see ELECTRODES, Welding 


WHEELS, WATER 
see TURBINES, Hydraulic 


WHISKBROOMS, ELECTRIC 
see CLEANERS, Hand Vacuum 


WINCHES, CABLE PULLING 
see PULLERS, Cable 


WINCHES, FIXTURE LOWERING 
ind & Son, David 
Thompson Electric Co 
Yal & Towne Mfg. Co Yale Mate s Handling 
Div 


WINCHES, TRUCK, AND WINDLASSES 
Four Whee! Drive Auto Co 
Hyster Company 
Robbins & Myers, Inc 
Round & Son, David 
ent Hoist & Crane Co 
tephens-Adamson Mfg. Co. 


WINCHES, WIRE PULLING 
Barth Stamping & Machine Works Inc. 
Round Bridgeport Chain & Mfg. Co. 
Yale & Towne Mfg. Co., Yale Materials Handling 
Div. 


WINDERS, ARMATURE 
see MACHINES, Coil Winding 


WINDERS, COIL 
see MACHINES, Coil Winding 


WINDERS, SKEIN 
see MACHINES, Coil Winding 


WINDERS, WINCH ROPE 
see WINCHES, Truck, and Windlasses 


WINDINGS, COIL 
Chapman Electrical Works Inc., P. E 
Columbia Wire & Supply Co. 
Flectrical Facilities. Inc. 
Everson Electr Co. 
ee Electric, Inc. 
ers Electric Appliance Co., Inc 
oga_ Industries 


le & Ward Co. 


WINDINGS, MAGNET COIL 
see WINDINGS, Coil 


WINDINGS, RELAY COIL 
see WINDINGS, Coil 


WINDLASSES 


see WINCHES, Fixture Lowering; WINCHES, 


Truck, and Windlasses 


WINKERS 


WIRE, ALLOY RESISTANCE 
see WIRE, Resistance; CABLE, Heating 


WIRE, ANNUNCIATOR 
American Insulated Wire Corp 
Anaconda Wire & Cable Corp 
Chester Cable Corp. 
Circle Wire & Cable Corp. 
Continental Copper & Steel Indus., Inc Hatfield 
Wire & Cable Div 
Cornish Wire Co. Inc 
Empire Wire & Cable Co. 
General Cable Corp. 
General Electric Co., Wiring Device Dept 
Okonite Co. 
Rego Insul ated Wire Co. 
— Electric Ra ame 
inzel_ Cord 
@UNITED STATES “RUBBER COMPANY—ADV. PG 
132 


United States Steel, American Stee! & Wire Div 


WIRE, ARMATURE BANDING 
see WIRE, Tinned Binding 


WIRE, ARMORED GROUND 
Circle Wire & Cable Corp. 
Continental cag & Steel Indus., Inc., Hatfield 
Wire & Cable Div 
ee. INSULATED WIRE & CABLE CO.— 
ADV. PG. 84 


Essex Wire Corp., Paranite Wire & Cable Div 
Ettco Wire & Cable Corp 
General Cable Cor 
@GENERAL ELECTRIC COMPANY, CONSTRUCTION 
MATERIALS DIVISION “ PG. 32 
National Electric Products 
oe a CONDUIT & CABLE. COMPANY, INC.— 
ADV. 13 


0 
@ UNITED STATES RUBBER COMPANY—ADV. PG. 
132 


WIRE, ASBESTOS CORE RESISTANCE 
Columbia Wire & Supply Co 
Driver Co., Wilbur B 
General Cable Corp 


WIRE, ASBESTOS COVERED 
American Insulated Wire Corp 
Anaconda Wire & Cable Co 
Columbia Wire & Supply Co 
Continental Copper & Steel Indus., In Hatfield 
Wire & Cable Div 
Cornish Wire Co. Inc 
Empire Wire & Cable Co 
General Cable Coro 
@GENERAL ELECTRIC COMPANY, Ds * patios 
MATERIALS DIVISION—ADV. 32 
wi ati “ny Electric Products Corp. 


in 
ene PS DODGE atte! PRODUCTS CORPORA- 
TION og 6 PG. 134-135 
Radix Wire Co 
@ RHODE ISLAND INSULATED WIRE CO., INC.— 
ADV. PG. 95 
Rockbestos Products ae 
Roval Electric Comna Inc 
@UNITED STATFS STFFL, “AMERICAN STEEL & 
WIRE DIVIS'ON—ADV. PG. 58-59 
@WESTERN INSULATED WIRE CO.—ADV. PG. 82-83 


WIRE, ASBESTOS COVERED MAGNET 
mbia Wire & Supply Co 
at nee Copper & Steel Indus., Inc., Hatfield 
Wire & Cable Div 
General Cable Corn 
@GENERAL ELECTRIC COMPANY, CONSTRUCTION 
MATERIALS DIVISION—ADV. PG. 32 
Kaiser Aluminum & Chemical Sls., Inc 
Phelps Dodge Copper Products Corp. 
Rockhestos Products Corp. 


Roebling’s Sons Corp., John A 
@ROME CABLE CORPORATION—ADV. PG. 68-69 


WIRE, BALLAST 
see WIRE, Resistance 


WIRE, BANDING 
see WIRE, Tinned Binding 


WIRE, BARE ALUMINUM 
Alpha Wire Corp 
Aluminum Company Of America 
Anaconda Wire & Cable Co 

lumbia Wire & Supply Co 

Essex Wire Corp., Paranite Wire & Cable Div 
yeneral Cable Corp 
Nehring Electrical Works 
Nichols Wire & Aluminum Co 
Reynolds Metals Company 
Shox-Stok, Inc 
Southern Electrical Corp., Inc 
Southwire Company, Inc. 
pargo Wire Company 
Triangle Conduit & Cable Co 


see WELDERS, Spot, Butt or Seam see FLASHERS United Wire & Supply Corp 
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WIRE, BARE COPPER OR BRASS 
American Brass Co 
American Electric Cable Co 
American Insulated Wire Corp 
Anaconda Wire & Cable Co. 
Chase Brass & Copper Co 
Circle Wire & Cable Corp 
Columbia Wire & Supply Co 
Crescent Insulated Wire & Cable Co 
Essex Wire Corp,, Paranite Wire & Cable Div 
General Cable Corp 
Hussey & Co. Div., C. G. 
Kennecott Wire & Cable Co 
Nehring Electrical Works 
Phelps Dodge Copper tony + 
Roebling’s Sons Corp 

@ROME CABLE CORPORATION A abv, PG 
Sittler Corp 
Southern Electrical Corp., Inc. 
Southwire Company, Inc 
Spargo Wire Company 
Sylvania Electric Products Inc. 
Triangle Conduit & Cable Co. Inc 
United States Steel, American Steel & Wire Div 
United Wire & Supply Corp 


WIRE, BELL 
see WIRE, Cotton Covered and Paraffined 


WIRE, BRAIDED COPPER 
see TAPE, Braided Copper 


WIRE, BRAIDED AND LEAD SHEATHED 
Alden Products Co 
American Electric Cable Co 
Anaconda Wire & Cable Co 
Champion Cable Co 
Chase Brass & Copper Co 
Circle Wire & Cable Corp 
Continental Copper & Stee! Indus., Inc., Hatfield 
Wire & Cable Div 
@CRESCENT INSULATED WIRE & CABLE CO.— 
ADV. PG. 84 


Essex Wire Corp., Paranite Wire & Cable Div. 
Fidelity Machine Company, Inc 
General Cable Corp 
General Electric Ce Construction Materlals Div 
National Electric Product Cor 
@OKONITE COMPANY—-ADV. PG. 115 
@PHELPS DODGE COPPER PRODUCTS CORPORA- 
TION—ADV Ag ] ” J 35 
Roebling’s or A 
@ ROME CABLE CORPORATION ADV. PG. 68-69 
Simplex Wire & Cable Co 
Sittler Corp 
Triangle Cone & Cable Co 


Inc 
= STATES RUBBER COMPANY—ADV. PG 


@uniteo STATES STEEL, a STEEL & 
WIRE DIVISION—ADV. PG. 58-5 


WIRE, BRASS 
see WIRE, Bare Copper or Brass 


WIRE, BRONZE 
see WIRE, Bare Copper or Brass 


WIRE, COPPER COVERED STEEL 
Anaconda Wire & Cable Co 
Caro! Cable Co. 
Circle Wire & Cable Cerp 
Copperweld Steel Co 
Crescent Insulated Wire & Cable Co. 
Essex Wire Corp., Paranite Wire & Cable Div 
General Cable Corp 
National Electric Products Corp 
Nehring Electrical Works 
Shox-Stok, Inc. 
Southwire Company, Inc. 


WIRE, COTTON COVERED AND PARAFFINED 
American Insulated Wire Corp. 
Anaconda Wire & Cable Co 
Circle Wire & Cable Corp 
Columbia Wire & Supply Co. 
Continental Copper & Steel Indus., Inc., Hatfield 
Wire & Cable Div. 
Cornish Wire Co. Ine. 
Empire Wire & Cable Co. 
Essex Wire Corp., Paranite Wire & Cable Div. 
Fidelity Machine Company, Inc. 
Okonite Co 
Phelps Dodge Copper Products Corp. 
Royal Electric Company, Inc. 
Runzel Cord & Wire Co. 
Whitney-Blake Company 


WIRE, COTTON OR SILK COVERED MAGNET 
Anaconda Wire & Cable Co. 
Belden Mfg. Co 
Chase Brass & Copper Co 
Columbia Wire & Supply Co. 
Essex Wire Corp. 
General Cable Corp. 
General Electric Co., Construction Materials Div. 
Insulation & Wires Inc 
Kennecott Wire & Cable Co. 
New England Electrical Works, Inc. 
Phelps Dodge yng Pana Corp. 
Roebling’s Sons Cor 
@ROME CABLE COR ORATION--ADV. PS. 68-69 


252 ELECTRICAL CONSTRUCTION AND MAINTENANCE .. 


WIRE, COVERED RESISTANCE 
see CABLE, Heating; WIRE, Resistance 


WIRE, COVERED STRANDED ENAMELED 
Alden Products Co. 
Anaconda Wire & Cable Co. 
Belden Mfg. Co. 
Chase Brass & Copper Co. 
Columbia Wire & Supply Co 
Electric Auto-Lite Co 
Essex Wire Corp. 
General Cable Corp. 
New England Electrical Works, Inc. 
Phelps Dodge Copper Products Corp 


WIRE, ENAMELED MAGNET 
Anaconda Wire & Cable Co. 
Belden Mfg. Co. 
Chase Brass & Copper Co 
Electric Auto-Lite Co 
Essex Wire Corp. 
General Cable Corp 
General Electric Co., Construction Materials Div. 
Insulation & Wires 
Kennecott Wire & Cable Co. 
New England Electrica! Works, Inc. 
Phelps Dodge Copper Products Corp. 
Roebling’s Sons Corp., John A 


WIRE, EXTENSION CONVENIENCE OUTLET 
American Insulated Wire Corp. 
Anaconda Wire & Cable Co 
Continental Copper & Steel Indus., Inc., Hatfield 
Wire & Cable Div. 
Cornish Wire Co. Inc 
Electri-Cord Manufacturing Co 
Empire Wire & Cable Co. 
General Cable Corp 
Rhode Island Insulated Wire 
Royal Electric Company, ha 
Simplex Wire & Cable 
sas) STATES RUBBER COMPANY—-ADV. PG. 


Whitney-Blake Company 
Woodhead Co., Daniel 


WIRE, FISH 
see TAPE, Fish 


WIRE, FIXTURE 


see WIRE, Asbestos Covered; WIRE, Rubber 
Covered and Braided 


WIRE, FLEXIBLE CONTROL 
see CABLE, Flexible Control 


WIRE, FUSE, AND STRIP 
Aluminum Company Of America 
Bussmann Manufacturing Co 
Chase-Shawmut Company 
Phelps Dodge Copper Products Corp. 
Reliable Electric Co 


WIRE, GAS TUBE SIGN 
see CABLE, Ignition 


WIRE, GERMAN SILVER 
see WIRE, Resistance 


WIRE, GLASS INSULATED 
Alpha Wire Corp. 
American Electric Cable Co. 
Ansonia Wire & Cable Co 
Chase Brass & Copper Co 
Columbia Wire & Supply Co. 
Continental Copper & Steel Indus., Inc., Hatfield 
Wire & Cable Div. 
Cornish Wire Co. Inc. 
Driver Co., Wilbur B. 
Essex Wire Corp. 
Fidelity Machine Company, Inc. 
General Electric Co., Construction Materials Dlv. 
Insulation & Wires Inc 
National Electric Products Corp. 
Okonite Co. 
Phelps Dodge Copper Products Corp. 
Rhode Island Insulated Wire Co., Ine. 
Runzel Cord & Wire Co. 


WIRE, GLASS INSULATED MAGNET 
Anaconda Wire & Cable Co. 
Chase Brass & Copper Co. 
Columbia Wire & Supply Co. 
Essex Wire Corp. 
General Electric Co., Construction Materials Div. 
Insulation & Wires Inc. 
Kennecott Wire & Cable Co. 
Phelps Dodge yy * Products Corp. 
Roebling’s Sons Cor John 
@ROME CABLE CORPORATION—ADV. PG. 68-69 
United States Steel, American Steel & Wire Div. 


WIRE, GUIDE 
see STRAND, Galvanized Steel 


WIRE, HEAT RESISTING 
see WIRE, Asbestos Covered 


WIRE, HEATER 
see WIRE, Asbestos Covered 


WIRE, HEATING 
see CABLE, Heating 


WIRE, IGNITION 
see CABLE, Ignition 


WIRE, IRON LINE 


Phelps Dodge gg Products Corp. 
Southwire Company, Inc 
@UNITED STATES. ‘STEEL, AMERICAN STEEL & 
WIRE DIVISION~—ADV. PG. 58-59 


WIRE, LEAD-IN 
see WIRE, Rubber Covered 


WIRE, LEAD SHEATHED 
see WIRE, Braided and Lead Sheathed; 
WIRE, Varnished Cambric or Paper and Lead 
Sheathed; WIRE, Oil impregnated 


WIRE, LITZ 
see WIRE, Covered Stranded Enameled 


WIRE, MAGNET 
see WIRE, Cotton or Silk Covered Magnet; 
WIRE, Enameled Magnet; WIRE, Glass In- 
sulated Magnet; WIRE, Paper Covered Mag- 
net; WIRE, Plastic Insulated Magnet 


WIRE, METAL SHIELDED 
Alden Products Co. 
American Electric Cable Co 
Anaconda Wire & Cable Co 
Continental Copper & Steel Indus., Inc Hatfield 
Wire & Cable Div. 
Cornish Wire Co. Inc 
@OKONITE COMPANY—ADV. PG. 115 
Phelps Dodge Copper Products Corp. 
Prect ion — Lo ine. 
eao In 
@ rome CABLE CORPORATION—ADV. PG. 68-69 
Runzel Cord & Wire Co. 


pears oi e Inc 


@UNITED STATES RUBBER COMPANY—ADV. PG 
132 


Whitney-Blake Company 


WIRE, MINERAL INSULATED 
Okonite Co. 
Phelps Dodge Copper Products Corp 


WIRE, MOLYBDENUM 
see WIRE, Tungsten 


WIRE, NEON SIGN 
see CABLE, Ignition 


WIRE, NICKEL 
see WIRE, Resistance 


WIRE, NICKEL CHROMIUM 
see WIRE, Resistance 


WIRE, NICKEL STEEL 
see WIRE, Resistance 


WIRE, OIL BURNER IGNITION 
see CABLE, Ignition 


WIRE, OIL IMPREGNATED 
American Electric Cable Co. 
Anaconda Wire & Cable Co. 
Continental Copper & Steel Indus., Inc., Hatfield 
Wire & Cable Div. 
Okonite Co. 
— —_ ey? ane Corp. 
mplex Wire Co. 
euNiteD STATES Sree AMERICAN STEEL & 
WIRE DIVISION—ADV. PG. 58-59 


WIRE, PAPER COVERED MAGNET 
Anaconda Wire & Cable Co. 
Belden Mfg. Co. 
Chase Brass & Copper Co. 
Essex Wire Corp. 
Kennecott Wire & Cable Co. 
Phelps Dodge Copper Products Corp 
@ROME CABLE CORPORATION —ADV. PG. 68-69 
United States Steel, American Steel & Wire Div 


WIRE, PAPER INSULATED LEAD SHEATHED 
see WIRE, Varnished Cambric or Paper and 
Lead Sheathed 


WIRE, PHOSPHOR BRONZE 
see WIRE, Bare Copper or Brass 
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WIRE, PIG TAIL 
see TAPE, Braided Copper 


WIRE, PLASTIC INSULATED MAGNET 
Anaconda Wire & 
Belden Mfg. Co 
Essex Wire Corp. 
General Electric C Construction 
Phelps Dodge Cooper Products Cort 
Rego Insulated i Co 

@ROME CABLE CORPORATION—ADV PG. 68-69 
United States Steel, American Steel & Wire Div 


Cable Co 


Maceria 


WIRE, PLATINUM 
see PLATINUM 


WIRE, RESISTANCE 
American Chain & Cable Co 
Wire Div 
American Electri 
Columbia Wire & 


sable Co 

spply Co 

tinental Copper & St I 
Wire & Cable Div 

Driver Co Wilbur B 

Driver-Harris 

Phelps [ 

Reac 3 

Waage Manufact 


WIRE, RUBBER COVERED 
Alps 


Chase Rr as 
ymbia Wire & Supr 
‘ontinenta!l Copper 
Wire & Cable Div 
ct r h WwW re Co ne 
@CRESCENT INSULATED WIRE 
ADV. PG 
Empire Wire & Cable Co 
Essex Wire “lls te Wir & Cable D 
@GENERAL El ECTRIC COMPANY, CONSTRUCTION 
MATERIALS DIVISION—ADV. PG. 32 
@GRAYBAR ELECTRIC COMPANY, INC.—ADV. PG. 2 
@NATIONAL ELECTRIC PRODUCTS CORPORATION 
ADV. PG. 97-100 
@OKONITE COMPANY—ADV. PG. 115 
@PHELPS DODGE COPPER PRODUCTS CORPORA- 
BR ADV PG 134-135 


& CABLE CO 


@ roe “CABLE CORPORATION. 
y ctr Come any, Inc 
Co 
@ TRIANGLE ‘conouit & CABLE COMPANY, INC. 
ADV. PG. 130 
— STATES RUBBER COMPANY-—ADV. PG 
32 


ADV. PG. 68-69 


wa ker Brothers 


Whitney-Blake Company 


WIRE, RUBBER COVERED AND BRAIDED 
Alpha Wire Corp 
American Insulated Wire Corp 
Anaconda Wire & Cable Co 
Belden Mfg. Co 
Caro! Cable Co 
Champion Cable C 
hase Brass & Copper Co 
Columbia Wire & Supply Co 
C nental Copper & Steel Indus., Inc., 
Wire & Cable Div. 


Hatfield 


Cornish Wire Co. Inc 
@CRESCENT INSULATED WIRE & CABLE CO.— 
ADV. PG. 84 


Empire Wire & Cable Co 
Essex Wire Corp., Paranite Wire & Cable Div 
General Electric Co., Construction Materials Div 
@NATIONAL ELECTRIC PRODUCTS CORPORATION 
ADV. PG. 97-100 
@OKONITE COMPANY—ADV. PG 
@PHELPS DODGE rian provucrs CORPORA- 
TION—ADV. PG. 134- 
@ROME CABLE CORPORATION. -ADV. PG. 68-69 
Royal Electric Company, Inc 
Runzel Cord & Wire ~ 
Simplex Wire & Cable 
hipuir CONDUIT & “CABLE COMPANY, INC. 


ADV. PG. 130 
@UNITED "STATES RUBBER COMPANY—ADV. PG. 
132 
United States Steel, American Steel & Wire Div 


Walker Brothers 
Whitney-Blake Company 


WIRE, RUBBER COVERED LEAD SHEATHED 
see WIRE, Braided and Lead Sheathed 


WIRE, SHIELDED 
see WIRE, Metal Shielded 


WIRE, SILK COVERED MAGNET 
see WIRE, Cotton or Silk Covered Magnet 


WIRE, SILVER 
see PLATINUM 
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WIRE, SLOW BURNING 
see WIRE, Weatherproof 


WIRE, SMALL DIAMETER 
see WIRE, Thinwall Insulated 


WIRE, SOFT IRON 


@UNITED STATES STEEL, AMERICAN STEEL & 
WIRE DIVISION—-ADV. PG. 58-59 


WIRE, SOLDER 
see SOLDER 


WIRE, STOVE 
see WIRE, Asbestos Covered 


WIRE, SYNTHETIC INSULATED 


see WIRE, Plastic Insulated Magnet; WIRE, 
Thinwall Insulated 


WIRE, THERMOPLASTIC INSULATED 
Alden Products Co. 
Alpha Wire rp 
Alphaduct Wire ¢ 

American f& 

Amer 


Wire 


C pperwel j tee 
@ CRESCENT. “INSULATED WIRE & CABLE CO 
ADV. PG. 84 


Empire Wire & ble Co 
Essex Wire - ‘ Paranite 
Ettco Wire 
@ GENERAL ELECTRIC COMPANY CONSTRUCTION 
MATERIALS DIVISIO ADV. PG. 32 


able Div. 


THERMOPLASTIC 


INSULATED 
WIRE 


R 


Columbia TW is sturdy, dependable, easy- 
to-pull, easy-to-strip. It is made to conform 
to exacting quality controls, rigidity tested 
for long life. 

It assures quick, easy, economical installa- 
tions. Whenever the job calls for the finest 
thermoplastic wire, specify Columbia TW. 

And, Columbia gives you the service that 
keeps your jobs “on schedule.” 


ALL SIZES — ALL COLORS 


Approved by Underwriters’ Laboratories 


COLUMBIA CABLE 


Serving the Electrical Wholesaler Since 1912 
255 CHESTNUT ST. 


| & ELECTRIC CORP. 





BROOKLYN 8&8, N. Y. 


BE SAFE 
NOT SORRY 


SPECIFY 


TW 
BUILDING WIRE 


(newest member 
of the 


ttc family) 


@ small diameter Thermoplastic Wire 
resists severe exposure 


@ lubricated for easy pulling 

@ easiest, cleanest stripping ever 
@ saves initial andmaintenance costs 
@ laboratory tested and inspected 
@ packaged in handy cartons 


Other ETTCO Premium Quality elec- 
trical products you can count on for 
lasting performance: 


Bushed Armored Cable 
Non-metallic Sheathed Cable 
Flexible Steel Conduit 
Service Entrance Cable 


REPRESENTATIVES 
AND 
WAREHOUSES IN: 


Atlanta, Ga. 
Boston, Mass. 
Cleveland, O. 
Chicago, Ill. 
Dallas, Tex. 
Denver, Col. 
Detroit, Mich. 
Greensboro, N. C. 
Houston, Tex. 
Los Angeles, Cal. 
Louisville, Ky. 


Minneapolis, Minn. 
New Orleans, La. 
New York, N. Y. 
Philadelphia, Pa. 
Pittsburgh, Pa. 
Portland, Ore. 

San Francisco, Cal. 
Seattle, Wash. 

St. Louis, Mo. 
Syracuse, N. Y. 
Washington, D. C. 


ETTCO Wire & 
Cable Corporation 


General Offices: 46-50 Metropolitan 
Avenue @ Brooklyn 37, New York @ 
Plant: 75 Onderdonk Avenue @ Brook- 
lyn 37, New York 
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Look to LEVITON... fora 
complete line of wire, cable 
and wire products through its 

subsidiary: AMERICAN INSULA 
TED WIRE CORP. (A.1.W.) 


LEVITON MANUFACTURING COMPANY 
Brooklyn 22, New York * Chicago * los Angeles 





@NATIONAL ELECTRIC PRODUCTS CORPORATION— 
ADV. PG. 97-100 


@OKONITE oo ADV. PG. 115 
Phalo Plastics Corp 
@PHELPS DODGE COPPER PRODUCTS CORPORA- 
TION—ADV. PG. 134-135 
Plastic Wire & Cable Corp 
Radix Wire Co 
Rego Insulated Wire Co 
@RHODE ISLAND INSULATED WIRE CO., INC 
ADV. PG. 95 
Reckbestos Ange me, 
Roebling’s Sows Corp Jc A 
@ROME CABLE CORPORATION ADV. PG. 68-69 
Royal Electric Company, Inc. 
Sequoia Process Corp 
Simplex Wire & Cable Co 
Southwire Company, Inc 
Surprenant Mfg. Co 
Touch-Plate Mfg. Corp 
@TRIANGLE ey & CABLE COMPANY, INC 
DV 


A PG 
@uNITED STATES ‘RUBBER COMPANY—ADV. PG 
132 


United States Steel, American Stee! & Wire Div 
Walker Brothers 


Whitney-Blake Company 


WIRE, THINWALL INSULATED 
Alpha Wire Corp 
Columbia Cable & Electric Corp 
Continental Copper & Steel Indus 
Wire & Cable Div 
Empire Wire & Cable Co. 
Essex Wire Corp., Paranite Wire & Cable Div 
National Electric Products Corp. 
Okonite Co 
Phalo Plastics Corp 
Plastic Wire a ate Pe 
Rego Ins 
@ ROME CABLE CORPORATION ADV. PG. 68-69 
Surprenant Mfg. Co 
Triangle Conduit & Cable C In 
United States Steel, American Steel & Wire Div 


Hatfield 


WIRE, TINNED BINDING 
American Chain & Cable Co., 
Wire Div 
Champion Cable Co 
Continental Copper & Stee! Ind Inc., 
Wire & Cable Div 


Page Steel & 


Hatfield 
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Insulation & Wires Inc 
Phelps Do odge Copper Products Corp. 
Roebling’s Sons Corp., John A 
@ UNITED STATES STEEL. AMERICAN STEEL & 

WIRE DIVISION—ADV. PG. 58-59 


WIRE, TINNED COPPER 
see WIRE, Bare Copper or Brass 


WIRE, TRANSMISSION GROUND 
see WIRE, Copper Covered Stee! 


WIRE, TREE 
Anaconda Wire & Cable Co 
Continental Copper & Steel Indus Inc 
Wire & Cable Div. 
Essex Wire Corp., Paranite Wire & Cable Div. 
National Electric Products Corp 
@OKONITE COMPANY—ADV. PG. 115 
Rego Insulated Wire Co 
Simplex Wire & Cable Co. 
Whitney-Blake Company 


Hatfield 


WIRE, TROLLEY 


see WIRE, Bare Aluminum; 


WIRE, Bare 
Copper or Brass 


WIRE, TUNGSTEN 


Sylvania Electric Products Inc. 


WIRE, VARNISHFD CAMBRIC 
AND LEAD SHEATHED 
American Electric Cable Co 
Anaconda Wire & Cable Co 
Chase Brass & Copper Co 
Continental Conner & Steel Indus Inc 

Wire & Cable Div. 
@CRESCENT INSULATED WIRE & CABLE CO. 
ADV. PG. 84 
General Electr Co Construction 
National Electric Products Corp 
@OKONITE COMPANY—ADV. PG. 115 
@PHELPS DODGE COPPFR PRODUCTS CORPORA- 
TION—ADV. PG _ 133 
Roebling’s Sons Corp., 
@ TRIANGLE CONDUIT Yy “CABLE COMPANY, INC. 
ADV. PG. 130 
@UNITED STATES STFEL, AMERICAN STEEL & 
WIRE DIVISION—ADV. PG. 58-59 


OR PAPER 


Hatfield 


Materials Div 


WIRE, WEATHERPROOF 
Alpha Wire Corp 
Aluminum Company Of America 
American Insulated Wire Corp 
Anaconda Wire & Cable Co 
Carol Cable Co 
Chase Brass & Copper Co. 
Chester Cable Corp. 
Circle Wire & Cable Corp 
Columbia Wire & Supply Co 
Continental Copper & Steel Indus., Inc 

Wire & Cable Div 

Copperweld Steel Co. 
Essex Wire Corp., Paranite Wire & Cable Div 
General Electric Co., Constructior Materials 
Kaiser Aluminum & Chemical Sls., Ir 
Kennecott Wire & Cable Co 
Nehring Electrical Works 
Okonite Co 
Phelps Dodge Copper Products Corr 
Roebling’s Sons Corp., John A 

@ROME CABLE CORPORATION—ADV. PG 
Royal Electric Company, Inc 

Southern Electrical - woe Inc 

uthwire Company 

@ TRIANGLE CONDUIT “E CABLE COMPANY, INC. 


ADV. PG. 130 
@uniTED ‘STATES RUBBER COMPANY—ADV. PG 


@UNITED STATES STEEL, AMERICAN STEEL & 
WIRE DIVISION—ADV. PG. 58-59 
Walker Brothers 


Whitney-Blake Company 


Hatfield 


68-69 


€ 


WIRE, WELDING 
see RODS, Welding 


WIRE, ZINC 
see WIRE, Fuse, and Strip 


WIRES, CABLED INSULATED 
Alden Products Cc 
Alpha Wire Corp 
American Electr Cable Co 
American Insulated Wire Corp. 
Anaconda Wire & Cable Co. 
Ansonia Wire & Cable Co. 
Caro! Cable Co 
Chase Brass & Copper Co. 
Circle Wire & Cable Corp 
Columbia Wire & Supply Co. 


Continental Copper & Steel Indus., Inc., Hatfield 
Wire & -_ = 
Cornish Wir 


@ CRESCENT INSULATED WIRE & CABLE CO.— 
ADV. PG. — 


Essex Wire Corp., Paranite Wire & Cable Div. 
@ GENERAL ELECTRIC COMPANY, CONSTRUCTION 
MATERIALS DIVISION—ADV. PG. 32 
Interstate Mfg. Corp. 
Kaiser Aluminum & —— Sis., Inc. 
Kennecott Wire & Cable 
@NATIONAL ELECTRIC PRODUCTS CORPORATION 
—ADV. PG. 97-100 
Nehring Electrical Work 
@ OKONITE COMPANY — ADV. PG. 115 
Phalo Plastics Corp 
@PHELPS DODGE COPPER PRODUCTS CORPORA- 
TION—ADV. PG. 134-135 
Plastic Wire & Cable Corp. 
Reco Insulated Wire Co 
@RHODE ISLAND INSULATED WIRE CO., 
ADV. PG. 9 
Sees oe _. 
@ ROME CABLE * CORPORATION--ADV. PG. 68-69 
Royal Electric Company, Inc. 
Runzel Cord & Wire Co 
Sequoia Process Corp 
Simplex Wire a a Co. 
Surprenant 


@ TRIANGLE CohioutT & CABLE COMPANY, INC 


~ADV. PG. 130 
@UNITED “STATES STEEL, “ery STEEL & 
WIRE DIVISION—ADV. PG. 58-5 


Whitney-Blake 


INC.— 


Company 


WIRES, THREADED, AND RODS 
Titchener & Co., E. H. 


WRENCHES, ADJUSTABLE AND RATCHET 
Billings & Spencer Co. 
Blackhawk Mfg. Co 
Crescent Tool Co 
Diamond Calk Horseshoe Co. 
Lowell Wrench Co. 

Miller Equipment Co., Ine. 
Owatonna Tool Co 

P & C Hand Forged Tool Co 
Petersen Manufacturing Co., Inc 
Proto Tools 

Snap-on Tools Corp 

Stevens Walden, Inc. 

Utica Drop Forge & Tool Corp 
Williams & Company, J. 


Xcelite Inc 


WRENCHES, ALLEN 
Allen Manufacturing Co. 
Blackhawk Mfg. Co. 
Bristol Company 
Hunter Sales Co. Inc., R. N 
Miller Manufacturing Co 
Owatonna Tool Co. 
Proto Tools 
Snap-on Tools Corp. 


WRENCHES, INSULATED 
see TOOLS, Insulated Hand 


WRENCHES, LINEMAN’S 
Blackhawk Mfg. Co. 
Chance Co., A. 8. 
Klein & Sons, Mathias 
Meteor Manufacturing Corp. 
Owatonna Tool Co. 
P & C Hand Forged Too! Co 
Proto Tools 
Snap-on Tools Corp. 


WRENCHES, PIPE 
Armstrong Bros. Too! Co 
Blackhawk Mfg. Co. 

Darley & Co., W. S 

Hunter Sales Co., Inc., R. N 
Nye Tool Co. 

Owatonna Tool! Co. 

P&C — Forged Too! Co 
Proto Too 

Ridge Too : Co. 

Snap-on Tools Corp. 


WRENCHES, SCREW ANCHOR 
see ANCHORS, Earth Guy 


WRENCHES, SOCKET 
see TOOLS, Insulated Hand 


x 


XENON 
see GASES, Rare 


X-RAY, INDUSTRIAL 
Brown Boveri Corp. 
General Electric Co., X-Ray Department 
Westinghouse Electric Corp. (Pittsburgh) 
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Y G as F bers “Ine 
YARN, ASBESTOS 
Johns-Manville 


YARN, JUTE 
Keasbey & Matt 


American Mfg 
ted States ubbe ) rt 


Viv on Lead 


YARN, COTTON OR SIL 
Meyers & rence 
ted Rubber Brewer-Titchener 
hance 
YARN, FIBROUS GLASS 
Acme Electric Heating 
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i YOKES, STRAIN INSULATOR 


stupakoff Ceramic & Mfg. Co 


Zz 


ZINC, SHEET AND ROD 
Belmont Smelting & Refining Works 
New Jersey Zinc Co 


ZINCS, BATTERY 


Belmont Smelting & Refining Works 
ndustries, Ir 


Inc 
Inc Electrical Div 
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To the Users 


‘This is the first issue of the ELECTRICAL PRODUCTS GUIDE. In 
its pages the editors of ELECTRICAL CONSTRUCTION AND 
MAINTENANCE have provided accurate information to make your 
buying or specifying operation speedier and’ more convenient. Every 
measure was taken to make this issue a reliable reference for your elec- 


trical product needs 


Continned use of this issue will undoubtedly suggest certain changes, 
improvements, and additions that will make subsequent issues of the 
ELECTRICAL PRODUCTS GUIDE more nearly fit your product 
information needs. We'd appreciate receiving your comments and 


suggestions 


ELECTRICAL CONSTRUCTION AND MAINTENANCE . . . MID-SEPTEMBER, 1953 





And here are some of the more important points to look for: 


Are the major sections arranged in their most convenient order? Or 
would you like to see the sections rearranged? If so, how? Are the 
sections clearly marked and easy to find? 





Have any important products been omitted from the Product Direc- 
tory section? If so, which ones? 





Are products easily found through listing them alphabetically by 
the basic word identifying the product (example: conduit bushing 
adapters are listed as “Adapters, Conduit Bushing”)? 





How about cross-references in the Product Directory section? Are 
they complete and easily understood? 





How about the Technical Data Reference section? Does it achieve its 
objective of bringing together in one place the type of “everyday” 


technical data you have use for? Have any important data been 
omitted? If so, what? 





How about the manner in which advertising is combined with and 
cross-referenced to listings in the Product Directory? And while on 
the subject of advertising, be sure to include any specific suggestions 


on the kind of advertising you find most useful in the ELECTRICAL 
PRODUCTS GUIDE. 





So far we've asked almost entirely for 
criticisms that will help our editors im 
prove and strengthen the next issue— 
make it correspond as closely as possiblc 
to your needs. We'd also appreciate 
knowing how you like the issue. Ob 
taining and preparing material for this 
issue required more than eight months 


of intensive work. ‘The editors will 


W. T. Stuart, Editor 


find your comments encouraging, and 
will regard them as a measure of 
achievement. 


How well it 
serves your future needs will depend on 
vour letting us know about your needs 


his is your reference 


Please address your correspondence 
to— 


ELECTRICAL CONSTRUCTION AND MAINTENANCE 


McGraw-Hill Building 
New York 36, New York 


* And when writing to manufacturers, or ordering a product, be sure to mention that you “looked it up in the ELECTRICAL PRODUCTS GUIDE.” 
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SYMBOL OF OUTSTANDING QUALITY 


bination Switches 
1 Pilot Lights 


Unilarm 
ynal Alarms 


..- TO THOSE WHO SPECIFY, 
DISTRIBUTE, SELL OR USE 
ELECTRICAL EQUIPMENT 


Vap 
Lighting 


Dut 
Lighting 


Many electrical equipment items today look quite 
similar, have standardized ratings and specifications 
... but there is one important variable of value — 


QUALITY! 


More and more, engineers, architects and others con- 
cerned with specifying electrical equipment, write 
“R & S Quality” into specifications. Increased num- 
bers of contractors, electricians, distributors and 
others who sell R & S quality at the point of sale, see 
convincing evidence of its effect on customer satis- 


sion-Proot 
ting Fixtures 


faction and repeat business. Industry, as the user of 
over 5000 R & S electrical equipment items, has 
discovered that this quality means complete electrical 
dependability and long service life. 


All these advantages are symbolized by this well- 
known Russell and Stoll registered trade-mark. It is 
emblematic of over 50 years of specialized experience, 
sound engineering design, finest materials and pre- 
cision manufacture. 


REPRESENTATIVES IN PRINCIPAL CITIES 


Atlanta ¢ Boston e Chicago e Cleveland e Dallas e Dayton e Denver e Detroit e Greenwich @ Indianapolis e Los Angeles e Louisville 


Minneapolis * Newark ¢ Oklahoma City # Omaha e Philadelphia e Pittsburgh e St. Louis e San Francisco ¢ Seattle ¢ Tulsa o Wichita 


RUSSELL & STOLL COMPANY, INC. + 125 BARCLAY STREET, NEW YORK 7, N.Y. 0-13 
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G.E. Announces New Rigid Conduit 


New G-E WHITE 





A new G-E WHITE rigid steel conduit that has easy bending, New G-E WHITE is easier to bend because the 
easy wire-pulling, and improved corrosion-resistance character- Pree sara ase beng. yew te 
istics has been introduced by General Electric’s Construction straightening that cause hardening. 
Materials Division. 
These improvements have been made possible by a zinc-coating 
process called “metallizing”’, which has been proved by more than 
30 years of service in other applications. Metallizing bonds a con- 
trolled, uniform coating of pure zinc to the conduit, threads and 
all, to provide lasting protection against corrosion. The conduit 
is then given the added protection of a coating of C-553 lacquer 
over the metallized zinc. 
New G-E WHITE rigid conduit conforms with the American 
Standards Association specifications, is listed by Underwriters’ 
Laboratories, Inc., and meets all U. S. Government specifications. 
Ask your distributor about it. Section C25A-918, Construction 
Materials Division, General Electric Company, Bridgeport 2, Conn. Wire-pulling is easier because new G-E 
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WHITE is lined with a new corrosion-resistant 
coating, containing an anti-friction agent. 





